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Editors* Note 

Because of budget reductions which affect the Bureau*s Current Employment Statistics program, 
publication of employment, hours, earnings, and labor force data for a number of nieiropoliian areas 
has been suspended (tables B-8, C-8, and D-1). The Bureau regrets any inconvenience to data users. 
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Employment and Unemployment 
Developments, February 1988 



Employment growth was quite strong in February. The 
overall jobless rate was 5.6 percent, and the civilian worker 
rate was 5.7 percent. Both have edged down in recent 
months— by three-tenths of a percentage point since last 
October. 

Nonagricultural payroll employments as measured by the 
survey of business establishments, surged by 530,000 in 
February, following a relatively small increase in the prior 
month. Total civilian employment, as measured by the house- 
hold survey, rose by nearly 300,000 over the month. 

Unemployment 

The number of persons unemployed in February, at 6.9 
million, seasonally adjusted, was about the same as in Janu- 
ary. The civilian worker unemployment rate, at 5.7 percent, 
also showed little over-the-month change. However, it has 
edged down by three-tenths since last October and was nearly 
a full percentage point lower than a year ago. 

Jobless rates for adult men (4.9 percent), adult women (5.2 
percent), teenagers f 15.4 percent), whites (4.8 percent), and 
blacks (12.6 percent) showed little change in February. Af- 
ter dipping in January, the Hispanic unemployment rate (8.3 
percent) returned to the levels that generally prevailed in the 
latter half of last year. (See tables A-33 and A-34.) 

The median duration of unemployment— 6.4 weeks— was 
unchanged from January and was slightly lower than a year 
earlier. The number and proportion of the total unemployed 
who had lost their last jobs declined markedly over the past 
year. (See tables A-40 and A-41.) 

Civilian employment and the labor force 

Total civilian employment rose by 280,000 in February 
to 1 14.4 million, seasonally adjusted, with almost the entire 
gain taking place among adult men. The proportion of the 
population with jobs was at a record 62.2 percent. Recent 
employment growth has been particularly strong in execu- 
tive, administrative, and managerial occupations. Over the 
past year, employment in these occupations has accounted 
for more than a third of the 3 million growth in total civilian 
employment. (See tables A-33 and A-22.) 

The civilian labor force grew to a level of 121.4 million 
in February, seasonally adjusted, with the labor force par- 
ticipation rate edging up to 66.0 percent. Since last Febru- 
ary, the labor force has grown by 2.0 million, with nearly 



iwO'thirds of the increase occurring among adult women. 
(See table A-33.) 

Industry payroll employment 

Total nonagricultural payroll employment rose by 530,000 
in February, seasonally adjusted, to a level of 104.3 mil- 
lion. This large gain, which followed a much smaller increase 
in January (175,000), occurred mostly in the service- 
producing sector. While construction also advanced, 
manufacturing was little changed. (See table B-4.) 

Within the service-producing sector, employment in the 
services industry increased sharply (200,000), following a 
modest rise in January. Job gains were widespread, with 
health and business services rising by 60,000 and 55,000, 
respectively. Other industries with increases were retail trade, 
which rose by 1 10,000 after seasonal adjustment, and whole- 
sale trade. Employinent in finance, insurance, and real es- 
tate was little changed over the month, although the finance 
component declined by 10,000; this drop represents the first 
tangible impact on business payrolls of the October stock 
market crash. 

In the goods-producing sector, construction jobs rose by 
105,000 after seasonal adjustment, following a substantial 
decline in January. After showing large gains in the second 
half of 1987, manufacturing jobs were up only slightly for 
the second month in a row. Changes among the component 
industries were all quite small. Since last June, manufactur- 
ing payrolls have added 400^000 jobs. Mining wat» about un- 
changed in February. 

Weekly hours 

The average workweek for all production or nonsupervi- 
sory workers on private nonagricultural payrolls increased 
0.2 hour in February to 34.9 hours, seasonally adjusted. By 
contrasts the manufacturing workweek declined 0.2 hour to 
40.9 hours, and factory overtime edged down 0. 1 hour to 
3.8 hours; both measures, however, were still relatively high 
by historical standards. (See table C-5.) 

The index of aggregate weekly hours of production or non- 
supervisory workers on private nonagricultural payrolls rose 
by 1.0 percent to 123.5 (1977=100), seasonally adjusted. 
The manufacturing index slipped to 95.3 » reflecting the 
decline in the factory workweek. (See table C-6.) 



Hourly and weekly earnings 

Average hourly earnings of private production or non- 
supervisory workers edged down by 0,2 percent in Febru- 
ary, seasonally adjusted, while average weekly earnings rose 
0.4 percent due to the increase in the workweek. Prior to 
seasonal adjustment, average hourly earnings inched down 
1 cent to $9.17, and average weekly earnings rose $K49 to 
$317.28. (See tables C-1 and C-7.) 

The Hourly Earnings Index 

The Hourly Earnings Index (HEI) was 176.5 (1977 = 100) 



in February, seasonally adjusted, virtually unchanged from 
January. For the 12 months ended in February, the increase 
was 2.7 percent. In dollars of constant purchasing power» 
the HEI decreased 1.0 percent during the 12-month period 
ending in January. The HEI excludes the effects of two types 
of changes unrelated to underlying wage rate movements- 
fluctuations in manufacturing overtime and interindustry em- 
ployment shifts, (See table C-7.) 



NOTE: The hours and earnings sections of this analysis 
reflect corrections to the data subsequent to the issuance of 
the Employment Situation News Release: February 1988 
(USDL 88-103), on March 4, 1988, 



Scheduled Release Dates 

Employment and unemployment data are scheduled for initial release on the 
following dates: 

Reference month Release date Reference month Release date 

March April 1 June July 8 

April May 6 July August 5 

May June 3 August September 2 
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HOUSEHOLD DATA 
HISTORICAL 

A*1. Employment status of the nonfnstitutional population 16 years and over, 1954 to date 

(Numbers in thousands) 



Year 
and 
month 



1954 . 

1955 

1956 

1957 . 

1958 

1959 

I960' . 
1961 
1962' . 
1963 

1964 . 

1965 . 

1966 . 
1967 
1968 
1969 

1970 . 

1971 . 
1972' . 
1973' .< 
1974 .< 
1975 
1976 
1977 
1978' 

1979 , 

1980 . 

1981 ... 

1982 ... 

1983 . 

1984 ... 

1985 . 
1986' .. 
1987 ... 



Noninsti- 
tutiona) 
population 



labor force 



Number 



Percent 
of 

population 



Employed 



Total 



Resident 
Armed 
Forces 



Ctvihan 



Total 



Agriculture 



Nonagricuttural 
industries 



Unemployed 



Number 



Percent 
of 
labor 
force 



Not m 
labor 
force 



Annual averages 



1987: 

February 

March 

April 

May 

June 

July 

August 

SepteiTiber 

October 

November 

December 

19SS: 

January 

February 



110.463 
111.747 
1 .2,919 
114.213 
115,574 
117,117 

119,106 
120.671 
122.214 
124,422 
126.503 
128,459 
130.180 
132,092 
134,281 
136^573 

139,203 
142.189 
145,939 
148,870 
151.841 
154,831 
15^,818 
160.689 
163,541 
166.460 

169.349 
171.775 
173,939 
175,891 
178.080 
179,912 
182.293 
184.490 



65.785 
67.087 
68.517 
68.877 
69,486 
70.157 

71.489 
72.359 
72,675 
73.839 
75.109 
76,401 
77.892 
79 565 
8U,990 
82.972 

84.889 
86,355 
88,847 
91.203 
93,670 
95,453 
97.826 
100.665 
103,882 
106,559 

108,544 
110,315 
111,872 
113.226 
115,241 
117,167 
119.540 
121,602 



59.6 
60.0 
60 7 
603 
60.1 
59.9 

60.0 
60.0 
59.5 
59.3 
59 4 
59.5 
59.8 
602 
60.3 
60.8 

61.0 
607 
60.9 
61.3 
61.7 
61.6 
62.0 
62.6 
63 5 
64.0 

64.1 
64.2 
643 
64.4 
64.7 
65.1 
65 6 
659 



62.251 
64,234 
65,764 
66,019 
64,883 
66.418 

67.639 
67.646 
68,763 
69,768 
71.323 
73,034 
75,017 
76.590 
78,173 
80,140 

80,796 
81.340 
83,966 
86,838 
88,515 
87,524 
90,420 
93,673 
97,679 
100.421 

100,907 
102.042 
101,194 
102,510 
106,702 
108,856 
111,303 
114,177 



2,142 
2.064 
1,965 
1,948 
1.847 
1,788 

1.861 
1,900 
2,061 
2.006 
2,018 
1,946 
2.122 
2.218 
2,253 
2.238 

2,118 
1,973 
1,813 
1,774 
1,721 
1.678 
1,668 
1,656 
1,631 
1,597 

1,604 
1,645 
1,668 
1.676 
1,697 
1,706 
1.706 
1,737 



60.109 
62,170 
63,799 
64.071 
63,036 
64.630 

65,778 
65,746 
66.702 
67,762 
69,305 
71,088 
72,895 
74,372 
75,920 
77,902 

78,678 
79,367 
82,153 
85.064 
86,794 
85,846 
88,752 
92,017 
96.048 
98,824 

99.303 
100,397 

99.526 
100,834 
105,005 
107,150 
109,597 
112,440 



6,205 
6,450 
6.283 
5,947 
5.586 
5.565 

5,458 
5.200 
4,944 
4.687 
4.523 
4,361 
3,979 
3,844 
3,817 
3,606 

3,463 
3.394 
3.484 
3,470 
3.515 
3,408 
3,331 
3.283 
3,387 
3.347 

3,364 
3,368 
3,401 
3.383 
3,321 
3.179 
3,163 
3.208 



Monthly data, seasonally adjusted^ 



183,738 
183,915 
184.079 
184,259 
184,421 
184.605 
184,738 
184,904 
185.052 
185,225 
185.370 



185.571 
185,705 



120,970 


65 8 


113,084 


1,740 


111.344 


3.225 


120,982 


65.8 


113,191 


1,736 


111.455 


3,237 


121,098 


658 


113,541 


1,735 


111,806 


3.250 


121.633 


66.0 


114,060 


1.7P6 


112,334 


3.269 


121,326 


65.8 


114.018 


1,718 


112,300 


3,192 


121,610 


65.9 


114.359 


1,720 


112.639 


3.212 


122,042 


66.1 


114,786 


1,736 


113,050 


3,143 


121,706 


65.8 


114.615 


1,743 


112,872 


3,184 


122,128 


66.0 


114,951 


1.741 


113,210 


3.249 


122,349 


66.1 


115.259 


1,755 


113,504 


3,172 


122.472 


66.1 


115,494 


1.750 


113,744 


3.215 


122,924 


66.2 


115,878 


1,749 


114,129 


3.293 


123,084 


663 


116,145 


1,736 


114.409 


3.228 



53.904 
55.722 
57.514 
58.123 
57.450 
59.065 

60.318 
60.546 
61.759 
63.076 
64.782 
66.726 
68.915 
70.527 
72.103 
74.296 

75.215 
75.972 
78.669 
81.594 
83.279 
82.438 
85.421 
88.734 
92.661 
95.477 

95.938 
97.030 
96.125 
97.450 
101.685 
103.971 
106.434 
109.232 



108.119 
108.218 
108.556 
109.065 
109.108 
109.427 
109.907 
109.688 
109.961 
110,332 
110.529 



110.836 
111.182 



3.532 
2.852 
2.750 
2.859 
4.602 
3.740 

3.852 
4.714 
3.911 
4.070 
3.786 
3.366 
2.875 
2.975 
2.817 
2.832 

4.093 
5.016 
4.882 
4.365 
5.156 
7.929 
7.406 
6.991 
6.202 
6.137 

7.637 
8.273 
10.678 
10.717 
8.539 
8.312 
8.237 
7.425 



5.4 
4.3 
4.0 
4.2 
66 
53 

5.4 
6.5 
5.4 
55 
5.0 
4.4 
3.7 
3.7 
3.5 
3.4 

48 
58 
5.5 
4.8 
55 
8.3 
7.6 
6.9 
6.0 
58 

7.0 
7.5 
9.5 
95 
7.4 
71 
6.9 
6.1 



7.886 
7.791 
7.557 
7.573 
7.308 
7.251 
7.256 
7.091 
7.177 
7.090 
6.978 



7.046 
6.938 



65 
64 
6.2 
6.2 
60 
6.0 
5.9 
58 
5.9 
58 
57 



5.7 
5.6 



44.678 
44.660 
44.402 
45.336 
46.088 
46.960 

47.617 
48.312 
49.539 
50.583 
51.394 
52,058 
52.288 
52.527 
53,291 
53.602 

54.315 
55.834 
57.091 
57.667 
58.171 
59.377 
59.991 
60.025 
59.659 
59.900 

60.806 
61.460 
6?,067 
62,665 
32.839 
62,744 
62.752 
62.888 



62.768 
62.933 
62.981 
62.626 
63.095 
62.995 
62.696 
63.198 
62.924 
62.876 
62.898 



62.647 
62,621 



"Historical Comparability" under the Household Data section of the 
Explanatory Notes. 
' The population and Armed Forces figures are not ad)usted for 



seasonal variation. 

NOTE. Revisions of seasonally adjusted monthly and quarterly data 
(shown in tables A-l through A«3 and A-32 throu^ A.53) for the most 
recent 5«year period are made at the end of each calendar year. 



HOUSEHOLD DATA 
HISTORICAL 



A*2. Empioymtnt status of the nonlnstitutional population 16 years and over by sex, 1977 to date 



(Numbtrs in thousands) 















Labor 


orce 










S9V yev. 
anc .lOnth 


Noninsti* 










Employed 




Unemployed 


Not in 


tutional 
population 


Number 


Percent 
of 




Resident 




Civitian 




Percent 


labor 
force 






population 


Total 


Armed 
Forces 


Total 


Agriculture 


Non agricultural 
Indus tnes 


Number 


of 
labor 
force 






Annual averages 


MEN 
























1977 


76 756 


59 959 


78.1 


56.291 


1 563 


54.728 


2.671 


52 057 


3 667 


6 1 


16.797 


1978^ 


78 107 


61 151 


fo J 


58.010 


1 531 


56.479 


2.718 


53 761 


3 142 


5 1 


16.956 




79.509 


62 215 


78 2 


59 096 


1 48d 


57.607 


2.686 


54 92* 


3 120 


5 0 


1 7.293 


1960 


80,877 


62.932 


77 8 


58.665 


1,4/9 


57.186 


2.709 


54.477 


4.267 


68 


17.945 


1981 


82 023 


63.486 


77.4 


58 909 


1 512 


57.397 


2.700 


54 697 


4.577 


7.2 


18 537 


1982 


83 052 


63 979 


77 0 


57 800 


1 529 


56.271 


2.736 


53 534 


6 179 


9 7 


19 073 


1983 


64i064 


64!580 


76 8 


58!320 


l!533 


56,787 


2.704 


54!oe3 


6!260 


97 


19.484 


1984 


85.156 


65.386 


76 8 


60.642 


1.551 


59.091 


2.668 


56.423 


4,744 


7 3 


19 771 


1965 . . . 


86.025 


65.967 


76.7 


61.447 


1.556 


59.891 


2.535 


57.356 


4.521 


69 


2o!o58 


1986' 


87.349 


66.973 


76 7 


62.443 


1.551 


60.892 


2.511 


58.381 


4,530 


68 


20,376 


1987 


66.476 


67.784 


76 6 


63.664 


1.577 


62.107 


2.543 


59.564 


4,101 


61 


20.692 












Monthly 


data, seasonally adjusted^ 










1M7: 
























Fabruafy 


88.099 


67.655 


76 8 


63.281 


1.584 


61.697 


2.545 


59.152 


4,374 


6.5 


20,444 


March 


88.186 


67.590 


76 6 


63.263 


1.575 


61.688 


2.582 


59.106 


4,327 


64 


20.596 


Apni 


68.271 


67.604 


76 6 


63.390 


1.575 


61.815 


2.608 


59.207 


4,214 


62 


20,667 


May ~. ~'. . 


88.361 


67.802 


76 7 


63.543 


1,566 


61.977 


2.594 


59.383 


4,259 


63 


20,559 




68.442 


67.623 


76 5 


63.543 


1.559 


61.984 


2,530 


59.454 


4.080 


60 


20,819 


July 


68.534 


67.671 


76 4 


63.711 


1,561 


62.150 


2.547 


59.603 


3,960 


59 


20,363 


AuQUSt 


68.598 


67.937 


76 7 


63.916 


1.575 


62,341 


2.489 


59.852 


4,021 


59 


20,661 


Saptambar 


88.683 


67.776 


76 4 


63.949 


1,581 


62.368 


2.547 


59.821 


3.827 


56 


20,90' 




88.756 


67.947 


76 6 


64.048 


1,580 


62.468 


2.569 


59.899 


3,899 


57 


20,809 


Novambar 


88.849 


68.019 


76 6 


64.174 


1.593 


62.581 


2.491 


60.090 


3,845 


5.7 


20,830 




88.924 


68.030 


76 5 


64.245 


1.589 


62.656 


2.523 


60.133 


3,785 


5.6 


20,894 


19M: 
























January 


89.033 


68.243 


76 6 


64.396 


1.588 


62.808 


2.593 


60.216 


3,847 


56 


20,790 


Fobruary 


89.099 


68.343 


76.7 


64.636 


1.577 


63.059 


2.510 


60.548 


3,707 


54 


20,756 




Annual averages 


WOMEN 
























1977 


83.932 


40.705 


48.5 


37.381 


92 


37.289 


612 


36.677 


3.324 


82 


43.227 


1976^ 


85.434 


42.731 


50 0 


39.669 


100 


39.569 


669 


38.900 


3.061 


72 


42,703 


1979 


86.951 


44.343 


51 0 


41.325 


108 


41.217 


661 


40.556 


3.018 


68 


42.608 


1980 


88.472 


45.611 


51 6 


42.241 


124 


42.117 


656 


41.461 


3,370 


7.4 


42,861 


1981 


89.751 


46.829 


52.2 


43.133 


133 


43.000 


667 


42.333 


3,696 


79 


42,922 


1982 


90.687 


47.894 


52.7 


43.395 


139 


43.256 


665 


42.591 


4,499 


94 


42,993 


1983 


91.827 


48.646 


53.0 


44.190 


143 


44.047 


680 


43.367 


4.457 


92 


43,181 


1984 


92.924 


49.855 


53.7 


46.061 


146 


45.915 


653 


45.262 


3.794 


7.6 


43,068 


1985 


93.886 


51.200 


54 5 


47.409 


150 


47.259 


644 


46.615 


3.791 


74 


42,686 


1968' 


94.944 


52.568 


55 4 


48661 


155 


48.706 


652 


48.054 


3,707 


7 1 


42,376 


1987 


96.013 


53.818 


56 1 


50.494 


160 


50.334 


666 


49.668 


3.324 


62 


42.195 












Monthly 


data, seasonally adfusted' 










1M7: 
























"abfuaiy 


95.639 


53.315 


55 7 


49.803 


156 


49.647 


680 


48.967 


3.512 


66 


42,324 


March 


95.729 


53.392 


55 8 


49.928 


161 


49.767 


655 


49.112 


3.464 


65 


42,337 


Apnl 


95.808 


53.494 


55.8 


50.151 


160 


49.991 


642 


49.349 


3.343 


62 


42.314 


May 


95.898 


53.831 


56 1 


50.517 


160 


50.357 


675 


49.682 


3.314 


62 


42,067 


June 


95.979 


53.703 


56 0 


50.475 


159 


50.316 


662 


49.654 


3.228 


60 


42.276 


July 


96.071 


53.939 


56 1 


50.648 


159 


50.489 


665 


49.824 


3.291 


61 


42,132 




96.140 


54.105 


56 3 


50.870 


161 


50.709 


654 


50.055 


3.235 


60 


42.035 


Septambar 


96.221 


53.930 


56 0 


50.668 


162 


50.504 


637 


49.867 


3.264 


61 


42,291 




96.295 


54.181 


56.3 


50.903 


161 


50.742 


680 


50.062 


3.278 


61 


42,114 


Novambar 


96.378 


54.330 


56 4 


51.085 


162 


50.923 


681 


50.242 


3.245 


60 


42,046 




96.448 


54.442 


56 4 


51.249 


161 


51.088 


692 


50.396 


3.193 


59 


42,004 




























96.538 


54.681 


56 6 


51.482 


161 


51.321 


700 


50.621 


3.200 


5.9 


41,857 




96.606 


54.740 


56.7 


51.509 


159 


51.350 


717 


50.633 


3.231 


59 


41,866 



' Not athctly compartbia wrth pnor years. For an explanation, see "Histoncal ' The population and Armed Forces figures are not adjusted tor seasonal variation 

Comparability" undar tha Housahold Data section of the Explanatory Notes 
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HOUSEHOLD DATA 
HISTORICAL 

A-3. Employnient status of the civilian noninstitutlonal population 16 years and over, 1954 to date 

(Numbers in thousands) 



Year 
and 
month 



1954 ... 
1955 ... 
1956... 
1957.. 
1958 ... 
1959.. 



I960' 

1961 

1962' 

1963.. 

1964 . 

1965 

1966.. 

1967 ... 

1968... 

1969 ... 



1970 
1971 .. 
1972' 
1973' 
1974 
1975 .. 
1976 .. 
1977 .. 
1978' 
1979 .. 



1980 

1981 

1982 

1983 

1984 

1985 

1986' 

1987 



Civilian 
noninsti- 
tutlonal 
population 



1987; 

February . .. 

March 

Apnl 

May 

June 

July 

August 

September ... 

October 

November .... 
December 

19S8: 

Januar> 

February 



108.321 
109,683 
110.954 
112.265 
113.727 
115.329 

117.245 
118.771 
120.153 
122.416 
124.485 
126.513 
128.058 
129.874 
132.028 
134.335 

137.085 
140.216 
144.126 
147.096 
150.120 
153.153 
156.150 
159.033 
161.910 
164.863 

167.745 
170.130 
172.271 
174.215 
176.383 
178.206 
180.587 
182.753 



181.998 
182.179 
182.344 
182.533 
182.703 
182.885 
183.002 
183.161 
183.311 
183.470 
183.620 



183.822 
183.969 



Civilian labor force 


■ 

Unemployment rates 


Total 


Percent of 1 - , 
population 1 Employed 


Unemployed 

.. 


Total 


Men 


Women 



Annual averages 



63.643 
65.023 
66.552 
66.929 
67.639 
68.369 

69.628 
70.459 
70.614 
71.833 
73.091 
74.455 
75.770 
77,347 
78.737 
80.734 

82.771 
84.382 
87.034 
89.429 
91.949 
93.775 
96.158 
99.009 
102.251 
104.962 

106.940 
108.670 
110.204 
111.550 
113.544 
115.461 
117.834 
119.865 



119.230 
119.246 
119.363 
119.907 
119.608 
119.890 
120.306 
119.963 
120.387 
120.594 
120.722 



121.175 
121.348 



58 8 

59 3 
60.0 
59.6 
59.5 
59.3 

59 4 
59 3 
58.8 

58 7 
58.7 
58.9 

59 2 
59.6 

59 6 
601 

60.4 
60.2 

60 4 
60.8 

61 3 
61.2 
61.6 
62.3 
63.2 
63.7 

63 8 
63.9 
64.0 

64 0 

64 4 
64.8 
65.3 

65 6 



60,109 
62.170 
63.799 
64.071 
63.036 
64.630 

65.778 
65.746 
66.702 
67.762 
69.305 
71.088 
72.895 
74.372 
75.920 
77.902 

78.678 
79.367 
82.153 
85.064 
86.794 
85.846 
88.752 
92.017 
96.048 
98.8Z4 

99.303 
100.397 

99.526 
100.834 
105.005 
107.150 
109.597 
112.440 



Monthly data, seasonally adjusted^ 



65,5 


111.344 


7.886 


66 


65,5 


111.455 


7.791 


65 


65 5 


111.806 


7.557 


63 


65 7 


112.334 


7.573 


6,3 


65,5 


112.300 


7.308 


61 


65 6 


112.639 


7.251 


60 


65,7 


113.050 


7.256 


6,0 


65 5 


112.872 


7.091 


59 


65,7 


113.210 


7.177 


6,0 


65,7 


113.504 


7.090 


5,9 


65,7 


113.744 


6.978 


5,8 


65,9 


114.129 


7.046 


58 


66 0 


114.409 


6,938 


57 



6,6 
66 
64 
64 
62 
GO 
61 
5,8 
59 
58 
5,7 



58 
56 




6,6 
6,5 
63 
62 
60 
61 
6.0 
6.1 
61 
60 
5,9 



5,9 
59 



"Histoiical Comparability" under the Household Data section of the 



Explanatory Notes, 
^ The population figures are not adjusted for seasonal variation 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 

A-4. Employment status of ttis civilian nonlnstltutlonal population by age, sax, and race 



(Numbers k\ thousands) 



AnA CAy Af\M ra/^A 


February 1966 


Oviltan 
noninsti- 
tutional 
population 


Civilian Inbor force 


Not in labor force 


Total 


Perce nt 
of 

population 


Employed 


Unemployed 


Tntal 


Keeping 
house 


Going 

tn 


Unable 
to 
work 


Other 
reasons 


Number 


Percent 

of 
labor 
force 


TOTAL 
























16 y^ars and over . .. 


183,969 


119.942 


65 2 


1 12.460 


7.482 


62 


64.026 


28.046 


9.564 


2.968 


23.448 


16 to 19 years 


14.588 


7.331 


502 


6.120 . 


1.211 


16 5 


7.258 


391 


6.351 


22 


494 


16 to 17 years 


7.406 


2.904 


39.2 


2.375 


530 


182 


4.602 


89 


4.229 


2 


182 


18 to 19 years 


7.182 


4.426 


61 6 


3.745 


681 


15 4 


2.756 


302 


2.122 


19 


312 


20 to 24 years 


18.589 


14.455 


77 8 


13.049 


1.406 


9.7 


4.134 


1.419 


2.003 


82 


629 


25 to 54 years 


100.611 


83 182 


82 7 


78 853 


4.328 


52 


17.428 


12.086 


1.165 


1.095 


3.085 


25 to 34 years 


42.531 


351374 


83 2 


33.21 1 


2.163 


61 


7!l57 


5.038 


784 


280 


1.055 


25 to 29 years 


21 .356 


17.822 


83 5 


16.729 


1.093 


61 


3.534 


2.381 


509 


104 


541 


30 to 34 years 


21.174 


17.551 


82 9 


16.482 


1.C59 


61 


3.622 


2.657 


275 


177 


513 


35 to 44 years 


34.407 


28.964 


842 


27.560 


1.384 


48 


5.443 


3.799 


313 


354 


»/6 


35 to 39 years 


18.722 


15.736 


84 1 


14.916 


820 


52 


2.985 


2.170 


193 


162 


478 


40 to 44 years 


15.686 


13.227 


843 


12.664 


564 


43 


2.459 


1.647 


121 


192 


499 


45 to 54 years 


23.672 


18.844 


79 6 


18.062 


782 


41 


4.828 


3.249 


66 


460 


1.052 


45 to 49 years 


12.665 


10.455 


824 


9.993 


461 


44 


2.230 


1.545 


35 


201 


448 


50 to 54 years 


10.987 


8.389 


76 4 


8.069 


320 


38 


2.597 


1.704 


31 


258 


604 


55 to 64 years 


21.716 


11.789 


543 


11.341 


448 


38 


9.927 


4.957 


;'2 


638 


4.310 


55 to 59 years 


10.924 


7.134 


65 3 


6.839 


296 


4 1 


3.790 


2.161 


16 


336 


1.277 


60 to 64 years 


10.791 


4.654 


43 1 


4.502 


152 


33 


6,137 


2.796 


6 


302 


3.034 


65 years and over 


28.466 


3,186 


112 


3.096 


90 


2.8 


25.280 


9.193 


23 


1,133 


14.931 


65 to 69 years 


9.811 


1.900 


194 


1.840 


59 


3.1 


7.911 


2.983 


9 


285 


4,634 


70 to 74 years 


7.651 


822 


107 


801 


21 


26 


6.828 


2.543 


5 


226 


4.055 


75 years and over 


11.004 


464 


4.2 


454 


10 


22 


10.540 


3.667 


9 


621 


6.242 


Men 

16 years and over 


87.522 


65.907 


75 3 


61.675 


4.232 


64 


21.615 


500 


4.868 


1.592 


14.635 


16 to 19 years . . 


7.319 


3.702 


506 


3.048 


654 


17.7 


3.617 


21 


3.302 


12 


282 


16 to 17 years 


3,781 


1,463 


38.7 


1.192 


271 


18 5 


2.318 


7 


2.221 


- 


90 


16 to 19 years 


3,538 


2.239 


633 


1.857 


383 


17 1 


1.299 


14 


1,081 


12 


192 


20 to 24 years 


9.016 


7.482 


83 0 


6.664 


817 


10 9 


1.535 


34 


1.087 


61 


352 


25 to 54 years 


49.174 


451945 


93 4 


43.524 


2.421 


53 


3.227 


170 


492 


696 


1.871 


25 to 34 years 


20 866 


19 645 


94 1 


18.429 


1.216 


62 


1.240 


66 


371 


173 


630 


25 to 29 yaars 


1o!470 


9.794 


93.5 


9^1 82 


612 


63 


676 


28 


254 


68 


327 


30 to 34 years 


10.415 


9.851 


946 


9.247 


604 


6 1 


564 


38 


117 


106 


303 


35 to 44 years 


16.818 


15.804 


94.0 


15.064 


740 


4.7 


1.013 


53 


101 


243 


617 


35 to 39 years 


9. '.96 


8.672 


943 


8.202 


470 


54 


524 


20 


66 


121 


317 


40 to 44 years 


7.622 


7.132 


93 6 


6.862 


270 


38 


490 


32 


36 


122 


300 


45 to 54 years 


11.470 


10.496 


91 5 


10.031 


464 


4.4 


974 


52 


19 


260 


624 


45 to 49 years 


6.166 


5.749 


932 


5.489 


260 


45 


417 


24 


7 


132 


253 


50 to 54 years 


5.304 


4.746 


89 5 


4.542 


204 


43 


557 


28 


12 


147 


370 


55 to 64 years 


10.227 


6.886 


67 3 


6.596 


289 


4.2 


3.341 


88 


7 


346 


2.900 


55 to 59 years 


5.208 


4,144 


79 6 


3.957 


187 


45 


1,065 


39 


5 


195 


825 


60 to 64 years ... 


5.018 


2.742 


54.6 


2.640 


102 


3.7 


2.276 


49 


2 


151 


2.075 


65 years and over 


11.787 


1.892 


161 


1.841 


51 


27 


9.895 


186 


- 


477 


9.231 


65 'ij 69 years 


4.452 


1,113 


25 0 


1.080 


32 


2.9 


3.339 


42 


- 


169 


3.128 


70 to 74 years 


3.284 


491 


150 


476 


15 


3 1 


2.792 


50 


- 


114 


2.628 


75 years and over 


4.051 


288 


7.1 


284 


4 


1 5 


3.763 


94 


- 


194 


3,475 


Women 
























16 years and over 


96.447 


54.036 


560 


50.785 


3.250 


60 


42.41 1 


27.546 


4.676 


1,376 


8.813 


16 to 19 years 


7.269 


3.629 


49 9 


3.072 


557 


153 


3.641 


370 


3.049 


10 


212 


16 to 17 years 


3.626 


1.442 


398 


1.183 


258 


17.9 


2.184 


82 


2.008 


2 


92 


16 to 19 years 


3.644 


2.187 


600 


1.889 


298 


136 


1,456 


288 


1.041 


7 


120 


20 to 24 years 


9.573 


6.973 


72 8 


6.385 


588 


84 


2.599 


1.385 


916 


21 


278 




51.437 


37.236 


72.4 


35.329 


1.907 


51 


14.201 


11.916 


673 


399 


1,214 


25 to 34 years 


21.645 


15.728 


72 7 


14.782 


946 


60 


5.917 


4.972 


413 


107 


425 


25 to 29 years .... 


10.886 


8.028 


73 7 


7.547 


481 


60 


2.858 


2.353 


255 


36 


214 


30 to 34 years 


10.759 


7.700 


716 


7.235 


465 


60 


3.058 


2.619 


158 


71 


'210 


35 to 44 years 


17.590 


13.160 


74 8 


12.516 


644 


49 


4.430 


3.747 


212 


112 


360 


35 to 39 years 


9.526 


7.064 


74.2 


6.714 


350 


50 


2.461 


2.132 


127 


41 


161 


40 to 44 years 


8.064 


6.095 


75 6 


5.802 


294 


48 


1.969 


1.615 


85 


70 


199 


45 to 54 years 


12.202 


8.348 


664 


8.031 


317 


38 


3.854 


3.197 


47 


180 


429 


45 to ♦9 years 


6.519 


4,706 


72 2 


4.504 


201 


4.3 


1.813 


1.521 


28 


69 


195 




5.663 


3.643 


64 1 


3.527 


116 


3.2 


2.040 


1.676 


19 


111 


234 




11.489 


4.903 


42.7 


4.744 


158 


32 


6.586 


4.869 


15 


292 


1,410 




5.716 


2.991 


52.3 


2.882 


109 


36 


2.725 


2.122 


11 


141 


451 


60 to 64 years 


5.773 


1.912 


33 1 


1.862 


50 


2.6 


3.861 


2.747 


4 


151 


959 




16.679 


1.294 


78 


1.255 


39 


3C 


15.385 


9.006 


23 


655 


5,700 




5.359 


787 


14 7 


760 


27 


34 


4.572 


2.941 


9 


116 


1,506 


70 to 74 years 


4.367 


331 


7.6 


325 


6 


1 8 


4.036 


2.493 


5 


112 


1,427 


75 years and over 


6.953 


176 


2.5 


170 


6 


35 


6,777 


3.573 


9 


427 


2,767 



12 



9 



HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-4. Employmtnt sutus of th« civilian nonlnstltutlonal population by age, aex, and race--Contlnued 

(Numbtf* in thousands) 



Age. MX, and race 



WHITE 

18 years and over 

18 to 19 years 

16 to 17 years 

18 to 19 years 

20 to 24 years 

25 to 54 years 

25 to 34 yeers 

25 to 29 years 

30 to 34 years 

35 to 44 years 

35 to 39 years 

40 to 44 years 

45 to 54 years 

45 to 49 years 

50 to 54 years 

55 to 64 years 

56 to 59 years 

60 to 84 years 

65 ye^'s and over 

8. lO 69 years 

70 to 74 years 

75 years and over 



16 years and over 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 to 24 years 

25 to 54 years 

25 to 34 years 

25 to 29 years 

30 to 34 years 

35 to 44 years 

35 to 39 years 

40 to 44 years 

45 to 54 years 

45 to 49 years 

50 to 54 years 

55 to 64 years 

55 to 59 years 

60 to 64 years 

85 years and over 

85 to 09 years 

70 to 74 years 

75 years and over 

Women 



16 years and over 

16 to 19 years 

18 to 17 years 

18 to 19 years 

20 to 24 years 

25 to 54 yeers 

25 to 34 years 

25 to 29 years .... 
30 to 34 years .... 

35 to 44 years 

35 to 39 years ... 
40 to 44 years ... 

45 to 54 yeers 

45 to 49 years .... 
50 to 54 years .... 

55 to 64 years 

55 to 59 years , 

60 to 64 years , 

85 years and over ... 

85 to 69 years 

70 to 74 years 

75 years and over . 



Fet}ruary i988 



CivitMin 
noninsti* 
tuttonal 
poputattrn 



157.773 
11,885 
6.005 
5.680 
15,459 
85.742 
35,826 
17,932 
17.894 
29,531 
15,913 
13,617 
20.385 
10.910 
9.475 
19,095 
9.528 
9.567 
25,591 
8,746 
6,891 
9,955 



75,626 
5,984 
3.072 
2,912 
7,5F7 

42.421 

17.841 
8,905 
8,936 

14,597 
7.890 
6,706 
9,963 
5.359 
4,824 
9,043 
4,570 
4,473 

10,622 
3,991 
2,973 
3,858 



82,148 
5,901 
2.933 
2.967 
7,903 

43.321 

17.985 
9,027 
8,958 

14,934 
8.023 
6.911 

10.402 
5,551 
4.851 

10,052 
4.958 
5.094 

14,970 
4.755 
3,918 
8.297 



Civihan lat>or force 



Total 



103,398 
6,381 
2,559 
3,822 
12,305 
71.428 
30.095 
15,139 
14,958 
25,018 
13,451 
11,565 
16,314 
9,049 
7,266 
10,442 
6,293 
4,149 
2,841 
1,683 
740 
422 



57,506 
3,238 
1,287 
1,951 
6,371 

40,025 

18,957 
8.437 
8,520 

13,863 
7.511 
8,352 
9,205 
5,041 
4,164 
6,166 
3.692 
2,474 
1,706 
991 
447 
289 



45,89£ 
3,143 
1,272 
1,871 
5,934 

31,401 

13.138 
8,702 
8,436 

11,153 
5,940 
5,213 
7,109 
4,008 
3,102 
4,276 
2,601 
1,875 
1,138 
692 
293 
153 



Percent 
of 

poputai'on 



65 5 
53.7 
42 6 
850 
79 6 
83.3 
840 
844 
83.6 
84.7 
845 
84 9 
800 
82 9 
76 7 
547 
660 
43.4 
11.1 
192 
10 7 
42 



760 

54 1 
41.9 

67 0 
843 
94 4 
950 

94 7 

95 3 
950 
95 2 
94 7 
92.2 
94.1 
901 

68 2 
80 8 

55 3 
161 
24,8 
15,0 

74 



55.9 
53 3 
43 4 
83 1 
75.1 
72.5 
73.1 
74 2 
71.8 
74.7 
74.0 
75.4 
683 
72.2 
63 9 
42 5 
52.5 
32.9 
7.8 
14.8 
75 
24 



Unemployed 



Emp' -ed 



97,819 
5,488 
" '51 
,337 
11,304 
68,187 
28,551 
14,354 
14,198 
23,931 
12,814 
11,117 
15.705 
8,688 
7,017 
10.065 
6,050 
4,015 
2,775 
1,636 
721 
417 



54,310 
2,V59 
1.070 
1,689 
5,797 

38,173 

16.036 
7,969 
8,068 

13,291 
7,150 
6,141 
8,846 
4.837 
4,009 
5,911 
3.532 
2,379 
1.870 
989 
434 
286 



43,509 
2,729 
1,081 
1,848 
5,507 

30,014 

12,515 
8.385 
8.130 

10,840 
5.6'>l 
4,976 
8.859 
3,851 
3,008 
4.154 
2,517 
1,637 
1.105 
687 
287 
151 



Number 



5,579 
893 
408 
485 
1.000 
3,240 
1,544 
785 
759 
1,096 
638 
448 
609 
361 
249 
377 
243 
134 
70 
>6 
18 
5 



3.196 
479 
217 
262 
573 
1.853 
921 
468 
453 
573 
362 
211 
359 
204 
155 
254 
159 
95 
37 
21 
12 
3 



2,383 
414 
191 
223 
427 
1,387 
823 
317 
306 
513 
278 
237 
251 
157 
94 
122 
84 
38 
33 
25 
6 
2 



Percent 

of 
tat>or 
force 



5.4 
14.0 
160 
12 7 
8.1 
4 5 
51 
5.2 
5.1 
43 
78 
39 
37 
40 
50 
3.6 
3.9 
32 
24 
2.7 
24 
1.2 



56 
14.8 
169 
134 
9.0 
4.8 
54 
5,6 
5.3 
4.1 
48 
33 
39 
40 
3.7 
4.1 
4.3 
3.8 
2.1 
2.1 
2.7 
. 10 



5.2 
132 
15' 
11. 
7.. 
44 
47 
4 7 
4.8 
4.6 
46 
4.5 
3.5 
3.9 
3.0 
?.9 

3 4> 

2.3 
2.9 
38 
20 
1 3 



Not in lat>or force 



Total 



54,375 
5,504 
3,446 
2,057 
3,155 
14,318 
5,731 
2,793 
2,938 
4,514 
2,462 
2,052 
4,071 
1,861 
2,210 
e,b53 
3,<;35 
5.418 
22.7s7 
7,063 
6,150 
9,534 



18120 
2,747 
1,785 
961 
1,186 
2,395 
864 
468 
416 
733 
379 
354 
778 
318 
460 
2,877 
878 
1.999 
8,915 
3.000 
2,525 
3.390 



38,255 
2.757 
1.881 
1,098 
1,969 
11.921 
4.847 
2,325 
2.522 
3,781 
2,063 
1,898 
3,293 
1,543 
1.750 
5,778 
2.357 
3.419 
13,832 
4,063 
3,825 
8,144 



Keeping 
house 



24,527 
304 
75 
228 
1,098 
10,319 
4,178 
1,958 
2,219 
3.298 
1,847 
1,446 
2,843 
1,343 
1,532 
4,408 
1,896 
2,512 
8,398 
2,701 
2,312 
3,385 



382 
13 
5 
8 
18 

125 
41 
19 
22 
49 
18 
31 
35 
14 
21 
68 
27 
39 

160 
32 
40 



24.145 
290 
70 
220 
1.080 
10.194 
4,13e 
1,939 
2,197 
3,249 
1.826 
1,423 
2,809 
1.328 
1,463 
4,342 
1.889 
2,473 
8,238 
2.689 
2,272 
3,297 



Going Unable 

to to 
school work 



7,311 
4,843 
3,227 
1,818 
1,578 
851 
585 
384 
iK)1 
215 
132 
82 
51 
27 
24 
19 
13 
6 
21 
7 
5 



3,749 
2,520 
1 706 
b15 
877 
348 
270 
183 
87 
81 
41 
20 
1/ 
8 
10 
4 
2 
2 



3,582 
2.322 
1.521 
801 
701 
503 
315 
201 
114 
154 
91 
62 
34 
19 
14 
15 
11 
4 
21 
7 
5 



2,220 
15 
1 

14 

85 
789 
198 

76 
123 
249 
117 
131 
343 
157 
168 
4^2 
248 
227 
878 
206 
174 
498 



1.237 



52 
518 
123 
47 
78 
187 
88 
81 
228 
102 
128 
271 
151 
120 
390 
134 
93 
163 



962 
8 
1 
8 
13 

271 
75 
29 
47 
81 
31 
50 

115 
55 
60 

201 
95 

106 

489 
72 
81 

335 



Other 
reasons 



20.31: 
343 
144 
199 
415 
2.357 
770 
375 
394 
753 
368 
385 
634 
339 
495 
3.754 
1.080 
2.873 
13.449 
4.149 
3.858 
5.842 



12.752 
207 
75 
132 
239 
1.404 
450 
219 
230 
458 
233 
223 
498 
195 
303 
2.537 
898 
1.838 
8.365 
2,834 
2,392 
3.139 



7.585 
136 
69 
87 
175 
953 
320 
158 
164 
297 
135 
162 
338 
144 
192 
1.217 
382 
835 
5.084 
1.315 
1.266 
2.503 



10 



.13 



HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A-4. Employment status of the civilian noninstitutional population by age, sex, and rac*— Continued 

(Numbers in thousands) 



Age, sex. and racs 



BLACK 

16 yoars and over 
16 to 19 years ... 

16 to 17 years 

14 to 19 years 

20 to 24 years 

25 to 54 years 

25 to 34 years . . 
25 to 29 years 

30 to 34 years 

35 to 44 years 

35 to 39 years 

40 to 44 years . . 
45 to 54 years .. .. 
45 to 49 years . .. . 

50 to 54 years 

55 to 64 years 

55 to 59 years 

60 to 64 years . 
65 years and over 

65 to 69 years 

70 years and over 



16 years and over 

16 to 19 years 
16 to 17 years 
18 to 19 years 

20 to 24 years 

25 to 54 years 

25 to 34 years 
25 to 29 years .. 

30 to 34 years 

35 to 44 years 

35 to 39 years 

40 to 44 years 

45 to 54 years 

45 to 49 years .. 

50 to 54 years 

55 to 64 years 

55 to 59 years . 
60 to 64 years 
65 years and over 

65 to 69 years 

70 years and over . 

Womtn 

16 years and over 

16 to 19 years 
16 to 17 years 

18 to 19 yeais 

20 to 24 years 

25 to 54 years 

25 to 34 years 

25 to 29 years 
30 to 34 years 

35 to 44 years 

35 to 39 years 

40 to 44 yeai^ . .. 
45 to 54 years 
45 to 49 years 

50 to 54 years 

55 to 64 years 

55 to 59 years 

60 to 64 years 

65 years and over 

65 to 69 years 

70 years and over 



February 1988 



Ovitian 
nontnsti' 
tutior^al 
population 


Ovthan tabor force 


Not in labor force 


Total 


Percent 
of 

population 


Employed 


Unemployed 


Total 


Keep*r>g 
house 


Qomg 

to 
f Sool 


Unable 
to 
work 


Other 
reasons 


Number 


Percent 
of 
labor 
force 


20,569 


12,965 


630 


11,288 


1,678 


129 


7,603 


2.6^5 


1.677 


678 


2.604 


2,173 


757 


34.8 


473 


284 


37.5 


1.416 


66 


1.218 


7 


125 


1,133 


267 


23 6 


164 


103 


38 5 


866 


10 


827 


1 


28 


1,039 


490 


47 1 


309 


181 


36 9 


550 


56 


391 


6 


97 


2.545 


1,776 


69 8 


1,417 


359 


202 


769 


276 


293 


14 


186 


11,361 


9,066 


79 8 


8,113 


952 


10 5 


2.296 


1.259 


164 


278 


594 


5,202 


4,191 


806 


3,633 


558 


133 


1.011 


600 


96 


79 


236 


2,667 


2,152 


80.7 


1,868 


264 


132 


515 


295 


56 


28 


135 


2,536 


2.040 


80 4 


1,765 


275 


13 5 


496 


304 


40 


51 


100 


3,658 


2,960 


809 


2.707 


253 


8 5 


698 


358 


55 


93 


192 


2,095 


1.709 


81 6 


1,557 


152 


89 


386 


227 


31 


36 


94 


1,564 


1,252 


801 


1,150 


102 


8 1 


312 


132 


25 


57 


98 


2.501 


1,915 


76 6 


1.773 


142 


7.4 


586 


301 


13 


106 


166 


1.329 


1,056 


79 5 


971 


85 


80 


274 


146 


9 


38 


81 


1.171 


859 


73 4 


802 


57 


66 


313 


155 


4 


69 


85 


2,107 


1,090 


51.7 


1,026 


64 


59 


1.017 


407 


2 


146 


462 


1,101 


662 


60.2 


613 


50 


7 5 


438 


198 


2 


74 


164 


1,006 


428 


42 5 


414 


14 


33 


578 


209 




72 


298 


2,383 


276 


116 


258 


18 


65 


2.107 


637 




233 


1.237 


871 


176 


20 2 


166 


11 


63 


695 


217 




71 


408 


1,512 


100 


66 


93 


7 


7.0 


1.412 


421 


* 


162 


829 


9.230 


6,457 


700 


5,560 


898 


139 


2.773 


93 


814 


320 


1.547 


1.069 


363 


34 0 


207 


156 


42 9 


706 


6 


632 


6 


63 


571 


131 


23 0 


87 


44 


33 5 


440 


3 


427 




1 1 


498 


232 


46 5 


120 


112 


48 2 


266 


3 


205 


6 


52 


1,158 


915 


79 0 


/OO 


215 


23 5 


243 


10 


133 


7 


94 


5,092 


4,459 


87 6 


3,977 


481 


10 8 


634 


41 


47 


158 


388 


2,351 


2,095 


891 


1,832 


263 


12 5 


256 


24 


33 


48 


152 


1,206 


1.065 


883 


933 


132 


124 


141 


7 


25 


20 


nn 

DO 


1.146 


1,030 


89 9 


699 


131 


12.7 


116 


16 


9 


23 


63 


1,630 


1,409 


86 4 


1,272 


136 


9 7 


221 


3 


14 


66 


137 


934 


827 


88 6 


740 


87 


10,5 


107 


2 


7 


28 


71 


696 


582 


83 6 


532 


50 


8 5 


114 


2 


8 


38 


66 


1,111 


956 


860 


873 


83 


86 


156 


14 


* 


44 


Q7 


591 


514 


87 0 


469 


45 


8 7 


77 


7 




26 


44 


520 


442 


84,9 


404 


38 


86 


79 


7 




19 


53 


949 


566 


59 6 


533 


33 


57 


383 


15 


2 


70 


295 


498 


343 


688 


316 


27 


7 8 


155 


7 


2 


42 


105 


451 


223 


49 5 


218 


6 


2.6 


228 


9 


* 


29 


191 


962 


154 


160 


141 


13 


82 


808 


21 


* 


79 


709 


380 


99 


261 


90 


10 


96 


281 


6 


* 


32 


243 


582 


55 


94 


52 


3 


(') 


527 


15 




46 


466 


11,338 


6,508 


57 4 


5,728 


780 


120 


4.830 


2.552 


862 


358 


1.057 


1,104 


394 


35 7 


266 


128 


32 5 


710 


60 


586 


1 


62 


562 


136 


24 2 


77 


59 


43 4 


426 


7 


400 


1 


17 


541 


258 


47.6 


189 


69 


26 8 


284 


53 


186 




45 


1.387 


861 


62.1 


717 


144 


168 


526 


266 


160 


•J 


92 


6,269 


4,607 


73 5 


4.136 


471 


102 


1.662 


1.218 


117 


120 


208 


2,851 


2,096 


73 5 


1.801 


295 


14.1 


754 


576 


63 


31 


84 


1,461 


1,087 


74 4 


935 


152 


140 


374 


288 


31 


8 


47 


1,390 


1.010 


72 7 


866 


144 


142 


380 


288 


31 


'i2 


37 


2,028 


1,551 


76 5 


1.435 


117 


75 


477 


355 


41 


27 




1,161 


882 


75 9 


817 


65 


73 


279 


225 


24 


8 


23 


868 


670 


77 2 


618 


52 


7.7 


198 


130 


17 


19 


32 


1,390 


959 


69 0 


900 


59 


62 


431 


287 


13 


62 


69 


738 


54? 


73 4 


502 


40 


74 


197 


139 


0 


12 


37 


651 


417 


64.1 


398 


19 


4.5 


234 


148 


4 


50 


32 


1,158 


524 


45 3 


493 


31 


60 


634 


392 




76 


167 


603 


320 


53 0 


297 


23 


72 


283 


191 




33 


59 


555 


204 


36 8 


196 


8 


4 1 


351 


200 




43 


107 


1,421 


122 


86 


117 


5 


4.5 


1.299 


616 




154 


528 


491 


77 


157 


76 


1 


1 7 


414 


211 




39 


165 


930 


45 


49 


41 


4 

1, 




885 


406 




116 


363 



* Data not shown where base is less than 75,000 



HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-5. Employment status of the black-and-other civilian noninstltutlonal population by age and sex 

(Numbers m thousands) 



Ag« and sex 



TOrAL 



16 years and over 

16 to 19 years 

16 to 17 years . 
18 to 19 years . 
20 to 24 years . ... 

25 to 54 years 

25 to 34 years 
25 to 29 years 
30 to 34 years .. 

35 to 44 years 

35 to 39 years 
40 to 44 years . . 

45 to 54 years 

45 to 49 years 
50 tc 54 years . 

55 to 64 years 

55 to 59 years 

60 to 64 years .... 
65 years arxl over 
65 to 69 years . 
70 to 74 years .... 
75 years and over . 



16 years and over . 
16 to 19 years . . 
16 to 17 years . . 
18 to 19 years .... 
20 to 24 years 
25 to 54 years 
25 to 34 years . . 
25 to 29 years 
30 to 34 years 
35 to 44 years .. 
35 to 39 years .. . 
40 to 44 years 
45 to 54 years .. .. 
45 to 49 years . 
50 to 54 years .... 
55 to 64 years 
55 to 59 years . 
60 to 64 years .. 
65 years and over ... 
65 to 69 years . . 
70 to 74 years 
75 years and over 



Womtn 



16 years and over ., 
16 to 19 years 
16 to 17 years 
18 to 19 years ... 
20 to 24 years .. . 

25 to 54 years 

25 to 34 years . . 
25 to 29 years .... 
30 to 34 years . 
35 to 44 years . . 
35 to 39 years . 
40 to 44 years .. 
45 to 54 years ... . 
45 to 49 years .. 
50 to 54 years . . 
55 to 64 years . . 
55 to 59 years . 
60 to 64 years .... 
65 years and over ., 
65 to 69 years . . . 
70 to 74 years . 
75 years and over . 



February 1968 



Civilian 
nonmsti' 
tutional 
population 



26.196 
2.703 
1.4U1 
1.302 
3.130 
14.86» 
6.705 
3.424 
3.281 
4.877 
2.808 
2.069 
3.287 
1,775 
1.512 
2.621 
1.396 
1.225 
2375 
1.066 
760 
1.049 



11.896 
1.335 
709 
626 
1.459 
6.753 
3.045 
1.585 
1.480 
2.221 
1.305 
916 
1.487 
607 
680 
1.164 
639 
545 
1.165 
462 
311 
393 



14.301 
1.368 
692 
676 
1.670 
8.115 
3.660 
1.859 
1.801 
2.655 
1.503 
1.153 
1.800 
968 
632 
1.437 
758 
679 
1.709 
604 
449 
656 



Civilian labor force 



Total 



16.544 
949 
345 
604 

2,150 
11.757 
5.279 
2.683 
1.401 
3.948 
2.286 
1.662 
2.530 
1.406 
1.124 
1.347 
842 
505 
342 
217 
81 
43 



8.401 
464 
176 
288 
1.111 
5.920 
2.688 
1.357 
1.331 
1.941 
1.161 
780 
1.291 
708 
583 
720 
452 
268 
186 
122 
43 
20 



8.144 
485 
169 
316 
1.039 
5.837 
2.590 
1.326 
1,264 
2.007 
1,125 
882 
1.239 
698 
541 
627 
389 
237 
156 
95 
38 
23 



Percent 
of 

population 



632 
351 
24 7 
46 4 
687 
791 

73 7 

78 4 
42 7 
81.0 
81.4 
80 3 
77 0 

79 2 

74 3 
51.4 
603 
41 3 
11 9 
204 
10 7 

4.1 



70 6 
34 C 
24.9 
46 0 
761 

87 7 

88 3 
86 7 
900 
87.4 
88 9 

85 2 

86 8 
87.8 
85 7 
608 
70 8 
49 2 
159 
26 5 
138 

5 1 



56 9 
35 5 
24 4 
46 7 
62 2 
71 9 

70 8 

71 3 
70 2 

75 6 
74 8 

76 5 
888 
72.1 
65 1 
43 6 
51 4 
34.9 

9 1 
157 
85 
3 5 



Employed 



Unemployed 



Total 


Agnculture 


Nonagn' 
Cultural 
industries 


Number 


Percent 

of 
labor 
force 


lat>or 
force 


14 641 


166 


14,474 


1.904 


11 5 


9.652 


632 


4 


628 


318 


j 33 4 


1.754 


224 




224 


121 


35 2 


1.055 


408 


3 


404 


196 


32.5 


698 


1.745 


15 


1.730 


405 


18 8 


979 


10.667 


92 


10.573 


1.089 


93 


3.113 


4 660 


48 


4.612 


618 


11 7 


1.426 


2 375 


24 


2.350 


308 


11.5 


741 


2 266 


24 


2.262 


309 


22 1 


684 


3 649 


23 


3.626 


298 


7 6 


929 


2.102 


1 1 


2.092 


183 


8 0 


523 


1 546 


13 


1.535 


115 


6.9 


407 


2 356 


22 


2.336 


172 


68 


757 


1.306 


6 


1.300 


100 


7 1 


368 


1.052 


16 


1.035 


72 


64 


388 


1 .276 


26 


1.250 


71 


53 


1.274 


789 


18 


770 


53 


63 


555 


487 


7 


480 


18 


36 


719 


321 


29 


293 


21 


6 1 


2.533 




13 


191 


13 


60 


848 


80 


16 


64 


1 


1 2 


678 


37 




37 


6 


V) 


1.006 


7 364 


144 


7.220 


1.037 


12 3 


3.495 


289 


4 


285 


175 


37 7 


871 


122 




122 


54 


30.9 


532 


167 


4 


164 


120 


41 9 


338 


867 


10 


857 


244 


22 0 


349 


5.352 


81 


5.270 


568 


96 


833 


2.393 


45 


2.348 


295 


11.0 


357 


1.213 


2C 


1.189 


144 


10 6 


208 


1 180 


21 


1.159 


151 


11 4 


148 


1 774 


17 


1.756 


167 


8 6 


280 


1.052 


7 


1.046 


108 


9.3 


145 


721 


1 1 


711 


59 


7.5 


136 


1 185 


19 


1,166 


105 


82 


196 


652 


6 


646 


56 


79 


98 


533 


13 


520 


49 


8.5 


97 


685 


23 


662 


35 


49 


463 


424 


16 


408 


28 


62 


186 


261 


7 


254 


7 


26 


277 


171 


26 


145 


15 


7.9 


980 


111 


13 


98 


11 


92 


339 


42 


13 


29 


1 


(') 
(') 


267 


18 




18 


2 


373 


7 277 


22 


7.255 


867 


10 6 


6.157 


343 




343 


143 


29.4 


883 


102 


- 


102 


67 


39 7 


523 


240 




241 


76 


23 9 


360 


878 


5 


873 


161 


155 


631 


5.315 


11 


5.303 


521 


8.9 


2.280 


2.267 


3 


2.264 


323 


12 5 


1.070 


1.162 




1.161 


164 


12.4 


533 


1.106 


3 


1.103 


158 


121/ 


536 


1.875 


5 


1.870 


131 


65 


649 


1.050 


4 


1.046 


75 


66 


378 


825 


2 


824 


56 


64 


271 


1,172 


3 


1.169 


67 


54 


561 


654 




654 


44 


64 


270 


519 


3 


515 


23 


42 


291 


590 


3 


588 


36 


58 


811 


365 


3 


362 


25 


63 


368 


226 




226 


11 


48 


442 


150 


3 


147 


6 


3.9 


1.553 


93 




93 


2 


1 8 


509 


38 


3 


35 




(•) 


411 


19 




19 


4 


(•) 


633 



Data not shown where base is less than 75.000. 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 

A-6. Employment status of the civilian nonlnstitutlona! population by race, sex, and age 



(Numbers in thousands) 



Employment status and 
race 


Total 


Men, 20 years and 
over 


Women, 20 years and 
over 


Both sexes. 16 to 19 
years 


Feb. 
19*^7 


Feb. 
1988 


Feb. 
1987 


Feb. 
1988 


Feb. 
1987 


Feb. 
1988 


Feb. 
1987 


Feb. 
1988 


TOTAL 


















Civiiian noninstitutionat population 


181,998 


183,969 


79,216 


80,203 


88,237 


89,178 


14,546 


14,588 




117,967 


119,942 


61,548 


62,205 


49,148 


50,407 


7,271 


7,331 




64.8 


65.2 


77 7 


77.6 


55.7 


56 5 


500 


502 




109,464 


112,460 


57,356 


58,626 


46,232 


47,714 


5,875 


6,120 




2,764 


2,760 


2,061 


2,027 


535 


552 


168 


181 


Nonagncultural industries 


106,700 


109,700 


55,296 


56,599 


45,697 


47,162 


5,707 


5,939 




8,503 


7,482 


4,192 


3,578 


2,916 


2,693 


1,396 


1,211 


Unemployment rate 


' 7.2 


'62 


6.8 


5.8 


5.9 


53 


192 


16.5 




64,031 


64,026 


17,668 


1 7,998 


39,089 


38,771 


7,275 


7,258 


White 




















156,431 


157,773 


68.922 


69,642 


75,599 


76,246 


11,910 


11,885 




101,809 


103,398 


53,840 


54,268 


41.639 


42,748 


6,330 


6,381 




65.1 


65 5 


78.1 


77.9 


55 1 


56.1 


53.2 


53 7 




95,377 


97,819 


50,540 


51,551 


39,576 


40,780 


5,261 


5,488 




2.611 


2,594 


1,934 


1,887 


513 


529 


164 


177 




92.766 


95.226 


48,606 


49,665 


39,064 


40,250 


5,097 


5,311 




6,432 


5.579 


3,300 


2,717 


2.062 


1,969 


1,070 


893 




6.3 


5.4 


6.1 


50 


5.0 


4.6 


16.9 


14 0 


Not in labor force 


54,622 


54,375 


15.083 


15,374 


33,960 


33,497 


5,57? 


5,504 


Black 


















Civilian noninstitutional population 


20,218 


20,569 


8,009 


8,161 


10,061 


10,235 


2,148 


2,173 


Civilian labor force 


12.696 


12,965 


5,927 


6,094 


5.991 


6.114 


778 


757 


Percent of population 


62.b 


63.0 


74.0 


74.7 


59 5 


59.7 


36.2 


34.8 




10,872 


11,288 


5.166 


5,352 


5,218 


5.462 


488 


473 




113 


134 


94 


120 


15 


12 


4 


2 


Nonagricultural mdustnes 


10,759 


11,154 


5,073 


5.233 


5,202 


5,450 


484 


472 




1,824 


1,678 


761 


742 


773 


652 


290 


284 


Unemployment rate 


144 


129 


12.8 


12.2 


129 


10.7 


37.2 


37.5 


Not m labor force 


7,522 


7,603 


2,082 


2,067 


4,069 


4,120 


1.370 


1,416 



13 



HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 



A-7. Employment status of the civilian noninstitutlonal population 16 to 24 years of age by school enrollment, years of 
school completed, sex, race, and Hispanic origin ^ 

(Numbers in thousands) 



Empfoyment status, -'ears of school 
completed, race, ana *ispan*c ongm 



TOTAL ENROLLED 



Total. 16 to 24 years . 
16 to 19 years 
20 to 24 years ... 



High school 

College . .. 
Full-time students 
Part-time students 

Men. 16 to 24 years 
16 to 19 ysars 
20 to 24 years 

High school 

College 

Full-time students 
Part-time students 



Worr • 16 to 24 years 

16 to )9 years 

20 to 24 years 



High school 

College 

Full-time students 
Part-time students 



Whitt 



Total. 16 to 24 years 

16 to 19 years 

20 to 24 years 

Men 

Women 

High school 

College 

Full-time students 
Part-time students .. 



Black 



Total. 16 to 24 years 

16 to 19 years 
20 to 24 years . 

Men 

Women 

High school 

College . . , 

Full-time students 
Part-time stu^nis . 



H»;panlc origin 



Total. 16 to 24 years 
16 to 19 years ... 
20 to 24 years . . 

Men 

Women 

High school 

College 

Full-time students 
Part-time students 



See footnotes at end of table 



February 1988 



Civilian 
nooinsli- 

tutional 
population 



15.849 
11.063 
4.787 

8.517 
7,333 
6.269 
1.064 

8.108 
5.674 
2.433 

4.496 
3.612 
3.140 
472 

7.742 
5.389 
2.353 

4.021 
3,721 
3.129 
592 



13.023 
8.997 
4.027 

6.664 
6.360 

6.796 
6.227 
5.321 
906 



2.127 
1.631 
496 

1.078 
1.050 

1.405 
722 
607 
115 



1.201 
863 
338 

584 
617 

727 
474 
362 
112 



Civilian labor force 



7.532 
4.711 
2.821 

3.430 
4.102 
3.146 
956 

3.729 
2.366 
1.361 

1.795 
1.933 
1.504 
430 

3.803 
2.343 
1.460 

1.635 
2.166 
1.642 
526 



6.599 
4.1^6 
2.464 

3.263 
3.336 

2.993 
3.606 
2.780 
826 



664 
437 
227 

329 
335 

348 
316 
227 
89 



501 
260 
221 

226 
276 

211 
290 
197 
93 



Percent of 
population 



Employed 



47 5 
426 

569 

40 3 
55.9 
502 
89 9 

460 

41 7 

55 9 

39 9 
53 5 
47 9 
91 0 

49 1 
43.5 
620 

40 7 
58 3 
52.5 
689 



50 7 
46 0 
61.2 

49 0 
52 5 

44 0 
57 9 
52 3 
91 1 



31.2 
268 
45 9 

30 6 

31 9 

24 8 
43 8 
37 4 
77 3 



41 7 
32.4 
65 6 

38.6 
44.7 

29 1 
612 
543 
83 4 



6.620 
4.009 
2.612 

2.848 
3.772 
2.871 
901 

3.239 
1.985 
1.255 

1.474 
1.765 
1.371 
395 

3.381 
2.024 
1.357 

1,374 
2.006 
1.500 
506 



5.918 
3.618 
2.300 

2.892 
3,027 

2.565 
3.353 
2.578 
775 



463 
272 
192 

226 
237 

215 
249 
164 
85 



405 
221 
184 

179 
226 

156 
249 
178 
72 



Full 
time' 



1.155 
352 
803 

164 

991 
364 
627 

589 
184 
385 

100 
469 
193 
275 

586 
168 
418 

64 
522 
170 
351 



1.007 
308 
699 

514 
493 

140 
867 
322 
545 



105 
31 
74 

39 
66 

22 
83 
29 
54 



101 
29 
72 

51 

50 

21 
79 
31 
49 



Part 

time' 



5.465 
3.658 
1.809 

2.684 
2.781 
2.507 
274 

2.671 
1.801 
870 

1.374 
1.296 
1.177 
119 

2.795 
1.856 



1.310 
1.485 
1.330 
155 



4,911 
3.311 
1.601 

2.378 
2.533 

2.^25 
2.486 
2.256 
230 



358 
241 
117 

187 
171 

193 
165 
135 
31 



304 
192 
112 

128 
176 

134 
170 
147 
23 



Unemployed 



Total 



912 
703 
209 

582 
330 
275 
55 

490 
383 
106 

321 
168 
133 
35 

422 
319 
103 

261 
162 
142 
20 



681 
518 
164 

372 
309 

428 
25^ 
202 
51 



201 
165 
36 

103 
97 

134 
67 
63 
4 



96 
59 
38 

A? 
50 

56 
41 
19 
22 



Looking 

for 
full-time 
work 



114 

53 
60 

42 
72 
32 
40 

73 
29 
45 

26 
48 
15 
32 

40 
24 
16 

16 
24 
17 
7 



82 
36 
46 

60 
22 

29 
53 
16 
37 



30 
17 
13 

12 
18 

13 
17 
14 
2 



21 
5 
16 

16 
5 

4 
17 
1 

16 



Looking 

for 
part-time 
work 



798 
649 
149 

540 
256 
243 
15 

416 
354 
62 

296 
120 
118 
3 

382 
295 
87 

245 
137 
125 
12 



599 
482 
118 

312 
287 

399 
200 
186 
14 



171 
148 

23 

91 
80 

120 
50 
49 
1 



75 
54 
22 

31 
45 

51 
24 
18 
6 



Percent 

of 
labor 
force 



121 
14.9 
74 

170 
80 
8.7 
58 

13 1 
162 
78 

17.9 
87 
88 
82 

11 1 
136 
71 

159 
75 
86 
38 



103 
12 5 
66 

11.4 
93 

14 3 
70 
/3 
62 



30 2 

37 8 
158 

31 4 
29.1 

38 3 
21 3 
27 9 

44 



192 
210 
17.0 

20 7 
180 

26 3 
140 
9 7 
23 2 



14 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*7. Employment status of the civilian noninstitutional population 16 to 24 years of age by school enrollment, years of 
school completed, sex, race, and Hispanic origin— Continued 

(Numbtrs in thousands) 



February 1988 



Employment status, years of school 
completed, face, and Hispanic ongm 


Civilian 
noninsti' 
tutionai 
population 


Civilian lat>or force 


Total 


Percent of 
population 


Employed 


Unemployed 


Total 


KmII 
time 


^art 
time' 


Total 


Looking 

for 
luiMime 
work 


Looking 

for 
part-time 
work 


Percent 

Oi 

lat>or 
force 


TOTAL NOT ENROLLED 






















Total. 18 to 24 years 


17,328 


14,253 


82.3 


12,549 


10 700 


1.849 


1,704 


1.546 


158 


120 


18 to 19 years 


3,525 


2,619 


74 3 


2,111 


1,593 


518 


508 


447 


61 


19.4 




13,802 


11,634 


84.3 


10,438 


9,107 


1.331 


1,196 


1,098 


98 


10 3 


Less than 4 years ' ' ^h school . .... 


4.106 


2,663 


64 8 


2.063 


1.627 


435 


600 


541 


59 


22 5 


4 years of high school 


9.013 


7.660 


85 0 


8.798 


5,760 


1.037 


863 


785 


77 


113 


1 to 3 yaars of cottege •. •.. .... 


2.698 


2,472 


91 7 


2,313 


2,022 


291 


160 


137 


23 


65 


4 yaars of coileoe or more 


1,510 


1,456 


96.5 


1,376 


1,291 


86 


81 


82 




56 


Men. 16 to 24 years 


8,228 


7,455 


906 


6,473 


5.769 


705 


981 


923 


59 


13 2 


18 to 19 years 


1,645 


1.334 


81.1 


1.063 


863 


201 


271 


253 


18 


20 3 


20 to 24 years .. 


6,583 


6,121 


93 0 


5,410 


4,906 


504 


711 


670 


41 


11.6 


Less than 4 years of hiQh school 


2.098 


1.695 


808 


1.323 


1,100 


223 


372 


351 


21 


22 0 


4 years of high school 


4.290 


3,997 


93 2 


3,508 


3,146 


362 


489 


464 


25 


122 


1 to 3 years of college 


l!l53 


1,093 


94.9 


1,014 


927 


86 


79 


67 


12 


7.3 


4 years of college or more 


686 


669 


97 3 


629 


596 


33 


40 


40 




6 0 


Women, 18 to 24 years 


9,100 


6,799 


74 7 


6,076 


4.931 


1,1 45 


723 


823 


100 


10 B 


18 to 19 years 


1.880 


1,285 


68 4 


1,048 


731 


317 


237 


194 


43 


185 


20 to 24 years 


7.220 


5,513 


76 4 


5,028 


4,201 


827 


485 


429 


57 


88 


Less than 4 years of high school . . 


2.009 


968 


48 2 


740 


528 


212 


228 


191 


37 


23 6 


4 years of high school 


4,723 


3,663 


77 6 


3.290 


2.614 


675 


373 


321 


53 


10 2 


1 to 3 years of college 


1.545 


1.379 


89 3 


1,299 


1,095 


204 


80 


70 


10 


5 8 


4 years of college or more 


823 


788 


95 8 


748 


695 


53 


41 


41 




52 


White 






















Total. 18 to 24 years 


14,321 


12,086 


84 4 


10,874 


9,370 


1,504 


1,212 


1.087 


126 


100 


18 to 19 years 


2.889 


2.245 


77 7 


1.870 


1.429 


441 


375 


331 


44 


16 7 


20 to 24 years 


1 1 ,432 


9.841 


86 1 


9,004 


7,942 


1,063 


837 


755 


81 


8 5 


Men . . 


6,878 


6,345 


92.3 


5.665 


5,106 


558 


681 


624 


56 


10.7 


Women 


7,443 


5,741 


77.1 


5,209 


4,264 


946 


532 


462 


69 


93 


Less than 4 years of high school 


3,245 


2.205 


67 9 


1,787 


1,436 


351 


418 


367 


51 


190 


4 years of high school 


7,465 


6,490 


86 9 


5,869 


5,022 


847 


621 


561 


60 


9.6 


1 to 3 years of college 


2.251 


2,075 


92 2 


1,966 


1,743 


224 


109 


93 


16 


5 2 


4 years of college or more 

Btodc 


1,360 


1.317 


968 


1.252 


1.171 


82 


65 


65 




4.9 


Total, 16 to 24 year* 


2,590 


1,889 


72.1 


1.427 


1,134 


292 


442 


412 


30 


23 7 


16 to 19 years 


541 


320 


59 2 


201 


132 


70 


1 19 


102 


18 


37.1 


20 to 24 yaars 


2.049 


1,549 


75 8 


1,225 


1.003 


223 


323 


310 


14 


20.9 


Man 


1,150 


949 


82.5 


882 


562 


120 


287 


285 


2 


28 2 


Women 


1,441 


920 


83.9 


745 


572 


173 


175 


148 


27 


190 


Less than 4 years of high school 


771 


415 


53 d 


239 


183 


75 


178 


168 


8 


42.5 


4 years of high school 


1,343 


1.022 


78.1 


808 


643 


188 


214 


199 


15 


20.9 


1 to vMfi of colleoe 


364 


324 


89.0 


281 


233 


48 


43 


37 


8 


134 


4 years of college or more 


113 


108 


95.5 


99 


96 


3 


9 


9 




81 


Hispanic origin 






















Total. 16 to 24 years 


2,054 


1,811 


78 4 


1,408 


1,193 


215 


203 


188 


17 


12.8 




464 


337 


89.5 


275 


204 


70 


62 


59 


4 


184 


20 to 24 yaars 


1,570 


1,274 


81.2 


1,133 


989 


145 


140 


127 


13 


11.0 


Men - 


1.058 


962 


91.1 


837 


734 


103 


125 


116 


9 


13.0 


Wofnen 


998 


649 


85 0 


571 


459 


112 


77 


70 


7 


11.9 


Less than 4 years of high school 


917 


660 


72.0 


548 


449 


97 


114 


104 


11 


173 




865 


708 


81 9 


834 


528 


106 


74 


72 


2 


104 


1 to 3 years of college 


207 


185 


89.4 


175 


182 


12 


10 


7 


4 


58 


4 years of college or more „ 


66 


57 


0 


53 


53 




4 


4 







* Employed persons with a )ob but not at work and persons at work part ume are college students into that group. Detail for the at)ove race and Hispanic-ongin 

distributed according to whether they usually work full or part time groups will not sum to totals because data for the "other races" group are not 

' Data not shown where base Is less than 75,000. presented and Hispamcs are included m both the white and black population 

NOTE: In the summer nr>onths, the educational attainment levels of youth not groups, 
enrolled in school are increased by the temporary movement of high school and 
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HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A*8. Employment status of male Vietnam-era veterans and nonveterans by age 



(Numbers in thousands) 



Veteran status 


Civiitan 
nonmstitutjonai 
population 


Civilian labor force 






Total 


Employed 


Unemployed 


and age 
























Feb. 


Feb. 










Number 


Percent of 




1Qft7 


IQfift 
1 gOO 


Feb 


Feb. 


Feb. 


Feb 






laoor 


forcfi 








1987 


1988 


1987 


1988 


Feb. 


Feb 
















Feb 


Feb 
















1987 


1988 


1987 


1988 


VIETNAM-ERA VETERANS 






















Total, 30 years and over 


7,804 


7,877 


7,189 


7,243 


6.809 


6.881 


380 


362 


5.3 


5.0 


30 to 44 years 


6,275 


6,033 


5,986 


5,724 


5.660 


5.433 


326 


291 


54 


51 


30 to 34 years 


1,007 


781 


943 


732 


863 


688 


80 


44 


85 


6.0 


35 to 39 years 


2,781 


2,329 


2.664 


2.223 


2,522 


2.082 


142 


141 


5.3 


6.3 


40 to 44 years 


2,487 


2,923 


2,379 


2,769 


2,275 


2,663 


104 


106 


4.4 


3.8 


45 years and over 


1,529 


1,844 


1,203 


1,519 


1,149 


1,448 


54 


71 


4.5 


4.7 


NONVETERANS 






















Total, 30 to 44 years 


19,078 


20,071 


18.053 


18.873 


16.966 


17.905 


1,087 


968 


60 


5.1 


30 to 34 years 


8,728 


9,001 


8,293 


8,529 


7,743 


8.027 


550 


502 


66 


59 


35 to 39 years 


6,026 


6,637 


5,707 


6,223 


5,384 


5,901 


323 


322 


5.7 


5.2 


40 to 44 years 


4.324 


4,433 


4,053 


4,121 


3.839 


3,977 


214 


144 


53 


35 



NOTE: Male Vietnam^ra veterans are men who served in the are limited to those 30 to 44 years of age. the group thai most closely 
Armed Forces between August 5. 1964 and May 7. 1975. Nonveterans corresponds to the bulk of the Vietnam-era veteran population 
are men who have never served rn the Armed Forces; published data 



16 



13 



HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A-9. Employed and unemployed full- and part-time workers by sex, age, and race 

(In thousands) 



I 



Sex, age, and race 



TOTAL 

Total, 16 years and over . 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 

Men, 16 years and over . 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over . . 



Women. 16 years and over . 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 



White 

Men, 16 years and over 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 



Women, 16 years and over . 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 



Black 

Men, 16 years and over 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 



Women. 16 years and over 

16 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 



February 1988 



Employed 



Unemployed 



Full time 


Part time 


r 

1 




Part time for 






Part time for 




Full-time 


economic 






ecor)omic 


Total 1 


reasons. 


Total 


Voluntary 


reasons. 


1 


schedules* 


usually work 






usually work 






fulhtime 






part time 


92,353 


90.438 


1,915 


20,107 


16,645 


3,462 


1,946 


1,860 


86 


4,1 74 


3,815 


359 


209 


200 


9 


2,165 


2,107 


58 


1,737 


1,660 


77 


2,009 


1,708 


301 


90,407 


88,578 


1,829 


1 5,932 


1 2,330 


3,102 


9.910 


9.574 


336 


3,140 


2,452 


688 


80,497 


79,004 


1,493 


12,793 


1 0,379 


2,414 


69,554 


68,283 


1,271 


9,300 


7,271 


2,029 


10,944 


10,721 


223 


3,493 


3,108 


385 


54,943 


53,753 


1,190 


6,731 


5,284 


1,447 


1.047 


1,000 


47 


2,001 


1,851 




53,897 


52,753 


1,144 


4,730 


3,433 


1,297 


5,291 


5,081 


210 


1.373 


1.036 


337 


48,607 


47,673 


934 


3,356 


2,396 


960 


41,614 


40,821 


793 


1,912 


1,123 




6.993 


6,852 


141 


1,444 


1,273 


171 


37,410 


36,685 


725 


13.375 


11,361 


2,014 


899 


860 


39 


2,173 


1.964 


209 


36,51 1 


35,825 


686 


1 1 ,203 


9,398 


1,805 


4.619 


4,493 


126 


1,766 


1,415 


09 1 


31,893 


31.333 


560 


9,436 


7,982 


1,454 


27,942 


27,463 


479 


7,388 


6,148 




3,952 


3,870 


82 


2,049 


1,835 


21 4 


48,490 


47,455 


1,035 


5.821 


4,635 


1,186 


974 


928 


46 


1,785 


1,650 


135 


47,516 


46,527 


989 


4,035 


2,984 


1,051 


4.646 


4,462 


184 


1,151 


888 


263 


42,871 


42,065 


806 


2,883 


2,096 


tOt 


36,579 


35,893 


686 


1,594 


954 


640 


6,292 


6,172 


120 


1,290 


1.143 


147 


31,496 


30,942 


554 


12.014 


10,369 


1,645 


762 


729 


33 


1,967 


1,796 


171 


30,733 


30.212 


521 


10,046 


8,573 


1,473 


3.995 


3,893 


102 


1,511 


1,237 


274 


26.738 


26,319 


419 


8,535 


7,336 


1,199 


23,292 


22.943 


349 


6,722 


5,693 


1,029 


3,446 


3.376 


70 


1,813 


1,643 


170 


4.90? 


4,775 


127 


658 


440 


218 


53 


53 




155 


140 


15 


4,849 


4.722 


127 


503 


300 


203 


548 


533 


15 


152 


90 


62 


4.301 


4,190 


111 


352 


211 


141 


3,755 


3,665 


90 


223 


103 


120 


546 


525 


21 


129 


108 


21 


4.708 


4.574 


134 


1,020 


710 


310 


109 


104 


5 


156 


123 


33 


4,599 


4,470 


129 


864 


587 


277 


529 


514 


15 


188 


121 


67 


4,071 


3,956 


115 


675 


466 


209 


3,660 


3.555 


105 


476 


307 


169 


411 


401 


10 


199 


159 


40 



Looking 

for 
full-time 
work 



Employed persons with a job but not at work are distnbuted according to whether they usually work full or part time 



5,990 
501 
101 
399 
5,490 
1,159 
4,330 
3,903 
427 

3,609 
282 

3,327 
714 

2,613 

2.320 
292 

2.381 
219 

2,163 
444 

1,718 

1.584 
134 



2.708 
199 

2.509 
485 

2.023 

1.773 
250 

1,708 
168 

1.540 
317 

1.223 

1.121 
102 



780 
73 
707 
204 
504 
464 
40 

621 
47 
574 
119 
455 
426 
29 



Looking 

for 
part-time 
work 



1.492 
710 
428 
262 
782 
247 
536 
425 
111 

623 
372 
251 
103 
148 
100 
48 

869 
338 
531 
144 
386 
323 
63 



488 
280 
208 
89 
119 
79 
40 

675 
246 
429 
110 
319 
266 
53 



117 
83 
34 
11 
24 
19 
5 

160 
81 
78 
26 
52 
44 
8 
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HOUSEHOLD DATA 

NOT SEASONAUY ADJUSTED 

A-10. Employmtnt status of ptrsons in familits by family rtlatlonship 

(NunUMft in thouMndt) 



Famiiy relationship 



Total, 16 years and over^ 



Husbands 

With employed wife 

With unemployed wife 

WHh wife not In labor force 



Wives 

With employed husband 

With unemployed husband 

With husband not in labor force . 



Relatives in married-couple familim 

16 to 19 years 

20 to 24 years 

25 years and over 



Women who maintain families , 



Relatives In families maintained by women 

16 to 19 years 

20 to 24 years . 



25 years and over "ZZZ 

Men who maintain families 2 050 



Relatives in families maintained by men 

16 to 19 years 

20 to 24 years 

25 years and over 



February 1968 



Cfvjiian labor force 



Total 



97,004 

39,718 
25,194 
1,079 
13,446 

28,633 
25,243 
1,030 
2,361 

12,817 
4.686 
4.774 
3,355 

6,579 

5.471 
1.349 
1.548 
2,574 



1,735 
325 
448 
962 



Percent 
of 

population 



65.6 

78.3 
91.7 
92.5 
60.9 

56.5 
66.1 
66.9 
21.5 

61.2 
49.5 
75.2 
65.9 

61.5 

58.4 
44.5 
73.6 
60.7 

74.7 

61.9 
53.9 
78.1 
59.1 



J. C®^"^ '""'"^ ^ nonrelatives, persons in families 

2? ^ P®^" maintaining the family is In the 

Armed Forces, and persons m unrelated subfamilies. 
NOTE: Estimates shown in thit table for husbands, wives, and women 



Employed 



90,991 

36,160 
24,261 
962 
12,937 

27,467 
24.261 
913 
2,273 

11,346 
4,068 
4,259 
3,019 

6,004 

4,551 
964 
1,277 
2,290 

1,903 

1,540 
254 
409 
877 



Unemployed 



Number 



6,013 

1,539 
913 
117 
509 

1,166 
962 
117 
88 

1,471 
620 
515 
336 

575 

920 
365 
271 
284 

147 

195 
71 
39 
85 



Percent 

of 
labor 
force 



6.2 

3.9 
3.6 
10.8 
3.8 

4.1 
3.8 
11.3 
3.7 

11.5 
13.2 
10.8 
10.0 

8.7 

16.8 
27.1 
17.5 
11.0 

7.2 

11.3 
21.9 

8.7 

8.8 



Not in labor force 



Total 


Keeping 
house 


Going 

to 
school 


Unable 
to 
work 


Other 
reasons 


en QAQ 


nn ana 

22.628 


8.748 


2.126 


17.267 




175 


227 


625 


9.765 


2,273 


53 


136 


298 


1.785 


88 


3 


3 


18 


63 


8,630 


119 


86 


508 


7.917 




18.035 


333 


332 


3.377 


12,937 


11.595 


262 


122 


938 




446 


12 


15 


38 


8,630 


5.994 


39 


195 


2.402 


8,109 


753 


5.768 


277 


1.291 


4,792 


93 


4.447 


13 


240 


1,578 


111 


1.224 


38 


205 


1,7*^9 


549 


117 


226 


846 


4,126 


2.766 


229 


236 


895 


3,902 


714 


1.784 


301 


1.102 


1,681 


78 


1.440 


8 


156 


555 


121 


263 


21 


150 


1.666 


515 


81 


272 


796 


695 


41 


44 


87 


523 


1.070 


344 


343 


68 


315 


278 


19 


235 




24 


125 


16 


76 


3 


30 


667 


309 


32 


65 


261 



eh/%t»n !« i zr , ^ w-oioMi irum m«nwii siaius esiimaies 

dSnno publication because of differences in 

definitions and weighting patterns used In aggregating the data. 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A-11. Untmployed persons by marital status, race, age, and sex 



Mantal status, race, and age 



Total, 16 years and over 
Married, spouse present 
Widowed, divorced, or 
Single (never married) 



White, 16 years and over 

Married, spouse present 

Widowed, divorced, or separated . 
Single (never married) 



Black. 1 6 years and over 

Mamed, spouse present 

Widowed, divorced, or separated . 
Single (nevor married) 



Total, 25 years and over 

Married, spouse present 

Widowed, divorced, or separated 
Single (never rrtarried) 



White, 25 years and over 

Married, spouse present 

Widowed, divorced, or separated . 
Single (never married) 



Slack, 25 years and over 

Married, spouse present 

Widowed, divorced, or separated . 
Sngle (never married) 



Men 



Thousands of 
persons 



Feb. 
1987 



4,976 
2,058 
598 
2.320 

3,921 
1,756 
441 
1,724 

909 
230 
138 
541 

3,171 
1,850 
560 
761 

2,510 
1,576 
412 
522 

552 
207 
128 
216 



Feb. 
1988 



4,232 
1,702 
577 
1,954 

3,196 
1,425 
431 
1,340 

898 
215 
129 
553 

2,761 
1,542 
540 
660 

2,143 
1,287 
408 
447 

527 
198 
120 
209 



Unemployment 
rates 



Feb 
1987 



7.6 
5.0 
9.1 
13.4 

6.9 
4.7 
8.0 
11.9 

14.4 
74 
14.8 
23.9 

5.9 
4.7 
8.8 
96 

5.3 
4.5 
7.8 
8.1 

110 
6.9 
14.0 
19.2 



Feb. 
1986 



64 
4.1 
86 
11.1 

56 
3.8 
77 
9.1 

13.9 
68 
13.3 
23.9 

5.0 
3.9 
8.3 
8.1 

4.5 
36 
7.5 
65 

10.2 
6.5 
12.5 
17.7 



Women 



Thousands of 
persons 



Feb. 
1987 



3,527 
1,454 
724 
1,349 

2,511 
1,192 
492 
827 

915 
213 
209 
494 

2,210 
1.208 
640 
362 

1,596 
994 
421 
181 

539 
170 
197 
173 



Feb. 
1988 



3.250 
1.285 
726 
1,240 

2,383 
1,073 
529 
781 

780 
166 
186 
428 

2,105 
1,062 
669 
373 

1,542 
886 
482 
174 

508 
140 
176 
192 



Unemployment 
rates 



Feb. 
1987 



6.7 
5.0 
7.1 
10.1 

5.6 
46 
6.0 
7.7 

14.3 
8.8 
11.9 
22.2 

5.3 
4.5 
6.6 
6.5 

4.5 
4.2 
54 
4.3 

10.6 
7.7 
11.6 
14.6 




HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-12. Unemployed persons by occupation and sex 



Occupation 



Total, 16 years and over . 



^anagenal and professional specialty 

Executive, administrative, and managenal , 
Professional specialty 



Technical, sales, and administrative support , 

Technicians and related support 

Sales occupations 

Administrative support, including clencal 



Service occupations 

Private household 

Protective service 

Service, except pnvate household and protective 



Precision production, craft, and repair 

Mechanics and repairers 

Construction trades 

Other precision production, craft, and repair . 



Operators, fabricators, and lalwrers 

Machine operators, assemblers, and inspectors 

Transportation and matenal moving occupations 

Handlers, equipment cleaners, helpers, and laborers 

Construction laborers 

Other handlers, equipment cleaners, helpers, and laborers 



Farming, forestry, and fishing . 

No previous work expenence . 

16 to 19 years 

20 to 24 years 

25 years and over 



Thousands of 
persons 



Unemployment rates 



Data not shown where base is less than 75,000. 



T( 


3tai 


Total 


Men 


Women 


Feb. 


Feb 


Feb. 


Feb. 


Feb. 


Feb. 


Feb. 


r6D. 


1987 


1988 


1987 


1988 


1987 


1988 


1987 


1 Qfifi 
1 900 


8,503 


7,482 


7.2 


6.2 


7.6 


6.4 


6.7 


60 


694 


SOO 


2.5 


2.0 


2.5 


2.1 


2.5 


1 Q 


360 


348 


2.8 


2 5 






*i n 
o.u 


£.0 


334 


238 


2.2 


16 


2.3 


1.5 


2.2 


1.7 


1,680 


1,502 


4.6 


4.1 


4.2 


o.o 


A Q 




135 


1 lO 


4.1 


3.2 


4 9 




O.O 


3.7 


754 


648 


5.4 


4.6 






7 1 
f. 1 


6.4 


791 


741 


4 2 


3 9 


A R 


A 9 


A 1 
1. 1 


3.8 


1,373 


1,311 


8.5 


8.0 


8.0 


8.2 


8.8 


7.8 


71 


67 


7.2 


7.0 


(') 


(') 


6.7 


7.0 


90 


85 


4.6 


4.3 


3.8 


3.6 


9.3 


8.5 


1 ,2 1 3 


1,158 


9.1 


8.6 


95 


9.8 


9.0 


7.9 


1 135 


QQO 


7.9 




7 Q 


6.8 


D A 

o 4 


7.9 


215 


197 




A 1 
1 1 


4.6 


3.9 


4.6 


10.4 


656 


572 


12.0 


10.8 


11.9 


10.8 


21.8 


11.4 


264 


223 


6.2 


5.2 


5.8 


4.6 


7.6 


7.1 


2,318 


1,977 


12.1 


10.3 


12.1 


10.3 


12.1 


10.2 


960 


756 


11.1 


8.7 


106 


6.0 


11.9 


9.7 


515 


451 


10.1 


8.8 


10.2 


8.8 


8.4 


8.8 


844 


770 


156 


14.3 


158 


146 


14.9 


12.7 


235 


254 


29.5 


27.1 


29.9 


26.8 


(') 


0 


609 


515 


13.2 


116 


12.9 


11.4 


14.9 


12.2 


333 


299 


10.5 


95 


106 


9.2 


10.0 


10.8 


921 


782 














607 


502 














169 


164 














144 


115 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A-13. Unemployed persons by industry and sex 



industry 



Thousands of 
persons 



Unemployment rates 



Total 



Total 



Men 



Feb. 


Feb. 


Feb. 


Feb. 


Feb 


Feb. 


Feb. 


Feb 


1987 


1988 


1987 


1988 


1987 


1988 


1987 


1988 


8,503 


7,482 


7.2 


6.2 


7.6 


6.4 


6 7 


60 


6,504 


5,782 


7.4 


6.4 


7.9 


6.8 


6.8 


6.0 


123 


71 


14.1 


85 


156 


8.9 


4.6 


6.7 


995 


956 


16.8 


15.8 


17.5 


16.6 


9 4 


8.0 


1,577 


1,322 


7.3 


6.1 


6.5 


5.6 


8.8 


7.2 


913 


810 


7.1 


63 


67 


6.0 


8.1 


7.0 


87 


77 


11.9 


10.3 


12.4 


11.0 


9.3 


62 


61 


49 


9.3 


7.9 


7.0 


7.9 


14.6 


8.0 


43 


46 


7.1 


7.6 


6.5 


8.3 


9.3 


48 


86 


37 


9.6 


4.7 


8.6 


4 5 


15.1 


6.3 


122 


113 


8.9 


7.9 


8.1 


8.3 


11.7 


67 


161 


107 


6.5 


4.2 


6 1 


4.4 


7.8 


37 


124 


150 


5.5 


6.9 


5.1 


5.4 


6.1 


8.9 


150 


174 


5!6 


6.3 


5.1 


5.7 


7.3 


8.6 


90 


106 


7.4 


8.3 


6.0 


7.3 


13.0 


12.5 


60 


69 


4.1 


4.7 


4.3 


4.2 


3.2 


58 


34 


28 


5.0 


4.4 


5.7 


2.9 


4.0 


6.5 


44 


29 


8.3 


5.2 


80 


4.1 


8.3 


63 


663 


512 


7.6 


5.8 


6.3 


4.8 


9.5 


7.3 


207 


184 


11.1 


10.3 


9.3 


9.6 


15.0 


11 9 


48 


44 


6.4 


5.9 


59 


40 


7.0 


8.0 


144 


109 


11.1 


87 


84 


8.7 


12.0 


a7 


29 


16 


3.8 


21 


4.2 


2.0 


2 6 


2.6 


80 


77 


4.7 


4.2 


4.5 


29 


4.9 


5.9 


65 


29 


5.2 


2.2 


4.5 


1.8 


6.8 


3.2 


57 


39 


8.0 


4.9 


7.6 


4.1 


8.9 


6.3 


34 


16 


9.0 


4.5 


5.1 


3.2 


15.7 


6.0 


291 


269 


4.7 


4.2 


5.0 


4.6 


4.1 


3.0 


216 


224 


6.1 


6.0 


6.4 


64 


4.9 


48 


76 


45 


2.9 


1.6 


2.7 


1.8 


3.2 


1.3 


1,836 


1,628 


8.1 


7.2 


75 


6.3 


87 


8.1 


292 


207 


6.5 


4.7 


61 


4.3 


74 


55 


1,544 


1,421 


8.5 


7.8 


79 


6.9 


8.9 


85 


249 


248 


3.6 


3.4 


3.7 


2.9 


3.6 


3.7 


1,433 


1,287 


6.0 


5.2 


6.8 


5.6 


55 


49 


555 


467 


4.1 


3.3 


4.2 


3.2 


4.1 


a4 


878 


820 


8.5 


7.6 


9.1 


7.6 


8.0 


7.6 


255 


243 


15.6 


14.7 


159 


14.0 


14.5 


17.1 


823 


677 


3.0 


2.4 


3.3 


2.6 


2.7 


22 


921 


782 















Women 



Totai, 16 years and over 

Nonagncultural private wage and salary workers . 



Mining 

Construction .... 



Manufacturing 

Durable goods 

Lumber and wood products 

Funiture and fixtures 

Stone, clay, and glass products 

Prlnwry meXsA industries 

Fabncated metal products 

Machinery, except electrical 

Electrical machinery, equipment, and supplies . 

Transportation equipment 

Automobiles 

Other transportation equipment 

Professional and photographic equipment 

Other durable goods iridustnes 

Nondurable goods 

Food and kindred products 

Textile mill products 

Apparel and other textile products 

Paper and allied products 

Printing and publishing 

Chemicals and allied products 

Rubber and miscellaneous plastics products .... 

Other nondurable goods industries 



Transportation and public utilities 

Transportation 

Communications and other public utilities 

Wholesale and retail trade 

Wholesale trade 

Retail trade . ..! 

Finance, insurance, and real estate 

Service industries 

Professional services 

Other service industnes 



Agricultural wage and salary workers 

Government, self-employed, and unpaid family workers 
No previous work expenence 




HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-14. Unemployed persons by reason for unemployment, sex, and race 

(Nunr'-.ars m thousands) 



Reason for unemployment 



NUMBER OF UNEMPLOYED 



Total unemployed , 
Job losers 

On layoff 

Other iOb losers 

Job leavers 

Reentrants 

New entrants 



PERCENT DISTRIBUTION 



Total unemployed . . 
Job losers 

On layoff 

Other job losers 

Job leavers 

Reentrants 

New entrants 



Total 
unemployed 



Feb. 
1987 



UNEMPLOYED AS A PERCENT OF THE 
CIVILIAN LABOR FORCE 



Job losers 

Job leavers 

Reentrants 

New entrants . . 



8.503 
4.469 
1,335 
3,134 
1.058 
2,058 
918 



100.0 
5Z6 
157 
36.9 
12.4 
24.2 
10.8 



3.8 
.9 

17 
.8 



Feb. 
1988 



7.482 
3,739 
1.18'. 
2,558 

988 
1,974 

782 



100.0 
50.0 
15.8 
34.2 
13.2 
26.4 
10.4 



3.1 
.8 

1.6 
.7 



Men, 
20 years 
and Over 



Feb. 
1987 



4,192 
2,954 
910 
2,044 
471 
630 
138 



100.0 
70.4 
21.7 
48.7 
112 
150 
3.3 



Feb. 
1988 



Women, 
20 years 
ond Over 



4.8 
.8 

1.0 
.2 



3,578 
2,397 
843 
1,554 
442 
644 
95 



100.0 
67.0 
23.6 
43.4 
12.4 
18.0 
2.7 



3.9 
.7 

1.0 
.2 



Feb 
1987 



2,916 
1.P29 
355 
874 
449 
1.063 
174 



100.0 
42.1 
12.2 
29.9 
15.4 
36.5 
6.0 



2.5 
.9 

2.2 
4 



Feb. 
1988 



2,693 
1.106 
291 
815 
388 
1,016 
184 



100.0 
41.0 
10.8 
30.2 
14.4 
37 7 
6.8 



3.9 
.8 

20 
.4 



Both sexes, 
16 to 19 
years 



Feb. 
1987 



Feb. 
1988 



1,396 
287 
70 
217 
138 
365 
606 



100.0 
20.6 

5.0 
15.6 

9.9 
26.2 
43.4 



4.0 
1 9 
5.0 
8.3 



1,211 
235 
46 
189 
159 
315 
502 



100.0 
19.4 
3.8 
15.6 
13.1 
26.0 
41.5 



3.2 
2.2 
4.3 
6.8 



White 



Black 



Feb. 
1987 



6,432 
3.478 
1,162 
2,316 

858 
1.490 

606 



100.0 
541 
18.1 
36 0 
13.3 
23.2 
9.4 



3.4 
.8 

1.D 

.6 



Feb 
1988 



Feb 
1987 



0.579 
2,833 

984 
1.849 

810 
1.429 

507 



100.0 
50.7 
17.6 
33.1 
14.5 
25.6 
91 



2.8 
.8 

1 4 
.5 



1,824 
855 
154 
701 
163 
518 
287 



100.0 
46.9 

8.4 
38.4 

9.0 
28.4 
157 



6.7 
1.3 
4.1 
2.3 



Feb. 
1988 



1,67S 
818 
187 
631 
146 
466 
248 



100.0 
48.8 
112 
37.6 
8.7 
27.8 
14.8 



6.3 
1.1 
3.6 
1.9 



^-0 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A«15. Untmploytd pertont by rtaton for untmptoymtnt, stx, agt, and duration of untmploymant 

(Percent distribution) 



February 1966 



Reason, sex, and age 


Total unemployed 


Duration of unemployment 


Thni iQfl n riQ 
1 nuuottnus 

of nArsnns 


Percent 


1 OSS thAn 
5 IMOAkS 


5 to 14 
weeks 


1 5 weeks and over 


Total 


1 5 to 26 
weeks 


27 weeks 
and over 


Total 16 years and over 


7,462 


100.0 


39.7 


34.8 


25.5 


13.1 


12.4 




3,739 


100.0 


30.6 


36.6 


30.6 


15.6 


14.8 




1,161 


100.0 


36.1 


4C1 


15.8 


11.2 


4.6 






100.0 


27.5 


35.1 


37.4 


17.9 


19.5 




966 


100.0 


49.0 


30.9 


20.1 


9.7 


10.4 


RiMtntrJintv 


1,974 


100.0 


46.9 


30.5 


22.7 


12.1 


10.6 




762 


100.0 


52.6 


32.2 


152 


6.6 


6.6 


Men 20 years and over 


3.576 


100.0 


32.0 


37.9 


30.2 


15.2 


15.0 




2,397 


100.0 


26.5 


40.4 


31.1 


15.5 


15.6 




643 


100.0 


36.1 


49.5 


14.4 


9.7 


4.7 




1 554 


100.0 


24.3 


35.5 


40.2 


18.7 


21.5 




442 


100.0 


43.1 


30.4 


26.5 


11.1 


15.4 




644 


'00.0 


37.1 


34.1 


26.6 


17.6 


11.3 


New entrants 


95 


100.0 


32.6 


34.6 


329 


10.6 


22.3 


Women, 20 years and over 


2.693 


100.0 


43.0 


32.6 


24.4 


12.0 


12.4 




1,106 


100.0 


34.0 


33.9 


32.2 


17.1 


15.1 


On layoff 


291 


100.0 


42.6 


36.2 


21.1 


16.0 


5.0 


Other job losers 


615 


100.0 


30.6 


33.0 


36.1 


17.4 


16.7 




386 


100.0 


49.4 


32.0 


16.5 


10.9 


7.7 




1.016 


100.0 


50.4 


30.1 


19.5 


6.7 


10.6 




184 


100.0 


42.6 


40.0 


17.2 


2.9 


14.3 


Both sexes. 1 6 to 1 9 years 


1,211 


100.0 


55.4 


30.5 


14.1 


90 


5.0 




235 


100.0 


39.9 


42.5 


17.6 


12.6 


4.7 




46 


100.0 


(') 


(') 


(') 


(') 


(') 
5.9 


Other job losers 


169 


100.0 


36.9 


41.4 


19.6 


13.7 


Job leavers 


159 


100.0 


64.4 


29.7 


5.9 


3.1 


2.9 


Reentrants 


315 


100.0 


55.4 


24.3 


20.3 


12.1 


6.3 




502 


100.0 


59.9 


26.9 


11.2 


7.^ 


3.9 



' Data not shown where base is less than 75,000. 



A<16. Untmploytd ptrtont by duration of untmploymtnt 





Total 


Full-time workers 


Duration of unemployment 


Thousands of persons 


Percent distribution 


Thousands of persons 


Percent distribution 


Feb. 


Feb. 


Fab. 


Feb. 


Feb. 


Feb. 


Feb. 


Feb. 




1967 


1968 


1967 


1968 


1967 


1968 


1967 


1966 




6,503 


7,482 


100.0 


100.0 


6,912 


5.990 


100.0 


100.0 


Less than 5 weeks 


3,216 


2,973 


37.6 


39.7 


2,325 


2,069 


33.6 


34.9 




2,957 


2,602 


34.6 


34.6 


2,462 


2,194 


35.6 


36.6 


5 to 1 0 weeks 


2,237 


1,964 


26.3 


26.2 


1.623 


1.616 


26.4 


27.0 


11 to 14 weeks 


721 


639 


8.5 


6.5 


639 


578 


9.2 


9.6 




2,329 


1,907 


27.4 


25.5 


2.125 


1,707 


30.7 


26.5 


15 to 26 weeks 


1,166 


977 


13.7 


13.1 


1,038 


666 


15.0 


14.5 




1,163 


930 


13.7 


12.4 


1,088 


641 


15.7 


14.0 


27 to 51 weeks 


468 


343 


5.7 


4.6 


457 


321 


6.6 


5.4 




675 


567 


7.9 


7.6 


631 


520 


9.1 


8.7 


Average (mean) duration, in weeks 


14,7 


14.3 






16.2 


15.6 






Median duration. In weeks 


7.4 


7.1 






6.5^ 


B.2 
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HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 



A«17. Unemploy»d persont by »ex, age, race, marital status, and duration of unemployment 



Sex, age, race, and 
mantel status 



Total, 16 years and over . 

16 to 19 years 

20 to 24 years 

25 to 34 years 

35 •o 44 years 

45 to 54 years 

55 to 64 years 

65 years ar)d over 



Men. 16 years and over . 

16 to 19 years 

20 to 24 years 

25 to 34 years 

35 to 44 years 

45 to 54 years 

55 to 64 years 

65 years and over 



Women, 16 years and over . 

16 to 19 years 

20 to 24 years 

25 to 34 years 

35 to 44 years 

45 to 54 years 

55 to 64 years 

65 years and over 



White, 16 years and over . 

Men 

Women 



Black, 16 years and over . 

Men 

Women 



Men, 16 years and over: 

Married, spouse present 

Widowed, divorced, or separated . 
Single (never married) 



Women, 16 years arid over: 

Mamed, spouse present 

Widowed, divorced, or separated . 
Single (never married) 



Thousands of persons 



Weeks 



Percent of unemployed 
in group 



Data not shown where base is less than 75,000. 



Total 


I ' 
Less 
than 

5 weeks 


i 

5 to 14 
weeks 


i 

15 to 26 
weeks 


1 

27 
weeks 
and 
over 


Average 
(mean) 
duration 


Median 
duration 

i 


Unemployed 
loss than 
5 weeks 


Unemployed 
1 5 weeks 
and over 






February 1988 






Feb 


Feb 


Feb. 


Feb 
















1987 


1988 


1987 


1988 


7,482 


2,973 


2,602 


977 


930 


14.3 


7.1 


37.8 


39.7 


27.4 


25.5 


1,211 


671 


369 


109 


61 


8 5 


1 4.5 


50.0 


55.4 


14 4 


14.1 


1,406 


615 


539 


136 


115 


11.5 


6.1 


43.3 


43.8 


21.4 


17.9 


2,163 


863 


746 


278 


276 


14.2 


71 


36.5 


39 9 


29.7 


25.6 


1,384 


421 


525 


215 


224 


17.2 


9.3 


30.8 


30 4 


J3.7 


31.7 


782 


238 


259 


144 


140 


19.1 


97 


27.7 


30.5 


38.7 


36.3 


448 


126 


139 


07 


95 


21 6 


11.0 


28.5 


282 


36.4 


40.7 


90 


38 


26 


8 


18 


17.1 


6.6 


38.0 


42.3 


23.8 


29 1 


4,232 


1,464 


1.571 


623 


574 


158 


8.2 


33 9 


34 6 


30.2 


28.3 


654 


S21 


216 


79 


38 


9.5 


52 


44.7 


49.1 


18.0 


17.9 


817 


314 


337 


100 


67 


12.1 


7.0 


39.9 


38 5 


23.3 


20.3 


1,216 


440 


450 


162 


164 


15.1 


7.7 


33 6 


36.2 


32.3 


268 


740 


185 


287 


131 


137 


20.1 


105 


26.7 


25.0 


36.5 


36.2 


464 


119 


166 


87 


93 


21 2 


10.3 


24 7 


25.6 


41.2 


38.7 


289 


68 


95 


59 


67 


23.8 


124 


23.3 


23.4 


39.3 


43.6 
(') 


51 


17 


21 


5 


9 


(') 


(') 


(') 




0 


3,250 


1,508 


1,031 


355 


356 


12.4 


57 


4J.3 


46 4 


23.4 


21.9 


557 


350 


153 


30 


23 


7.4 


'r.O 


56.9 


62.9 


9.7 


96 


588 


301 


202 


36 


49 


10.7 


4.9 


48.2 


51.2 


18.8 


14.5 


946 


423 


296 


116 


112 


13.0 


6.3 


40.5 


44.7 


26.0 


24.1 


644 


235 


238 


83 


87 


139 


7.9 


361 


36.5 


30.0 


26.5 


317 


119 


94 


57 


47 


16.0 


80 


32.6 


37.6 


34.7 


32.9 


158 


58 


44 


28 


28 


17.6 


79 


38.5 


36.8 
(') 


30.8 


356 

0 


39 


21 


5 


4 


9 


(') 


0 


0 


0 


5,579 


2,246 


1,945 


731 


657 


13.8 


6.9 


39.2 


40.3 


26.3 


24.9 


3,196 


1,119 


1,173 


475 


429 


15.6 


8.1 


35.0 


35.0 


29.0 


28.3 


2,383 


1,127 


772 


256 


228 


11 3 


5.5 


45.6 


47.3 


21.9 


20.3 


1,678 


626 


579 


220 


253 


16.5 


7.8 


33.2 


37.3 


30.7 


Z3.2 


898 


300 


340 


125 


132 


168 


82 


30.5 


33.5 


33.6 


^8.7 


780 


326 


239 


95 


121 


16.3 


7.1 


35.9 


41 7 


27.8 


27.6 


1,702 


476 


673 


283 


269 


17.5 


95 


29.4 


28.0 


34.5 


32.5 


577 


184 


218 


89 


85 


17.0 


8.6 


25.6 


32.0 


39.9 


30 2 


1,954 


804 


680 


250 


219 


14.0 


70 


40.1 


41.2 


23.9 


24.0 


1,285 


582 


409 


152 


142 


12 1 


6.0 


42.3 


45.3 


24.1 


22.9 


726 


282 


252 


99 


93 


14.5 


76 


34.7 


38.8 


30.8 


26.4 


1,240 


644 


370 


104 


121 


11 5 


4.8 


49.0 


52 0 


18.7 


18.2 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A-18. Unemployed persons by occupation, industry, and duration of unemployment 



Occupation and industry 


Thousands of persons 


Weeks 


Percent of unemployed 
in group 


Total 


Less 
than 
5 weeks 


5 to 14 
weeks 


15 to 26 
weeks 


27 
weeks 
and 
over 


Average 
(mean) 
duration 


Median 
duration 


Unemployed 
less than 
5 weeks 


Unemployed 
15 weeks 
and over 




February 1988 


Poh 
1987 


Poh 
1 900 


Feb. 
1987 


Feb. 
1988 


OCCUPATION 
























Managenai and professional specialty 


586 


191 


205 


104 


86 


16.8 


8.7 


35.6 


32.5 


32.8 


32.5 


Technical, sales, and administrative support 


1,502 


618 


472 


223 


190 


14.0 


6.7 


39.5 


41.1 


25.4 


27.5 




1,311 


615 


388 


164 


143 


130 


5.9 










Precision production, craft, and repair 


993 


325 


4i1 


124 


133 


15.7 


8.2 


34.9 


32 8 


27.9 


25.8 


Operators, 'abncators, and laborers 


1,977 


698 


748 


243 


288 


154 


7.8 


31.5 


35.3 


30.9 


26 9 


Farming, forestry, and fishing 


299 


96 


117 


68 


19 


135 


90 


35.6 


32 0 


26 5 


28.8 


INDUSTRY' 
























Agriculture 


243 


89 


104 


46 


3 


9.2 


7.8 


40.3 


36.6 


23.3 


20 4 


Construction 


975 


290 


463 


118 


105 


14.0 


8.7 


33.5 


29 8 


22 5 


22.8 


Manufacturing 


1,324 


491 


427 


179 


228 


17.1 


7.9 


32.3 


37.1 


34.3 


30.7 


Durable goods 


810 


281 


257 


113 


158 


191 


8.6 


30.4 


34.7 


34.5 


33.6 


NofKJurable goods 


514 


209 


170 


65 


69 


14.1 


6.9 


35.0 


40.7 


34.0 


26.1 


Transportation and public utilities 


314 


107 


106 


37 


63 


17.8 


85 


27.9 


34.0 


30.0 


32.0 


Wholesale and retail trade 


1,633 


720 


609 


145 


159 


11.8 


6.0 


42.6 


44.1 


24.0 


18.6 


Finance and service industries 


1,774 


696 


513 


323 


242 


15.4 


79 


38.8 


39 2 


26.5 


31.8 


Public administration 


174 


81 


35 


41 


17 


15.1 


58 


331 


46.4 


36.4 


33.7 


No previous work experience 


782 


411 


252 


52 


67 


11.2 




45.9 


52 6 


24.1 


15.2 



^ Includes wage and salary workers only. 



ERIC 



2S 



HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 



A-19. Untmploytd )obsMk«rs by mx, agt, ract, and Jobtaarch mathodt used 



February 1986 



oex» age^ arra race 


Thousands of persons 


Methods used as a percent of total Jobseekers 


Average 
number of 
methods 
used 


ToUl 
unem- 
ployed 


Total 
job* 
seekers 


Publk: 
employ- 
ment 
agency 


Private 
employ- 
ment 


PmnlnvAr 
riirortlv 


r IBvW 

ads 


Fnends 
or 

relatives 


Other 




7,482 


6,176 


22.3 


6.8 


74.2 


37.6 


17.9 


4.9 


1 64 


16 to 19 years 


1»211 


1,142 


11.0 


32 


823 


27.1 


13.3 


2.2 


1.39 


20 to 24 years 


1,406 


1J93 


21.2 


7.5 


77.8 


363 


16.2 


3.7 


1.63 


25 to 34 years 


2,163 


1,733 


27.5 


6.8 


72.1 


39.3 


18.2 


4.7 


1.68 


35 to 44 years 


1,384 


1,100 


265 


9.4 


71 7 


42.6 


20.1 


6.5 


1.77 




782 


598 


21.2 


70 


67.6 


43.6 


20.2 


9.0 


1.69 


55 to 64 years 


448 


336 


26.5 


10.1 


64.9 


41.4 


27.4 


6 5 


1.77 


65 years and over 


80 


74 


(') 


(') 


\ / 




c\ 

\ 1 


C\ 
\ 1 


(') 


Men, iy years and over 


4,232 


3,284 


23 8 


7.7 


75 3 


36.1 


20.0 


5.6 


1.69 


16 to 19 years 


654 


611 


12.6 


3.8 


83.1 


21.1 


15.2 


2.3 


1.38 


20 to 24 years 


817 


688 


19.9 


79 


781 


37.6 


19.8 


3.6 


1.67 


25 to 34 years 


1,216 


882 


29.3 


8.4 


74.4 


38.5 


19.5 


4.2 


1.74 


35 to 44 years 


740 


545 


29.7 


10 8 


72.3 


41.3 


22.0 


10.1 


1.86 




484 


324 


21.0 


7.1 


66.4 


40 4 


24.1 


1 1.1 


1.70 


55 to 84 years 


289 


211 


34.6 


10 4 


69!7 


46.0 


26.1 


8.1 


1.95 
(') 


65 years and over 


51 


43 


(') 


(') 


(') 


(') 


(') 


(') 




3,250 


2,893 


20.6 


5.8 


72.9 


39.2 


15.4 


4.G 


1.58 


16 to 19 years 


557 


531 


9.2 


2.6 


8l!5 


33.9 


11.1 


2!3 


1.41 


20 to 24 years 


588 


525 


22.9 


7.0 


77.3 


34.7 


11.6 


3.8 


1.57 


25 to 34 years 


946 


851 


25.6 


5.2 


69.7 


40.1 


16.8 


52 


1.63 


35 to 44 years 


644 


555 


23.4 


7.9 


71.4 


43.8 


13.2 


2.9 


1 68 


45 to 54 years .'. 


317 


275 


21.1 


65 


69.1 


47.3 


15.3 


6.2 


1.65 


55 to 64 years 


158 


125 


12.8 


96 


56.8 


34.4 


29.6 


4.0 


1.47 


65 years and over 


39 


31 


(') 


(') 


(') 


(') 


D 


(') 


(') 


Whrte» 16 years and over 


5,579 


4,502 


21.2 


7.2 


74.8 


39.0 


17.8 


52 


1.65 


Men 


3,196 


2,407 


22.8 


7.8 


75.7 


37.4 


20.4 


6.1 


1.70 




2,383 


2,095 


19.4 


6.6 


73.7 


40.8 


14.7 


4.1 


1.59 


Black, 16 years and over 


1,678 


1»473 


25.7 


4.9 


73.9 


33.4 


17.4 


3.9 


1.59 


Men 


898 


758 


27.0 


5.7 


76.1 


31.1 


17.8 


3.8 


1.62 




780 


716 


24.2 


4.1 


71.4 


35.8 


16.9 


4.1 


1.56 



Data not shown where base is loss than 75,000. 30 days, groups for whom jobseeking information is not collected. The 

NOTE: The jobseeker total Is less than the total unemployed because percent using each method will always total more than 100 because 
It does not Include persons on layoff or waiting to begin a new job within many jobseekers use more than one method. 



A-20. Unamployad Jobsaakars by aax* raaaon for unamploymant, and Jobaaarch mathoda uaad 



Sex and reason 



Total. 16 years and over ... 

Job losers' 

Job leavers 

Reentrants 

New entrants 

Men, 16 years and over . .., 

Job losers' 

Job leavers 

Reentrants 

New entrants 

Women, 16 years and over 

Job losers' 

Job leavers 

Reentrants 

New entrants 



February 1 988 



Thousands of persons 



ToUl 
unem- 
ployed 



7,482 
3,739 

988 
1,974 

782 

4,232 
2,563 
524 
827 
318 

3,250 
1,175 

465 
1,147 

463 



ToUl 
job- 
seekers 



6,176 
2,550 
t02C 
1,833 
773 

3,284 
1,672 
543 
756 
313 

2,893 
878 
478 

1,077 
460 



Methods used as a percent of total jobseekers 



Public 
employ- 
ment 
agency 



22.3 
27.0 
21.5 
20.1 
129 

23.8 
27.6 
23.2 
22.0 
8.0 

206 
25.7 
19.5 
18.7 
16.3 



Pnvate 
employ- 
ment 
agency 



6.8 
6.9 
9.6 
66 
3.5 

7.7 
8.0 
9.8 
7.0 
4.8 

5.8 
4.9 
9.4 
6.1 
2.8 



Emptoyer 
directly 



74 2 

75.8 
72.3 
71 7 
77.6 

75.3 
76.4 
75.1 
70.4 
82.4 

72.9 
74.7 
68.8 
72.7 
74.3 



Placed 
or 

answered 
ads 



37 6 
40.0 
44.7 
36.0 
24.2 

36.1 
39.4 
40.0 
32.9 
198 

39.2 
41.0 
500 
38.2 
27.4 



Friends 
or 

relatives 



17.9 
19.5 
15.2 
17.9 
15.9 

20.0 
20.2 
206 
20.2 
176 

154 
16.2 
6.8 
16.3 
14.8 



Other 



49 

6.0 
3.7 
5.1 
2.1 

56 
7.2 
2.9 
61 

.6 

4.0 
35 
4.8 
4.5 
30 



DaU on the number of jobseekers and the jobsearch methods used 
exclude persons on layoff. 

NOTE: The jobseeker toUl Is less than the total unemployed because 
it does not Include persons on layoff or waiting to begin a new job within 



30 days, groups for whom jcbseeking information is not collected. The 
percent using each method will always total more than 100 because 
many jobseekers use more than one method. 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*21. Employed civilians in agriculture and nonagricuHural industries by age and sex 



(In thousands) 





Total 


Men 


Women 


Industry and age 


Feb. 


Feb. 


Feb 


Feb. 


Feb 


Feb. 




1987 


1988 


1987 


1988 


1987 


1988 




109.464 


112,460 


60.337 


61,675 


49,126 


50.785 




5,875 


6,120 


2.981 


3,048 


2,894 


3.072 




2.341 


2,375 


1,196 


1,192 


1,144 


1.183 




3,535 


3,745 


1,785 


1,857 


1.750 


1,889 


20 to 24 years 


13,240 


13,049 


6,807 


6.664 


6,433 


6.385 




76,202 


78.853 


42,208 


43.524 


33.994 


35.329 




32,425 


33,211 


18,052 


18,429 


14.373 


14.782 




26,644 


27,580 


14,588 


15.064 


12,056 


12.516 




17,133 


18,062 


9.568 


10.031 


7.565 


8.031 




11,306 


11,341 


6.639 


6,596 


4.667 


4,744 




6,850 


6.839 


4.000 


3.957 


2.850 


2.882 




4,456 


4,502 


2.639 


2.640 


1.817 


1,862 




2,840 


3.096 


1.702 


1,841 


1.138 


1,255 


Agriculture 


2,764 


2,760 


2.201 


2,168 


564 


592 


16 to 19 years 


168 


181 


140 


141 


29 


40 


16 to 17 years 


80 


74 


65 


54 


15 


20 




89 


107 


75 


87 


14 


20 


20 to 24 years 


343 


304 


306 


238 


37 


66 


25 to 54 years 


1.637 


1.631 


1.242 


1.246 


395 


386 


25 to 34 years 


719 


719 


562 


573 


157 


146 




515 


481 


385 


358 


130 


123 




404 


432 


296 


315 


107 


117 


55 to 64 years 


382 


398 


305 


328 


77 


70 




191 


213 


144 


171 


47 


42 


60 to 64 years 


191 


185 


162 


157 


29 


28 




234 


245 


208 


215 


26 


30 




106,700 


109,700 


58,137 


59.506 


48.563 


50.194 


16 to 19 years 


5,707 


5,939 


2,841 


2,907 


2,866 


3,032 


16 to 17 years 


2,261 


2.301 


1,131 


1,138 


1.130 


1,163 


18 to 19 years 


3,446 


3.638 


1,710 


1.770 


1,736 


1,869 


20 to 24 years 


12,897 


12.745 


6.502 


6,426 


6.396 


6,319 


25 to 54 years ^ 


74,565 


77.222 


40.966 


42.280 


33.598 


34,942 


25 to 34 years 


31.706 


32.493 


17.490 


17.857 


14.216 


14.636 


35 to 44 years 


26,129 


27,099 


14.204 


14,707 


11,926 


12.392 


45 to 54 years 


16,729 


17,631 


9.272 


9,717 


7.457 


7.914 


55 to 64 years 


10,925 


10,943 


6,334 


6,268 


4,591 


4.675 


55 to 59 years 


6,659 


6,626 


3,856 


3,785 


2.803 


2,841 


60 to 64 years 


4,266 


4,317 


2,478 


2,483 


1.788 


1,834 


65 years and over 


2,606 


2,851 


1,494 


1,625 


1.112 


1,225 



27 



ERIC 



HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A*22. Employed civilians by occupation, sex, and age 

(in thousands) 



Occupation 



Total 



Managerial and professional specialty 

Executive, adnninistratlve, and managerial 

Officials and administrators, put)lic administration . 

Other executive, administrative, and managenal ... 

Managennent»related occupations 

Professional specialty 

Erigineers 

Mathematical and computer scientists 

Natural scientists 

Health diagnosing occupations 

Health assessment and treating occupations 

Teachers, college and university 

Teachers, except college and university 

Lawyers and judges 

Other professional specialty occupations 



Technical, sales, and administrative support 

Technicians and related support 

Health technologists and technicians 

Engineering and science technicians 

Technicians, except health, engineering, and science 
Sales occupations 

Supervisors and proprietors 

Sales representatives, Unance and business services 

Sales representatives, commodities, except retail 

Sales workers, retail artd personal services 

Sales-related occupations 

Administrative support, including dencal 

Supervisors 

Computer equipment operators 

Secretaries, stenographers, and typists 

Rnanaal records processing 

Mail and message distributing 

Other administrative support, including clencal 



Service occupations 

Pnvate household 

Protective senrtce 

Service, except pnvate household and protective . 

Food service 

Health senrtce 

Cleaning and building sennce 

Personal service 



Precision production, craft, and repair 

Mechanics and repairers 

Constaiction trades 

Other precision production, craft, and repair . 



Operators, fabncators, and laborers 

Machine operators, assemblers, and inspectors 

Manufacturing industries 

Durable goods 

Nondurable goods 

Nonmanufacturing industries 

Transportation and material moving occupations 

Motor vehicle operators 

Other transportation and material moving occupations 

Handlers, equipment cleaners, helpers, and laborers 

Construction laborers 

Other handlers, equipment cleaners, helpers, and laborers 



Farming, forestry, and fishing 

Farm operators and managers 

Other farming, forestry, and fishing occupations . 



Total 



16 years 
and over 



Men 



16 years 
and over 



20 years 
and over 



Women 



16 years 
and Over 



20 years 
and over 



Feb 


Feb. 


Feb. 


Feb. 


Feb 


Feb 


Feb. 


Feb. 


Feb. 


Feb 


1987 


1988 


1987 


1988 


1987 


1988 


1987 


1988 


1987 


1988 


1C9,464 


112,460 


60,337 


61.675 


57.356 


58.626 


49,126 


50.785 


46.232 


47.714 


27,246 


28.621 


15.219 


15.866 


15.142 


15.768 


12.027 


12,755 


1 1 .934 


12,629 


12,725 


13.759 


7.874 


8.372 


7.841 


8,31 £ 


4.851 


5.387 


4 815 


5 336 


567 


547 


344 


331 


344 


331 


224 


216 


222 


216 


8,604 


9,421 


5.672 


6.172 


5.643 


6.126 


2.932 


3.249 


2.907 


3 211 


3.554 


3,791 


1.85€ 


1.86S 


1,854 


1.861 


1.695 


1.922 


1,685 


1.909 


14,521 


14.862 


7.345 


7.494 


7.301 


7.44S 


7.176 


7.36€ 


7.1 19 


7,293 


1,802 


1.775 


1.681 


1.642 


1,677 


1.642 


121 


132 


121 


132 


693 


678 


448 


462 


447 


462 


246 


217 


245 


214 


402 


428 


313 


335 


313 


335 


89 


93 


89 


93 


766 


759 


644 


622 


644 


622 


122 


136 


121 


134 


2.157 


2.111 


337 


325 


336 


325 


1.82C 


1.786 


1,819 


1.782 


718 


711 


458 


440 


458 


438 


26C 


271 


256 


269 


3.718 


3.931 


938 


1.090 


929 


1.084 


2.779 


2.841 


2.752 


2.810 


687 


761 


550 


601 


550 


599 


137 


160 


135 


158 


3.579 


3.708 


1.976 


1.976 


1.947 


1.942 


1.603 


1.732 


1,582 


1.701 


34.519 


35.209 


12.175 


12.485 


11.624 


11.862 


22.344 


22.724 


20.740 


21.069 


3.163 


3.381 


1.602 


1.766 


1.564 


1.740 


1.561 


1.614 


1.542 


1.602 


1.050 


1.123 


127 


169 


127 


167 


923 


954 


914 


948 


1.078 


1.098 


865 


895 


842 


880 


213 


203 


209 


201 


1.035 


1.159 


610 


703 


594 


693 


426 


457 


420 


453 


13.181 


13.376 


6.993 


6.963 


6.660 


6.584 


6.188 


6.413 


5.261 


5.464 


3.567 


3.569 


2.502 


2.447 


2.494 


2.416 


1.065 


1.122 


1.049 


1.096 


2.266 


2.365 


1.386 


1.429 


1.377 


1.412 


880 


936 


846 


901 


1.492 


1.534 


1.246 


1.232 


1.242 


1.227 


246 


301 


242 


289 


5.813 


5.850 


1.848 


1.835 


1.537 


l!5l0 


3.965 


4.015 


3.093 


3.145 


43 


58 


11 


20 


11 


20 


33 


39 


31 


33 


18,175 


18.453 


3.580 


3.756 


3.400 


3.558 


14.595 


1 4.697 


1 3.937 


14.003 


724 


741 


298 


310 


296 


31 1 


426 


431 


422 


427 


812 


869 


283 


312 


267 


296 


528 


556 


503 


529 


5.012 


5.071 


77 


82 


65 


77 


4.935 


4.989 


4.739 


4.790 


2.511 


2.319 


228 


217 


225 


211 


2.283 


2.102 


2.221 


2.057 


940 


917 


590 


591 


554 


561 


350 


326 


329 


31 1 


8.176 


8.536 


2.104 


2.243 


1.993 


2,082 


6.073 


6 293 


5«724 


5888 


14.835 


15.170 


5.953 


5.977 


5.045 


5,148 


8.883 


9.194 


7879 


8 223 


917 


885 


28 


25 


10 


17 


889 


861 


704 


717 


1.875 


1.897 


1.626 


1.641 


1.593 


1 603 


249 


257 


230 


239 


12.044 


12.388 


4.299 


4.312 


3.442 


3,528 


7.745 


8 076 


6 946 


7 266 


5.131 


5.195 


2.025 


2.040 


1.398 


1.450 


3 106 


3 154 


2 538 


2 569 


1.865 


2.033 


196 


250 


179 


239 


1 669 


1 784 


1 588 


1 717 


2.862 


2.831 


1.661 


1.597 


1.510 


1.462 


1.201 


1 234 


1 129 


1 186 


2.186 


2.329 


417 


425 


355 


376 


1.769 


1 904 


1 690 


1 7Qf; 

1 .r 93 


13.232 


13.373 


12.139 


12,243 


11.857 


11.968 


1.093 


1.129 


1.075 


1.101 


4.477 


4.558 


4.330 


4.414 


4.230 


4.325 


147 


145 


148 


145 


4.790 


4.728 


4.714 


4.636 


4.570 


4 520 


76 


92 


76 


AA 

oo 


3.965 


4!086 


3!095 


3!l93 


3!057 


3!l22 


870 


893 


851 


869 


16.803 


17.237 


42,468 


12.728 


11,456 


11.648 


4.335 


4.509 


4.185 


4.254 


7.653 


7.914 


4.526 


4.675 


4.381 


4.526 


3.127 


7.239 


3.051 


3.122 


6.395 


6.590 


3.737 


3.846 


3.623 


3.740 


2.659 


2.745 


2.595 


2.653 


3.527 


3.603 


2.430 


2.463 


2.367 


2.408 


1.097 


1.139 


1.077 


1.111 


2.868 


2.988 


1.306 


1.383 


1.257 


1.332 


1,562 


1.605 


1.518 


1.542 


1.258 


1.324 


790 


829 


758 


786 


468 


495 


456 


469 


4,596 


4.696 


4.158 


4.226 


4.016 


4.089 


438 


469 


432 


446 


3.486 


3.564 


3.085 


3.148 


2.957 


3.024 


401 


416 


395 


392 


1.110 


1.132 


1.073 


1.079 


1.059 


1,065 


37 


54 


37 


54 


4.554 


4.627 


3.784 


3.827 


3.059 


3.033 


770 


800 


702 


687 


561 


684 


543 


675 


495 


613 


17 


9 


17 


4 


3.994 


3.943 


3.241 


3.152 


2.564 


2.421 


753 


791 


684 


683 


2.828 


2.849 


2.383 


2.375 


2.232 


2,213 


445 


474 


420 


437 


1.247 


1.225 


1.059 


1.059 


1.049 


1.045 


188 


166 


187 


166 


1,581 


1.625 


1.324 


1,316 


1.183 


1.l68r 


256 


308 


232 


271 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*23. Employed civilians by occupation, race, and sex 



(Percent distnbution) 





Total 


Men 


Women 


Occupation and race 


Feb. 


Feb. 


Feb. 


Feb. 


Feb. 


Feb 




1987 


1988 


1987 


1988 


1987 


1988 


TOTAL 














Total, 16 years and over (thousands) 


109,464 


112,460 


60,337 


61,675 


49,126 


50.785 




100.0 


1000 


1C0.0 


1000 


100.0 


100.0 


Managena) and professional specialty 


24 9 


25.5 


25 2 


25.7 


24.5 


25.1 




11.6 


12.2 


13.1 


136 


9.9 


106 




13 3 


13.2 


122 


12.2 


14.6 


14.5 


Technical, sales, and administrative support 


31.5 


31.3 


20 2 


20 2 


45.5 


44.7 


Technicians and related support 


2.9 


30 


2.7 


2.9 


3^2 


32 


Sales occupations 


12.0 


11.9 


11.6 


1 1.3 


12.6 


12.6 


Administrative support, including ciencal 


16.6 


16.4 


5.9 


6.1 


29.7 


28.9 


Seivice occupations 


13.6 


13.5 


9.9 


9.7 


18.1 


18.1 


Pnvate household 


.8 


.8 




C\ 


1.8 


1.7 




1.7 


1.7 


2.7 


2.7 


.5 


5 


Service, except pnvate household and protective 


11.0 


11.0 


7.1 


70 


158 


15.9 


Precision production, craft, and repair 


12.1 


11.9 


201 


19.9 


2.2 


2.2 




154 


153 


20 7 


20.6 


8.8 


8.9 


Machine operators, assemblers, and inspectors 


7.0 


7.0 


7.5 


7.6 


6.4 


64 


Transportation and material moving occupations 


42 


4.2 


6.9 


6.9 


.9 


.9 


Handlers, equipment cleaners, helpers, and laborers 


4.2 


4.1 


63 


6.2 


1 6 


1 6 




26 


25 


39 


3.9 


.9 


.9 


Whitt 














Total, 1 6 years and over (thousands) 


95,377 


97,81 C 


53,210 


54,310 


42,167 


43.509 




100.0 


100.0 


100.0 


100 0 


100.0 


100.0 


Managerial arid professional specialty 


25 9 


26 4 


26 3 


26.7 


25.5 


26.1 




12.2 


12.9 


13.6 


14.2 


10.5 


11.2 




13.7 


13.6 


12 6 


12.5 


15.0 


14.9 




31.9 


31.6 


20.4 


*20.4 


46.4 


45.7 


Technicians and related support 


29 


3^0 


2.7 


2.9 


3.2 


ZA 


Sales occupations 


12.6 


12 4 


12.2 


1 1.9 


13.1 


13 1 


Administrative support, including ciencal 


16.4 


16.2 


5.5 


5.7 


3o!l 


294 




12.4 


12.3 


89 


87 


16.8 


16.8 


Pnvate household 


3 




\ } 


\ } 


1.6 


1.5 


Protective service 


1.6 


1.6 


26 


25 


.4 


.5 


Service, except pnvate household and protective 


10.0 


10.0 


6.2 


6.2 


14 7 


14.9 


Precision production, craft, and repair 


12 6 


12.4 


208 


20.5 


2.2 


2.2 


Operators, fatjricators, and lal)orefs 


14.5 


146 


196 


197 


8.1 


8.2 


Machine operators, assemblers, and inspectors 


65 


6.7 


7.1 


7.3 


5.7 


5.8 


Transportation and matenal moving occupations 


4.1 


40 


66 


65 


.9 


.9 


Handlers, equipment cleaners, helpers, and laborers 


39 


3.9 


5.8 


5.8 


1.5 


1.5 




2.7 


2.7 


4.1 


40 


1.0 


1.0 


Black 














Total, 1 6 years and over (thousands) 


10,872 


11,288 


5,405 


5,560 


5.467 


5.728 




100.0 


100.0 


100 0 


100.0 


10O0 


100.0 


Managerial and professional specialty 


14.7 


15.9 


12 7 


14 1 


16.8 


17.6 


Executive, administrative, and managenal 


62 


6.8 


7.0 


7.1 


5.5 


6.5 


Professional specialty 


8.5 


91 


5.8 


7.0 


11.2 


11.1 


Technical, sales, and administrative support 


28.9 


27.9 


17.5 


17.2 


40 2 


38.3 


Technicians and related support 


26 


2.5 


1.9 


1.9 


32 


3.0 


Sales occupations 


7.3 


7.0 


56 


54 


9.0 


85 


Administrative support, including clerical 


19.0 


18.5 


10.0 


9.9 


27.9 


26.8 


Seivice occupations 


23.0 


23.4 


185 


18.3 


27.5 


284 


Pnvate household 


1.7 


1.7 


.1 


1 


3.4 


3.4 




2.8 


2.7 


4.5 


4.7 


1.1 


.8 


Sen/ice, except pnvate household and protective 


18.5 


18.9 


13.9 


13.5 


23.1 


24 2 


Precision production, craft, and repair 


8.8 


88 


15.6 


15.7 


2.0 


2.2 


Operators, fabricators, and laborers 


22.9 


22.5 


32 7 


32.1 


13.3 


13.3 


Machine operators, assemblers, and inspectors 


10.6 


10.0 


11.0 


10.1 


10.1 


100 


Transportation and matenal moving occupations 


5.7 


6.2 


10.5 


11.4 


1.0 


1.3 


Handlers, equipment cleaners, helpers, and laborers 


66 


6.3 


11.1 


10.6 


2.1 


2.1 


Farming, forestry, and fishing 


1.6 


1.4 


30 


2.6 


.3 j 


3 



' Less than 0.05 percent 
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HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-24. Employed civilians by age, tax, and class of worker 

(In thousand^) 



February 1988 



Age and sex 


Nonagnculturai mdustnes 


Agriculture 


Wage and salary workers 


Self- 
employed 
workers 


Unpaid 
family 

u/nrlfOrC 


Wage and 
salary 
workers 


Self- 
employed 


Unpaid 
family 


Total 


Private 
household 
workers 


Government 


Other 


Total, 16 years and over 


101,341 


1,087 


17,270 


82,984 


3 146 




1 t*^\jf 


1 97^ 


7Q 


16 to 19 years 


5,886 


182 


294 


5,409 


47 


C 
D 


1 3 1 


Q 


01 
£1 


16 to 17 years 


2.278 


118 


63 


2,097 


21 


2 


39 


o 


19 


18 to 19 years 


3,607 


64 


232 


3.312 


27 




01 


e 
O 


y 


20 to 24 years 


12,431 


105 


1,213 


1 1,1 13 


303 


12 


c3c 


AR 


A 
** 


25 to 34 years 


30,565 


209 


1 4.456 


25,900 


1 871 


exi 


448 


9fi9 


o 
o 


35 to 44 years 


24,648 


151 


i 5,379 


19,118 




33 




236 


do 


45 to 54 years 


15,846 


134 


3.448 


12,264 


1 732 


52 


1fi7 


9<^1 
£3 1 


1 0 


55 to 64 years 


9.674 


167 


' 2.059 


7,448 


1,246 


23 


122 


274 


2 


55 to 59 years 


5,901 


104 


1 ,289 


4 508 


711 


14 


66 


145 


2 


60 to 64 years 


3,773 


63 


770 


2 940 


535 


Q 


DO 


1 '^0 
1 «3v 






2,291 


139 


420 


1.732 




Q 




193 




Men, 16 years and over 


54,101 


1^ 


8.064 


45.928 




OA 


1 n7Q 

1 ,\lfyf 


I.UOO 


£J 


16 to 19 years 


2,872 


3^ 


117 


2,723 


30 


c 

3 


1 1 A 
1 lO 


Q 


1 3 


16 to 17 years 


1.127 


20 


17 


1.090 


1 0 


i 
1 




o 
o 


in 


18 to 19 years 


1.745 


11 


100 


1,633 


20 


5 


f 3 


7 


c 
3 


20 to 24 years 


6.243 


8 


526 


5,709 


177 


e 

Q 




Ai 
** 1 




25 to 34 years 


16.666 


29 


2,081 


14.557 


1 187 


3 


033 


OA A 


A 


35 to 44 years 


13,154 


13 


2,521 


1o!621 


1 551 


2 


1 Of 






45 to 54 years 


8,556 




1,607 


6,951 


1 154 


7 


1 lO 






55 to 64 years 


5,368 


13 


1,017 


4.339 


900 




95 


233 


- 


55 to 59 years 


3,283 


9 


641 


2,632 


502 




51 


120 




60 to 64 years 


2,085 


4 


375 


1,706 


398 




44 


113 




65 years and over 


1.240 


16 


196 


1,028 


383 


2 


46 


167 


2 


Women, 16 years and over 


47,240 


978 


9.205 


37,056 


2,764 


189 


327 


208 


57 


16 to 19 years 


3,014 


151 


177 


2,686 


17 


1 


34 




6 


16 to 17 years 


1,151 


98 


46 


1,007 


11 


1 


18 




2 


18 to 19 years 


1,863 


52 


131 


1,679 


6 




16 




4 


20 to 24 years 


6.187 


96 


687 


5,404 


126 


6 


55 


6 


4 


25 to 34 years 


13,899 


180 


2,375 


11.343 


684 


54 


94 


48 


4 


35 to 44 years 


11,494 


139 


2,856 


8.497 


645 


53 


61 


37 


26 


45 to 54 years 


7.290 


136 


1,841 


5.313 


578 


46 


54 


49 


13 


55 to 64 years 


4,306 


154 


1.043 


3.110 


346 


23 


26 


41 


2 


55 to 59 years 


2.618 


95 


648 


1,876 


209 


14 


15 


25 


2 


60 to 64 years 


1.688 


59 


395 


1,234 


137 


9 


12 


17 




65 years and over 


1.050 


123 


223 


70^ 


168 


7 


3 


26 


1 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*25. Emptoytd clvlliana by Induatry and occupation 

(tn thousands) 



Industry 



February 1988 



Total 
em- 
ployed 



Managerial and 
professional 
specialty 



Executive, 
adminis* 
trative, 
and 
mana- 
gerial 



Profes- 
sional 
spedalty 



Technical, sates, and 
administrative 
support 



Techni- 
aans 
and 
related 
support 



Sales 



Adminis- 
trative 
support, 
including 
clencal 



Service 
occiipations 



Pnvate 
house- 
hold 



Other 
service^ 



Precj- 
ston 
produc* 
tion, 

craft, 
and 

repair 



Operators, 
fabncators, 
and laborers 



Machine 
oper- 
ators, 

assem- 
blers, 
and 

inspec- 
tors 



Transpor- 
tation 
and 
material 
moving 



Handlers, 
equipment 
cleaners, 
helpers, 

and 
laborers 



Farming, 
forestry, 
and 
fishing 



Agriculture 

Mining 

Construction 

Manufacturing 

Durable goods 

Nondurable goods 

Transportation and public 

utilities 

Wholesale and retail trade 

Wholesale trade 

Retail trade 

Finance, insurance, and 

real estate 

Services 

Private households 

Other service industries . 
Professional sen^s ... 
Public administration 



2,760 
800 

6,657 
20,907 
12,393 

8,514 

8,156 
23,105 

4,590 
18,515 

7,661 
36,773 

1.093 
35,680 
23,985 

5,242 



76 
137 
912 
2,403 
1,502 
901 

887 
1,959 

531 
1,428 

1,947 
4,303 
1 

4,302 
2,387 
1,136 



62 
67 
139 
1,711 
1,134 
577 

445 
427 
86 
341 

205 
11,066 
8 

11,080 
9,889 
718 



29 
49 
48 
668 
443 
225 

272 
86 
34 
53 

146 
1,846 
6 

1,840 
1,503 
236 



9 
13 
84 
758 
298 
459 

305 
9,465 
1,759 
7,706 

1,841 
860 

861 
165 
40 



90 
108 
464 
2,369 
1,356 
1,014 

2.222 
2,361 
841 
1,521 

3,146 
6,276 
6 

6,267 
4,563 
1,416 



885 
885 



11 
5 

24 
337 
184 
153 

271 
4,262 
47 
4,215 

344 

7,709 
103 
7,607 
4,413 
1,322 



49 
254 
3,933 
4,007 
2,815 
1,192 

1,343 
1,538 
341 
1,197 

139 
1,882 
7 

1,875 
414 
228 



14 
22 
96 
6,590 
3,603 
2,968 

134 
309 
136 
172 

14 
706 

709 
190 
24 



48 
112 
394 
637 
397 
439 

1.632 
907 
440 
467 

12 
506 

15 
491 
294 

46 



14 
29 
746 
1,138 
577 
561 

441 
1,767 

368 
1,399 

24 
428 

28 
400 
100 

41 



2,359 
1 

15 
88 
83 
4 

4 

25 
8 
17 



280 
33 

248 
68 
34 



Includes protective service, not shown separately. 



A*26« Employtd cMllana with a Job but not at work by raaaon, aax, and pay atatua 

(In thousands) 



Reason not working and sex 



Alt 
Industries 



Feb. 
1987 



Feb. 
1988 



Nonagricultural industries 



Total 



Feb. 
1987 



Feb. 
1988 



Wage and salary workers' 



Paid absences 



Feb. 
1987 



Feb. 
1968 



Unpaid absences 



Feb. 
1987 



Feb. 
1988 



Total. 16 years and over ... 

Vacation 

Illness 

Bad weather 

Industrial dispute 

All other reasons 

Men, 16 years and over 

Vacation 

Illness 

All other reasons* 

Women, 16 years and over 

Vacation 

Illness 

All other reasons* 



4,004 
1,331 
1,417 

234 
29 

993 

2,162 
762 
721 
679 

1.842 
570 
696 
576 



4.210 
1.316 
1.518 
313 
20 
1.044 

2.322 
770 
785 
767 

1.888 
546 
732 
609 



3.859 
1.302 
1.386 

198 
29 

943 

2.043 
740 
694 
608 

1.817 
562 
693 
562 



4.012 
1.267 
1.471 

265 
20 

990 

2.164 
738 
747 
680 

1.847 
529 
724 
594 



1.646 
869 
524 

253 

877 
505 
268 
104 

769 
364 
256 
149 



1.606 
788 
579 

23d 

662 
458 
306 



744 

330 
272 
141 



1.653 
263 
722 

ft 

648 

792 
133 
345 
314 

860 
150 
377 
334 



1.815 
315 
754 

ft 

ft 
746 

895 
168 
366 
361 

921 
147 
389 
385 



^ Excludes private household workers. 

' Pay sUtus not available separately for bad weather and industrial 
dispute: these categories are included in all other reasons. 



* Includes bad weather and industrial dispute, not shown separately. 
NOTE: Estimates for "all other reasons" by pay status may be biased 
because of high response va-iance; data should be used with caution. 
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HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 



A*27. Persons at work by hours of work and type of industry 



Hours of work 


February 1988 


Thousands of persons 


Percent distribution 


Alt 
industnes 


Agnculture 


Nonagncultural 
industnes 


All 
industnes 


Agnculture 


Nonagncultural 
industnes 


Total, 16 years and over 


108.249 


2,^61 


105,688 


100 0 


100.0 


100.0 


1 to 34 hours 


27,897 


884 


27,014 


25.8 


34.5 


25.6 


1 to 4 hours 


914 


32 


882 


8 


1 2 


.8 


5 to 14 hours 


5.028 


231 


4.797 


4.6 


9.0 


45 


15 to 29 hours 


13.297 


411 


12.886 


123 


16.0 


12.2 


30 to 34 hours 


8.658 


210 


8,449 


8.0 


8.2 


8.0 


35 hours and over 


80.351 


1,677 


78,674 


74.2 


65.5 


74.4 


35 to 39 hours 


7,211 


131 


7,080 


67 


51 


6.7 


40 hours 


42,232 


516 


41,716 


39.0 


20.1 


39 5 


41 hours and over 


30,908 


1.030 


29,878 


28 6 


40.2 


28.3 


41 to 48 hours 


1 1,127 


243 


10,884 


103 


9.5 


10.3 


49 to 59 hours 


11.5i5 


293 


11,222 


106 


11.4 


10.6 


60 hours and over 


8,266 


494 


7,772 


7.6 


193 


7.4 


Average hours, total at work 


38.8 


40.8 


38.7 








Average hours, workers on fuH-time schedules 


43.3 


48.5 


43.2 









A-28. Persons at work 1 to 34 hours by reason for working less than 35 hours, type of industry, and usual status 



(Numbers In thousands) 



Reason for working less than 35 hours 


February 1988 


All industries 


Nonagncultural industnes 


Total 


Usually 
work 
full time 


Usually 
work 
part time 


Total 


Usually 
work 
full time 


Usually 
work 
part time 


Total, 16 years and over 


27.897 


8.990 


18.908 


27.014 


8.647 


18.367 


Economi^ reasons 


5,377 


1,915 


3,462 


5.117 


1.805 


3.312 


Slack work 


2,661 


1,589 


1,072 


2.504 


1.484 


1.020 


Material shortages or repairs to plant and equipment 


47 


47 




45 


45 




New job started during week 


203 


203 




200 


200 




Job terminated dunng week 


75 


75 




75 


75 




Could find only part-time work 


2,390 




2.390 


2.292 




2.292 


Other reasons 


22,520 


7,074 


15.446 


21.897 


6.842 


15.055 


Does not want, or unavailable for, full-time work 


12,939 




12.939 


12.647 




12.647 


Vacation 


1,064 


1,064 




1.052 


1.052 




Illness 


2.004 


1,850 


154 


1.959 


1.820 


139 


Bad weather 


1,304 


1.304 




1.224 


1.224 




Industrial dispute 


2 


2 




2 


2 




Legal or religious holiday 


1,301 


1,301 




1.293 


1.293 




Full time for this job 


1.699 




1.699 


1.662 




1.662 


All other reasons 


2.209 


1,554 


655 


2.059 


1.451 


608 


Average hours: 














Economic reasons 


22.0 


24.3 


20.7 


221 


24.4 


20.8 


Other reasons 


21.4 


26.8 


18.9 


21.5 


26.9 


19.0 


Worked 30 to 34 hours: 














Economic reasons 


1,712 


872 


840 


1.637 


822 


815 




6,946 


4.103 


2.843 


6.812 


4.009 


2.803 



HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*29. Persons at work in nonagrlcuiturai Industries by class of vtorker and full- or part-time status 

(Numbers in thousands) 



February 1988 



Industry 


Total 
at 


On part 
time 
for 

reasons 


On 
voluntary 

lidil lillio 


On full-time schedules 


total' 
at work 


Average 
hours, 
workers 

Oil lUil'llllitJ 

schedules 


Total 


K/\i irfi 

or less 


** 1 lO HO 

hours 


49 hours 
or more 




105,688 


5,117 


15,055 


85,516 


55,638 


10,884 


18,994 


38 7 


43,2 


Wage and salary workers 


97,868 


4,383 


13,682 


79,803 


53,010 


10,348 


16,445 


38.7 


42.9 




739 


7 


22 


f\\j 


OO** 


Ice 


onA 


45.6 


46 5 


1911 U\«U\/I 1 aaaaaaaa aaaaaaa aaaaaa aaaa aaaa 


5 264 


438 


240 


4,586 


3,326 


483 


777 


38 7 


41 4 




19,848 


540 


683 


18,625 


11,897 


3.078 


3,650 


41.7 


43.0 


Durable goods 


11,769 


228 


287 


11,254 


7,157 


1.867 


2,230 


42.2 


43.1 


Nondurable goods 


8.079 


311 


396 


7,372 


4,741 


1.211 


1,420 


41.1 


42.9 


Transportation and public utilities 


7,446 


218 


417 


6,811 


4,443 


863 


1,505 


41.7 


43.6 


Wholesale and retail trado 


20,610 


1,532 


4,959 


14,119 


8,555 


2,016 


3,548 


36 4 


43.9 


Finance, insurance, and real estate 


7,069 


1 5 


672 


6,282 


4,438 


758 


1,086 


39 6 


42.0 




31,832 


1.472 


6,386 


23,974 


16,411 


2.574 


4,989 


36.9 


42 7 




1,043 


155 


447 


441 


282 


52 


107 


26.7 


45.4 


All other industries 


30,789 


1,317 


5,939 


23,533 


16,129 


2,522 


4.882 


37.2 


42 6 




5.059 


61 


304 


4.694 


3,557 


452 


685 


40.0 


41.6 


Self«employed workers 


7,607 


720 


1,299 


5,588 


2,542 


527 


2,519 


40 0 


48.0 


Unpaid family workers 


213 


13 


74 


126 


86 


9 


31 


34.5 


43.5 
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HOUSEHOLD DATA 

NOT SEASONALLY ADJUSTED 

A-30. Persons it work In nonagricultural Industries by sex, age, race, marital atatuSt and full- or part-time statue 

(Numbers in ttKHJsands) 



Sex, age, race, and marital status 



February 19B6 



TOTAL 

Total, 16 years and over ... 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 44 years 

45 to 64 years 

65 years and over 



Men, 16 years and over . 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 44 years 

45 to 64 years 

65 years and over 



Women, 16 years and over . 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 years and over 

20 to 24 years 

25 years and over 

25 to 44 years 

45 to 64 years 

65 years and over 



RACE 

White, 16 years and over . 

Men 

Women 



Black. 16 years and over . 

Men 

Women 



Total 
at 
work 



MARITAL STATUS 

Men, 16 years and over: 

Married, spouse present 

Widowed, divorced, or separated 
Slr)gle (never married) 

Women, 16 years and over: 

Married, spouse present 

Widowed, divorced, or separated 
Single (never married) 



105,688 
5,770 
2,222 
3,548 
99,919 
12,447 
87,473 
57,579 
27,269 
2,624 

57,342 
2,817 
1,099 
1,718 
54,525 
6,271 
48,253 
31,579 
15,204 
1,470 

48,346 
2,952 
1,123 
1,829 
45.394 
6,175 
39,216 
26,000 
12,065 
1,154 



91,758 
50,403 
41.356 

10,697 
5,201 
5,497 



37,017 
5,686 
14,639 



26,917 
9,314 
12,115 



On part 
time for 
economic 
reasons 


On 
voluntary 
part time 


On full-time schedules 


Average 


Average 
hours. 

workers 
on full'time 
schedules 


Total 


40 hours 
or less 


41 hours 
or more 


hours, 
total 
at work 


5,117 


15,055 


85,516 


55,638 


29.878 


38.7 


43.2 


425 


3,558 


1,787 


1.411 


376 


23.8 


39.9 


66 


1,964 


192 


159 


33 


16.8 


36.8 


359 


1,594 


1,595 


1.253 


342 


28.2 


4f).3 


4,692 


11,497 


83,730 


54,228 


29.503 


39.6 


43 3 


968 


2,331 


9,1 48 


6,547 


2.601 


36.2 


42. D 


3,725 


9,166 


74,582 


47,680 


26.902 


40.1 


43. i 


2,471 


5,099 


50,009 


31,465 


18.544 


Af\ a 
w.o 




1,133 


2.820 


23,316 


15,319 


7.997 


40.0 


4G.3 


122 


1,246 


1,256 


897 


359 


29.2 


42.5 


2.413 


4,557 


50,372 


29,248 


21.124 


41 7 


44.7 


179 


1,701 


937 


714 


223 


24.8 


40.6 


35 


949 


115 


94 


21 


17.8 


37.2 


144 


752 


822 


620 


202 


29.3 


41.1 


2,234 


2.856 


49,435 


28,533 


20.902 


42.6 


44.8 


497 


977 


4,797 


3.166 


1.631 


37.7 


43.1 


1,738 


1,879 


44,636 


25,366 


19.270 


43.2 


45.0 


1,206 


747 


29.626 


16.363 


13.263 


43.9 


45.2 


464 


536 


14,204 


8,457 


5.747 




AA A 


67 


596 


807 


546 


261 


31.5 


43.2 


2,704 


10,499 


35,143 


26.389 


8.754 


35.3 


41.0 


245 


1,857 


850 


697 


153 


22.8 


39.1 


30 


1,016 


77 


65 


12 


I9.P 


38.2 


215 


841 


773 


631 


142 


27 2 


39.4 


2,458 


8,642 


34,294 


25.693 


8.601 


36.1 


41.1 


471 


1.355 


4,349 


3.378 


971 


34.7 


40.7 


1,988 


7,287 


29,943 


22.314 


7.629 


36.3 


41.2 


1,263 


4.353 


20,384 


15.103 


5.281 


36.8 


41.2 


669 
55 


2,284 


9,112 


6.862 


2.250 


36.2 


41.2 


650 


449 


352 


97 


26.3 


41.2 


4,182 


13.568 


74,008 


46.808 


27.200 


38.8 


43.5 


2,014 


4,004 


44,385 


24.999 


19.386 


41.9 


45.0 


2,168 


9,565 


29,623 


21.811 


7.812 


35.1 


41.2 


773 


1,028 


8,896 


S.983 


1.913 


37.9 


41.3 


331 


360 


4,510 


3.301 


1.209 


39.7 


42.5 


441 


668 


4,388 


3,683 


705 


36.1 


40.0 


1,085 


1,288 


34,644 


19.252 


15.392 


43.6 


45.2 


324 


255 


5,107 


2.957 


2.150 


42.5 


44.9 


1.004 


3,014 


10,621 


7.040 


3.581 


36.5 


43.2 


1,390 


6.100 


19,427 


14.856 


4.571 


35.1 


40.8 


556 


1,182 


7,576 


5.482 


2.094 


37.7 


41.5 


757 


3,216 


8,142 


6.054 


2.088 


33.7 


41.2 



3i" 
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HOUSEHOLD DATA 
NOT SEASONALLY ADJUSTED 



A*31. Persons at work in nonfarm occupations by sex and f uii- or part-time status 

(Numbers in thousands) 



February 1988 



Occupation and sex 


Total 

at 
work 


On part 
time for 
economic 
reasons 


On 
volun- 
tary 
part 
time 


On full-time schedules 


Average 
hours, 
total 
at work 


Average 
hours, 
workers 
on full- 
time 
sched- 
ules 


Total 


40 
hours 
or less 


41 to 48 
hours 


49 
hours 
or more 


Total, 16 years and over' 


105,611 


5,109 


15.045 


85.458 


55.518 


10.887 


19,052 


38.8 


43.2 


Managerial and professional specialty 


27,753 


554 


2,640 


24,559 


13,673 


3.113 


7,774 


41.9 


44.9 


Executive, administrative, and managenal 


13,327 


208 


687 


12.432 


6,462 


1,599 


4,371 


44.1 


45.8 


Professional specialty 


14.426 


347 


1,953 


12!l27 


7^211 


l!5l3 


3^403 


40.0 


44.0 


Teclinical, sales, and administrative support 


34,102 


1,352 


6.245 


26.505 


18,415 


3,103 


4,987 


37.4 


42.4 


Teclinictans and related support 


3.258 


32 


431 


2,796 


1^972 


363 


460 


39.2 


42.3 


Sales occupations 


12,939 


764 


2,752 


9.423 


4,973 


1,172 


3.277 


38.7 


45.6 


Administrative support, including clencal 


17,905 


556 


3,062 


14,286 


11.469 


1.569 


1,249 


36.1 


40^3 


Service occupations 


14,543 


1,394 


4,161 


8.989 


6,549 


967 


1.473 


33.3 


42.2 




849 


120 


380 


349 


223 


38 


87 


26.2 


45.3 




1.813 


52 


190 


1.571 


963 


241 


367 


41.1 


44 5 


Service, except private household and protective 


11.882 


1,222 


3,591 


7,069 


5,362 


688 


1,019 


32.6 


41.5 


Precision production, craft, and repair 


12,768 


687 


469 


11.612 


7,497 


1,666 


2,450 


41.2 


43.1 


Operators, fabricators, and laborers 


16,444 


1,121 


1,531 


13.793 


9,386 


2.038 


2,369 


39.1 


42.7 


Machine operators, assennblers, and inspectors 


7,594 


391 


341 


6,862 


4,890 


1,101 


871 


39.9 


41.7 


Transportation and material moving occupations 


4,409 


247 


373 


3.788 


2,123 


542 


1,124 


42.2 


45.7 


Handlers, equipment deaners, helpers, and laborers 


4,442 


483 


817 


3,142 


2,373 


395 


374 


34.7 


41 1 




57.155 


2,398 


4,519 


50,238 


29.085 


6.830 


14,322 


41.7 


44 8 


Managenal and professional specialty 


15,467 


304 


793 


14,370 


6.863 


1.781 


5,726 


44.8 


46.8 


Executive, administrative, and managenal 


8.118 


145 


270 


7,703 


3,423 


972 


3,308 


46.1 


47.5 




7,349 


159 


523 


6.668 


3,440 


809 


2,418 


43.4 


46.1 


Technical, sales, and administrative support 


12,112 


299 


1,187 


10,625 


5,825 


1,439 


3,3*>1 


42.2 


45.3 


Technicians and related support 


1,702 


13 


129 


1^560 


l!o21 


218 


321 


41^4 


43.4 


Sales occupations 


6,754 


200 


636 


5,918 


2.608 


750 


2,560 


44.1 


47.5 


Adnwnistrative support, including clerical 


3,656 


86 


422 


3.148 


2.196 


472 


479 


39^0 


42.2 




5.756 


389 


1.157 


4,210 


2,901 


500 


809 


36.8 


43 5 


Private household 


23 


3 


16 


4 


4 


- 


- 


0 


0 




1,573 


32 


118 


1.423 


870 


211 


342 


42.4 


44.7 


Service, except private household and protective 


4,159 


354 


1,022 


2.783 


2,027 


290 


467 


34.8 


42.8 


Precision production, craft, and repair 


11,663 


619 


347 


10.717 


6,813 


1,557 


2.347 


41.5 


43.3 


Operators, fabricators, and laborers 


12.137 


788 


1,035 


10,314 


6.682 


1,552 


2,080 


39.9 


43.4 


Machine operators, assemblers, and inspectors 


4.505 


186 


140 


4,180 


2.602 


711 


667 


41.2 


42.7 


Transportation and matenal moving occupations 


3.959 


204 


230 


3,525 


1.934 


513 


1.078 


43.1 


45.9 


Handlers, equipment deaners, helpers, and laborers 


3,673 


398 


665 


2.610 


1,947 


329 


335 


34.8 


41.2 


Women, 16 years and over' 


48,456 


2,710 


10,526 


35,220 


26.433 


4,057 


4.731 


35.3 


41 0 


Managerial and professional specialty 


12,286 


251 


1,847 


10,189 


6.809 


1,332 


2,043 


384 


42 2 


Executive, administrative, and managerial 


5,209 


63 


417 


4,730 


3.039 


627 


1.063 


41.0 


43.0 




7,077 


188 


1,430 


5,459 


3,770 


704 


985 


36.4 


41.5 


Technical, sales, and administrative support 


21,990 


1,054 


5,057 


15.880 


12.589 


1.664 


1,626 


34.8 


40.4 




1,556 


19 


301 


1.236 


951 


145 


139 


36.8 


40.9 


Sales occupations 


6,185 


565 


2.116 


3,505 


2,365 


422 


717 


32.8 


42 5 


Administrative >. pport, including ciencal 


14,249 


470 


2,640 


11,139 


9,272 


1,097 


770 


35.4 


39.7 


Senrtce occupations 


8,787 


1,005 


3,004 


4,778 


3,647 


467 


664 


31.0 


41.0 




825 


117 


364 


344 


219 


38 


87 


26.5 


45.3 




240 


20 


72 


148 


92 


30 


25 


32.3 


42.0 


Service, except private household and protective 


7,722 


868 


2,569 


4,286 


3.335 


398 


552 


31.4 


40 7 


Precision production, craft, and repair 


1,085 


68 


122 


895 


684 


108 


103 


37.5 


41.0 


Operators, falKicators, and laborers 


4,307 


333 


496 


3,478 


2,703 


486 


289 


37.0 


40.5 


Machine o(>erator8, assemblers, and inspectors 


3,089 


206 


201 


2,682 


2,088 


390 


204 


38.1 


40.2 


Transportation and material moving occupations 


450 


43 


143 


264 


189 


29 


46 


34.1 


42.5 


Handlers, equipment deaners, helpers, and laborers | 


769 


84 


152 


532 


426 


67 


39 


34.4 


40.7 



' Exdudes fanning, forestry, and fishing occupations ^ Data not shown where base is less than 75.000. 
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HOUSEHOLD DATA 
SEASONALLY ADJUSTED 

A-32. rmployment status of the noninstitutional population, including Armed forces stationed In th^^ United States, by sex, 
seasonally adjusted ' 

(Uiimbers in thousands) 



Employment status and sex 



TOTAL 

Noninstitutional population* 

Labof fofce' 

Percent of population' 

Total employed' 

Employment-population ratio* . 

Resident Armed Forces 

Civilian employed 

Agriculture 

Nonagncultural industnes 

Unemployed 

Unemployment rate* 

Not in lat)or fdrce 



RIen 

Noninstitutional population' 

LabOf force' 

Percent of population' 

Total employed' 

Employment- population ratio' 

Resident Armed Forces 

Civilian employed 

Unemployed 

Unemployment rate* 

Not in labor force 



Womtn 

Noninstitutional population' 

Labor force' 

Percent of population' 

Total employed' 

Employment-population ratio' 

Resident Armed Fdrces 

Civilian employed 

Unemployed 

Unemployment rate* 

Not in labor force 



1987 



1988 



of the Armed Forces stationed in *the United 



' includes members 
States. 

' Labor force as a percent of the noninstitutional population. 
Total employment as a percent of the noninstitutional population. 
Unemployment as, a percent of the labor force (including the resident 



Fob. 


Mar. 


Apr. 


May 


June 


July 


Aug 


Sept. 


Oct. 


Nov. 


Dec 


Jan 


Feb. 


. 183,738 


183,915 


184,079 


184,259 


184,421 


184,605 


184,738 


184,904 


185,052 


185,225 


185,370 


185,571 


185,705 


120,970 


120,982 


121,098 


121,633 


121,326 


121,610 


ip:?ai2 


121.706 


122,128 


122.349 


122,472 


122,924 


123,084 


65.8 


65.8 


65.8 


66.0 


65.8 


65 9 


66.1 


658 


66.0 


66.1 


6b. 1 


66.2 


66.3 


113,084 


113,191 


113,541 


114,060 


114,018 


114.' . 


n 4,786 


114,615 


114,951 


115,259 


115,494 


115,878 


116,145 


61.5 


61.5 


61.7 


61.9 


61.8 




62.1 


62 0 


62.1 


62 2 


62.3 


62.4 


62.5 


1,740 


1,736 


1.735 


1,726 


1,718 


1,720 


1,736 


1,743 


1,741 


1,755 


1,750 


1,749 


1,736 


. 111,344 


111,455 


111,806 


112,334 


112,300 


112,639 


113,050 


112,872 


113,210 


113,504 


113,744 


114,129 


114,409 


3,225 


3,237 


3,250 


3,269 


3,192 


3,212 


3,143 


3,184 


3,249 


3,172 


3,215 


3,293 


3,228 


. 108,119 


108,218 


108,556 


109,065 


109,108 


109,427 


109,907 


109,688 


109,961 


110,332 


110,529 


110,836 


111,182 


7,886 


7,791 


7,557 


7,573 


7,308 


7,251 


7,256 


7,091 


7,177 


7,090 


6,978 


7,046 


6,938 


6.5 


6.4 


6.2 


6.2 


6.0 


6.0 


5.9 


5.8 


5.9 


5.8 


5.7 


5.7 


56 


62,768 


62,933 


62,981 


62,626 


63 09, 


62 995 


62 696 


IQA 
vO, I90 




Oc,OrO 


CO QQQ 


62,647 


62,621 


. 88,099 


88,186 


88,271 


88,361 


88,442 


88,534 


88,598 


88,663 


88,756 


88,849 


88,924 


89,033 


89,099 


. 67,655 


67,590 


67,604 


67.802 


67,623 


67,671 


67,937 


67,776 


67,947 


66,019 


66,030 


66,243 


66,343 


768 


76.6 


76.6 


76.7 


76.5 


76.4 


76.7 


76.4 


76.6 


76.6 


76.5 


76.6 


76.7 


. 63,281 


63,263 


63,390 


63,543 


63,543 


63,711 


63,916 


63,949 


64,048 


64,174 


64,245 


64,396 


64,636 


71.8 


71.7 


71.8 


71.9 


71.8 


72.0 


72.1 


72.1 


72.2 


72.2 


72.2 


72.3 


72.5 


1,584 


1,575 


1,575 


1,566 


1.559 


1,561 


1,575 


1,581 


1,580 


1,593 


1,589 


1,588 


1,577 


. 61,697 


61,688 


61,815 


61,977 


61,984 


62,150 


62,341 


62,366 


62,466 


62,581 


62,656 


62,808 


63,059 


4,374 


4,327 


4,214 


4,259 


4,080 


3,960 


4,021 


3,827 


3,899 


3,845 


3,785 


3,847 


3,707 


6.5 


6.4 


6.2 


6.3 


6.0 


5.9 


5.9 


5.6 


5.7 


5.7 


5.6 


5.6 


5.4 


. 20,444 


20,596 


20,667 


20,559 


20.819 


20,863 


20,661 


20,907 


20,809 


20,830 


20,894 


20,790 


20.756 


95,639 


95,729 


95,808 


95,898 


95,979 


96,071 


96.140 


96,221 


96,295 


96,376 


96,446 


96,538 


96,606 


. 53,315 


53,392 


53,494 


53,831 


53,703 


53,939 


54,105 


53,930 


54,181 


54,330 


54,442 


54,681 


54.740 


55.7 


55.8 


55.8 


56.1 


56.0 


56.1 


56.3 


56.0 


56.3 


56.4 


56.4 


56.6 


56.7 


. 49,803 


49,928 


50,151 


50,517 


50,475 


50,648 


50,870 


50,666 


50,903 


51,085 


51,249 


51,482 


51,509 


52.1 


52.2 


52.3 


52.7 


52.6 


52.7 


52.9 


52.7 


52.9 


53.0 


53.1 


53.3 


53.3 


156 


161 


160 


160 


159 


159 


161 


162 


161 


162 


161 


161 


159 


49,647 


49,767 


49,991 


50,357 


50,316 


50,489 


50,709 


50,504 


50,74^ 


50,923 


51,088 


51,321 


51.350 


3,512 


3,464 


3,343 


3,314 


3,228 


3,291 


3,235 


3,264 


3,278 


3,245 


3,193 


3,200 


3,231 


6.6 


6.5 


6.2 


6.2 


6.0 


6.1 


6.0 


6.1 


6.1 


60 


5.9 


5.9 


5.9 


42,324 


42,337 


42,314 


42,067 


42,276 


42.132 


42,035 


42,291 


42,114 


42,046 


42,004 


41,857 


41,866 



Armed Forces). 

NOTE: The populatior. ind Armed Forces figures are not adjusted for 
seasonal variation. Detail for the seasonally adjusted data shown in 
tables A-32 through A-41 will not necessanly add to totals because of the 
independent seasonal adjustment of the vanous series. 




HOUSEHOLD DATA 
SEASONALLY ADJUSTED 



A*33. Employment stir >U8 of the civilian noninttltutlonal population by tex and age, seasonally adjusted 

(Numbers in thousands) 



Employment status, 



sex, and age 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb 


TOTAL 




























Civilian noninstitutional population^ 


181,998 


182,179 


182,344 


182,533 


182.703 


182,885 


183,002 


183,161 


183,311 


183,470 


183,620 


183,822 


183,969 


Civilian labor force 


119,230 


119.246 


119,363 


119.907 


119,608 


119,890 


120,306 


119,963 


120,387 


120,594 


120.722 


121,175 


121,348 


Percent of population 


65.5 


65.5 


65.5 


65.7 


65.5 


65.6 


65.7 


65 5 


65.7 


65.7 


65.7 


65.9 


66 0 


Employed 


111,344 


111.455 


111,806 


112,334 


112,300 


112,639 


113,050 


112,872 


113,210 


113.504 


113,744 


114,129 


114.409 


Employment'population ratio' 


61.2 


61.2 


61.3 


61.5 


61.5 


61.6 


619 


61.6 


61.8 


61.9 


61.9 


62.1 


622 


Unemployed 


7.686 


7.791 


7,557 


7,573 


7,308 


7,251 


7,256 


7,091 


7,177 


7,090 


6,978 


7,046 


6,938 




o.o 


O.D 


O.J 


O.o 


A 1 
0. 1 


o.u 


o.u 


Q 


o.u 


Q 


O.O 


0 O 


1% 7 


MNViii *v y vw* ■nil wvvr 




























Civiiian noninstitutional population' 


79,216 


79,303 


79,387 


79,474 


79.536 


79.625 


79,668 


79,740 


79.807 


79,885 


80.002 


80,120 


80.203 


Civilian labor force 


51,930 


61,933 


61.970 


62,129 


62.054 


62,106 


62,083 


62,085 


62,211 


62,299 


62,248 


62.440 


62.696 


Percent of population 


78.2 


78.1 


78.1 


78.2 


78.0 


78.0 


77.9 


77.9 


78.0 


78.0 


77.8 


77.9 


782 


Emplcyeo 


58,324 


58,380 


58,516 


58,673 


58.632 


58,783 


58,825 


58,^' 


59,037 


59,164 


59.185 


59.287 


59.625 


Employment-population ratio' 


73.6 


73.6 


73.7 


73.8 


73.7 


73.8 


73.8 


73.9 


74.0 


74.1 


74.0 


74.0 


74.3 


Agriculture 


2,317 


2,361 


2,378 


2,383 


2.316 


2.333 


2,289 


2,345 


2.343 


2,297 


2.298 


2.323 


2.280 


Nonagrlcultural industnes 


56,007 


56,019 


56,138 


56,290 


56.316 


56,450 


56,536 


56,622 


56,694 


56,867 


56.887 


56,964 


57.344 


Unemployed 


3,606 


3.553 


3,454 


3,456 


3,422 


3,323 


3,258 


3,118 


3,174 


3,135 


3.063 


3.154 


3.071 


Unemployment rate 


5.8 


5.7 


5.6 


5.6 


5.5 


5.4 


5.2 


5.0 


5.1 


5.0 


4.9 


5.1 


4.9 


Nnt in loK/\r fnrcA 


17 9AA 


17 '^7n 


17,417 


17 345 


17 482 


17 519 






17 (iOA 


17 586 


17 754 


17 680 


17 507 






























Civilian noninstitutional population' 


88,237 


88,321 


88,395 


88,464 


88,546 


88,632 


88,685 


88,785 


88,843 


88,923 


89.010 


89.110 


89.178 


Civilian labor force 


49,343 


49,414 


49,494 


49,728 


49,722 


49,886 


49,969 


49,922 


50,095 


50,254 


50.361 


50.558 


50,640 


Percent of population 


55.9 


55.9 


56.0 


56.2 


56.2 


56.3 


56.3 


56.2 


56.4 


56.5 


56 6 


56.7 


56.8 




46,485 


46,582 


46,761 


47,028 


47,088 


47,206 


47,308 


47,251 


47,480 


47.634 


47,750 


47.977 


48.005 


Employment-population ratio' 


52.7 


52.7 


52.9 


53.2 


53.2 


53.3 


53.3 


53.2 


53.4 


53.6 


53.6 


53.8 


53.8 


Agriculture 


634 


602 


603 


629 


619 


620 


609 


600 


636 


636 


643 


646 


654 


Nonagncultural industnes 


45,851 


45,980 


46,158 


46,399 


46,469 


46,586 


46,699 


46,651 


46.844 


46,998 


47.107 


47.331 


47.351 


Unemployed 


2,858 


2,832 


2,733 


2,700 


2,634 


2,680 


2,661 


2,671 


2,615 


2,620 


2.611 


2.581 


2.635 


Unemployment rate 


5.8 


5.7 


5.5 


5.4 


5.3 


5.4 


5.3 


5.4 


5.2 


5.2 


5.2 


5.1 


5.2 


Not in labor force 


38,894 


38,907 


38,901 


38,736 


38.824 


38,746 


38,716 


3d,863 


38,748 


38.669 


38.649 


38.552 


38.538 


Both stxet, 16 to 19 years 




























Civilian noninstitutional population' 


14,546 


14,555 


14,562 


14,595 


14,621 


14,628 


14,649 


14,637 


14,661 


14.663 


14,609 


14,592 


14.588 


Civilian labor force 


7,957 


7.899 


7,899 


8,050 


7.832 


7,898 


8,254 


7,956 


8.081 


8,0^1 


8.113 


8.177 


8.011 


Percent of population 


54.7 


54.3 


54.2 


55.2 


53.6 


54.0 


56.3 


54.4 


55.1 


54.8 


55.5 


56.0 


54.9 


Employed 


6.535 


6,493 


6,529 


6,633 


6,580 


6,650 


6,917 


6.654 


6.693 


6,706 


6,809 


6.865 


6.779 


Employment-population ratio' 


44.9 


44.6 


44.8 


45.4 


45.0 


45.5 


47.2 


45.5 


45.7 


45.7 


46.6 


47.0 


46.5 




274 


274 


269 


257 


25' 


259 


245 


239 


270 


239 


274 


323 


293 


Nonagncultural industnes 


6,261 


6,219 


6,260 


6,376 


6,323 


6,391 


6,672 


6,415 


6,423 


6,467 


6,535 


6.542 


6.486 


Unemployed 


1,422 


1,406 


1,370 


1,417 


1,252 


1,248 


1,337 


1,302 


1,388 


1,335 


1,304 


1,312 


1.232 




17.9 


17.8 


17.3 


17.6 


16.0 


15.8 


16.2 


16.4 


17.2 


16.6 


161 


16.0 


15.4 


Not in labor force 


6,589 


6,656 


6,663 


6,545 


6,789 


6,730 


6,395 


6.661 


6,580 


6,622 


6,496 


6.415 


6.577 



' The population figures are not adjusted for seasonal variation. population. 
' Civilian employment as a percent of ttie civilian noninstitutional 
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HOUSEHOLD DATA 
SEASONALLY ADJUSTED 

A*34. Employment status of the civilian noninstitutional population by race, sex, age, and Hispanic origin, seasonally 
adiusted 

(Numbers in thousands) 



Employment status, 
race, sex, age, and 
Hispanic ongm 



WHITE 

Civilian noninstitutional population' 

Civilian labor force 

r vcent of population 

E >ployed 

Employment- population ratio^ . 

Unemployed 

Unemployment rate 



Men, 20 years and over 

Civilian labor force 

Percent of population 

Employed 

Employment- population ratlo^ . 
Ufiemployed 

Unemployment rate 



Women, 20 years and over 

Ovilian labor force 

Percent of population 

Employed 

Employment*population ratio^ . .. 
Unemployed 

Unemployment rate 



Both sexat, 16 to 19 years 



Civilian labor force 

Percent of population 

Employed 

Employment-population ratio^ 

Unemployed 

Unemployment rate 

Men 

Women 



Women, 20 years and over 



1987 



BLACK 

Civilian noninstitutional population' ... 

Civilian labor force 

Percent of population 

Employed 

Employment-population ratio^ 

Unemployed 

Unemployment rate 

Men, 20 years and over 



Civilian labor force 

Percent of population 

Employed 

Employment*population ratio^ 
Unemployed 

Unemployment rate 



Civilian tabor force 

Percent of population 

Employed 

£mploymeiit*popi'lation ratio^ 

Unemployed 

Unemployment rate 



Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug 


Sept. 


Oct. 


Nov 


Pec 


Jan 


Feb 


156,431 


156.561 


156.676 


156.811 


156.930 


157.058 


157.134 


157.242 


157.342 


157.449 


157.552 


157.676 


157.773 


102,825 


102.836 


102.972 


103.416 


103.150 


103.248 


103.516 


103.357 


103.669 


103.731 


103.907 


104.252 


104.530 


65 7 


65.7 


65.7 


65.S 


65.7 


65.7 




XiO, f 




CC Q 
09.9 


OO.U 


OO 1 


DO.O 


97,001 


97,074 


97,338 


97,829 


97.698 


97.917 


98.181 


98.069 


98.317 


98.492 


98.779 


99.044 


99.474 


62.0 


62.0 


62.1 


62.4 


62.3 


62.3 


62.5 


62.4 


62.5 


62.6 


62.7 


62.8 


63.0 


5,824 


. 5,762 


5,634 


5,587 


5.452 


5.331 


5.335 


5.288 


5.352 


5.239 


5.128 


5.208 


5.056 


5.7 


5.6 


55 


5.4 


5.3 


5.2 


5.2 


5.1 


5.2 


5 1 


4.9 


5.0 


4.8 


54,121 


54,097 


54,124 


54,238 


54.227 


54.198 


54.183 


54.213 


54.375 


54.381 


54.368 


54.455 


54.650 


78.5 


78.4 


78.4 


78.5 


7B.A 


78.3 


78 2 


r O.c 


7ft A 


7ft O 

f Q.O 


Vft o 


7ft *i 


7ft C 


. 51,366 


51,371 


51,460 


51,626 


51.591 


51.670 


51.715 


51.803 


51.864 


51.969 


52.046 


52.053 


52.389 


74.5 


74.5 


74.5 


74.7 


7^».6 


74.7 


74.7 


74.7 


74.8 


74.9 


74.9 


74.8 


75.2 


2,755 


2,726 


2,664 


2,612 


2.636 


2.529 


2.468 


2.410 


2.511 


2.412 


2.322 


2.402 


2.260 


5.1 


5.0 


4.9 


4.8 


4.9 


4.7 


4.6 


44 


4.6 


44 


4.3 


44 


4.1 


. 41,780 


41,877 


41,984 


42,182 


42.137 


42.241 


42.332 


42.308 


42.379 


42.464 


42.569 


42.710 


42.915 


55.3 


55.4 


55.5 


55 7 


55.6 


55.7 


55.8 


55.7 


55.7 


55.8 


55.9 


56.1 


56.3 


39,755 


39,890 


40,032 


40,268 


40.265 


40.343 


40.449 


40.409 


40.538 


40.606 


40.712 


40.896 


40.985 


52.6 


52.7 


52.9 


53.1 


53.1 


53.2 


53.3 


53.2 










CO ft 


2,025 


1,987 


1,952 


1,914 


1.872 


1.898 


1.883 


1.899 


1.841 


1.858 


1.857 


1.813 


1.930 


A « 


4.7 


4.6 


45 


4.4 


4.5 


4.4 


4.5 


43 


4.4 


4.4 


4.2 


4.5 


6,924 


6 862 


6,864 


6,996 


6.786 


6.809 


7.001 


6.836 


6.915 


6.886 


6.970 


7.087 


6.965 


58.1 


57.5 


57.5 


58.5 


56.7 


56.9 


58.5 


57.2 


57.9 


57.7 


58.6 


59.6 


58.6 


5,880 


5,813 


5,846 


5.935 


5.842 


5.904 


6.017 


5.857 


5.915 


5.917 


6.021 


6.095 


6.100 


49.4 


48.7 


48.9 


49.7 


48 8 


49.3 


50 3 


49.0 


49.5 


49.6 


50.6 


51.2 


51.3 


1,044 


1,049 


1,018 


1.061 


944 


905 


984 


Q7Q 


1 nnn 




QAQ 


QQO 
99£ 


865 


151 


15.3 


14.8 


152 


13.9 


13.3 


14.1 


14.3 


14.5 


14.1 


13.6 


14.0 


12.4 


16.0 


16.8 


1 


17.0 


14.8 


13.5 


15.2 


15.1 


15.1 


14.8 


14.9 


14.4 


12.2 


14.1 


137 


iw.J 


13.3 


130 


131 


12.9 


13.4 


13.8 


13.3 


12.3 


13.6 


12.7 


20,218 


20,249 


20.279 


20,312 


20.341 


20.373 


20.396 


20.426 


20.453 


20.482 


20.508 


20.539 


20.569 


12,894 


12.853 


12,778 


12.889 


12.892 


13.039 


13.150 


13.028 


13.152 


13.193 


13.215 


13.222 


13.168 


63 8 


63.5 


63.0 


63.5 


63.4 


64.0 


Ail R 


bo.o 


CIA O 


04.4 


64.4 


64.4 


64.0 


11,086 


11,072 


11,114 


11.129 


11.238 


11.381 


11.513 


11.421 


11.556 


11.589 


11.605 


11.608 


11.504 


54.8 


54.7 


54.8 


54.8 


55.2 


55.9 


56.4 


55.9 


56.5 


56.6 


56.6 


56.5 


55.9 


1,808 


1,781 


1.664 


1.760 


1.654 


1.658 


1.637 


1.607 


1.596 


1.604 


1.610 


1.614 


1.663 


14.0 


139 


13.0 


13.7 


128 


12.7 


124 


12.3 


12.1 


12.2 


122 


122 


12.6 


5.996 


5.995 


5,980 


6.037 


6.003 


6.061 


6.054 


6.032 


6.023 


6.045 


6.043 


6.115 


6.166 


74.9 


74.8 


74.4 


75.0 


74 5 


751 


74 9 


74.5 


74.3 


74.5 


74.3 


750 


75.6 


5.283 


5.298 


5.322 


5.296 


5.319 


5.384 


5.407 


5.421 


5.431 


5.430 


5.430 


5.497 


5.472 


66.0 


66.1 


66.3 


P^8 


66.0 


66.7 


66.9 


67.0 


67.0 


66.9 


66.8 


67.5 


67.1 


713 


697 


658 


741 


684 


677 


647 


611 


592 


615 


613 


618 


694 


11.9 


11.6 


li.O 


123 


11.4 


112 


10 7 


10 1 


98 


10.2 


10.1 


10.1 


11.3 


6.005 


5.994 


5.943 


5.987 


6.033 


6.116 


6.122 


6.067 


6.177 


6.207 


6.224 


6.244 


6.131 


59.7 


59.5 


58.9 


59.3 


596 


60 4 


60 3 


59 7 


60.7 


60.9 


61 0 


61.1 


59 9 


5.249 


5.230 


5,254 


5.292 


5.349 


5.417 


5.430 


5.357 


5.495 


5.537 


5.544 


5.550 


5.495 


52.2 


51.9 


52.1 


52.4 


52.9 


53.5 


53.5 


52.7 


54.0 


54.3 


54.3 


54.3 


53.7 


756 


764 


689 


695 


684 


699 


692 


710 


682 


670 


680 


694 


636 


12.6 


12.7 


11.6 


11.6 


11.3 


11.4 


11.3 


11 7 


110 


10.8 


10.9 


11.1 


10.4 



1988 



See footnotes at end of table. 
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HOUSEHOLD DATA 
SEASONALLY ADJUSTED 



A*d4. Employment status of the civilian nonlnstltutlonal population by race, sex, age, and Hispanic origin, seasonally 
ad|usted--Contlnued 



(Numbers m thouunds) 



Employment status, 
race, sex, age, and 
Hispanic origin 


1987 


1988 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan. 


Feb. 


BUCK-Cor 'nued 




























Both Mxet, 16 19 years 






























893 


864 


855 


865 


856 


862 


974 


929 


952 


941 


948 


863 


870 




41.6 


40.1 


39 6 


40.0 


39.5 


39,8 


44.9 


42.8 


43 8 


43.3 


43 7 


39.8 


40.0 




554 


544 


538 


541 


570 


580 


676 


643 


630 


622 


631 


561 


537 


Empioyment*population ratio' 


25 8 


25 2 


24.9 


25.0 


26.3 


26 8 


31 2 


29.6 


29.0 


28.6 


29.1 


25.8 


24.7 




339 


320 


317 


324 


286 


282 


298 


286 


322 


319 


317 


302 


333 




38.0 


37.0 


371 


37.5 


33 4 


32.7 


30.6 


30.8 


33 8 


33.9 


33.4 


35.0 


38.3 




37.9 


361 


37.8 


38.3 


31.4 


32.4 


33.7 


31.5 


32 5 


32.2 


33.5 


35.1 


42.0 


Women 


38.0 


38.0 


36.3 


36.6 


35.4 


33.1 


27.1 


30.0 


35.2 


35.8 


33.4 


34.9 


34.7 


HISPANIC ORIQIN 




























Civiiian nontnstitutional population' 


12,692 


12,732 


12,770 


12,809 


1^848 


12,887 


12,925 


12.965 


13,003 


13.043 


13,082 


13.115 


13.153 


Civilian labor force 


8.423 


8,395 


8,468 


8.549 


8.468 


8,447 


8,549 


8.581 


8,654 


8,763 


8,772 


8.879 


9.017 


Percent of population 


66.4 


65.9 


663 


66.7 


65.9 


65.5 


66.1 


66.2 


666 


67.2 


67.1 


67 7 


68.6 


Employed 


7.614 


7.632 


7,686 


7,797 


7,738 


7,762 


7,856 


7.877 


7,935 


7.978 


8,058 


8.238 


8.266 


Employment-population ratio' 


60.0 


59.9 


60 2 


60.9 


60.2 


60.2 


608 


60 8 


61.0 


61.2 


61.6 


62.8 


62.9 




809 


763 


782 


752 


730 


685 


693 


704 


719 


785 


714 


642 


749 




9.6 


91 


9.2 


8.8 


86 


81 


8.1 


8.2 


8.3 


9.0 


8.1 


7.2 


8.3 



* The population figures are not adjusted (or seasonal venation. NOTE. Detail for the above race and Hispanic^ongin groups will not 

' Civitian employment as a percent of the civilian noninstitutional sum to totals because data for the "other races" group are not presented 
population. and Hispan:cs are included in both the white and black population groups. 



A-d5. Employed civilians by selected social and economic categories, seasonally adjusted 

(in thousands) 



Category 



1987 



1988 



Feb. Mar. Apr. May June July Aug. Sept Oct Nov. Dec< 



Jan. Feb. 



CHARACTERISTIC 



Total 

Married men. spouse present 

Married women, spouse present 

Women who maintain families 

MAJOR INDUSTRY ANO CUSS OF 
WORKER 



Agriculture: 

Wage and salaiy workers 

Self-employed workers 

Unptki family workers 

Nonagricultural industries: 
Wage and salary workers 

Government 

Private Industries 

Private households 

Other industries 

Self-employed workers 

Unpaki family workers 

PERSONS AT WORK PART TIME' 

All industries: 

Part Ume for economic <o'!Sons 

Slack work 

Could only find part*time work 

Voluntary part time 

Nonagricultural industries: 

Part time for economic reasons 

Slack work .* 

CouM only find part*time work 

Voluntary part time 



111,344 
39.958 
27.837 
5.955 



1,640 
1,440 
132 

99,772 
16.553 
83.219 

1,213 
82.006 

8.166 
254 



5,766 
2,501 
2.773 
14.110 



5.458 
2.315 
2.682 
13,635 



111,455 
40,054 
27,966 
5.946 



1,689 
1.416 
152 

99.863 
16.594 
83,269 

1,227 
82.042 

8.082 
270 



5,459 
2,438 
2,707 
14.201 



5,180 
2.234 
2.612 
13.717 



111.806 
40,021 
28.130 
5.971 



1,599 
1.488 
170 

100.106 
16.518 
83.588 
1,234 
82,354 
8,139 
268 



5.394 
2.345 
2,725 
13.940 



5,104 
2,163 
2,648 
13,544 



112.334 
40.075 
28.314 
5,963 



1.672 
1.429 
165 

100,634 
16,708 
#B3,926 

1,240 
82.686 
8.157 
276 



5,333 
2,292 
2,67 
14.49 



5.058 
2.126 
2,603 
13.995 



112,300 
40,120 
28.282 
6.011 



1.622 
1,403 
162 

100,510 
16,920 
83,590 
1.163 
82,427 
8.293 
274 



5,254 
2.345 
2.623 
14.836 



4.979 
2,176 
2,530 
14.334 



112,639 
40.262 
28,283 
6.033 



1,625 
1.424 
153 

100,825 
16,876 
83.949 
1.212 
82.737 
8.216 
266 



5,428 
2.429 
2.683 
14.437 



5,154 
2,261 
2,599 
13,953 



113,050 
40,308 
28,189 
6.107 



1,591 
1,393 
155 

101,241 
16.794 
84.447 
1.175 
83.272 
8,214 
248 



5,283 
2,468 
2,526 
14.573 



5,016 
2,265 
2,463 
14,099 



112,872 
40,404 
28.069 
6.151 



1,624 
1,415 
139 

101.282 
16.928 
84.354 
1.100 
83.254 
8.204 
297 



5,261 
2 213 
2.683 
14.415 



4,986 
2,034 
2,603 
13,987 



113.210 
40.556 
28.099 
6,178 



1.705 
1.430 
140 

101.522 
17.033 
84.489 
1.222 
83.267 
8,274 
242 



5.353 
2.377 
2.655 
14.488 



5,067 
2,196 
2,557 
14,011 



113,504 
40.645 
28,175 
6.237 



1,595 
1,407 
155 

101.943 
17,118 
84.825 
1.286 
83,539 
8,222 
235 



5.534 
2.408 
2.696 
14.523 



5,241 
2,209 
2,597 
14,064 



113.744 
40.711 
28,249 
6.227 



1,599 
1.450 
156 

101.997 
17,064 
84.933 
1.200 
83.733 
8.280 
248 



5.262 
2.284 
2.638 
14.711 



5,004 
2.111 
2.552 
14.222 



114.129 
40.404 
28.441 
6.168 



1,666 
1,454 
138 

102.507 
17.197 
85,310 
1.147 
84,163 
8,150 
237 



5.367 
2.396 
2.640 
14.571 



5,145 

2.260 
2,566 
14,096 



114.409 
40.475 
28,707 
6,157 



1,677 
1.414 
114 

102,683 
16,948 
85,735 
1,170 
84,565 
8,312 
228 



5.566 
2,478 
2.598 
14,572 



5,254 
2,327 
2.457 
14,123 



* Excludes persons "with a job but not at work" during the survey penod for such reasons as vacation, illness, or industrial dispute. 
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HOUSEHOLD DATA 
SEASONALLY ADJUSTED 

A-3e. Employed civilians by tex and age, seasonally adjusted 

(In thousands) 



Sex and age 



Total, 1 6 years and over 

16 to 24 years 

16 to 19 years 

16 to 17 years 

18 to 19 years 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 

Men, 16 years and over . 



16 to 24 years 

16 to 19 years . 

16 to 17 years 

18 to 19 years .... 

20 to 24 years 

25 years and over . 

25 to 54 years 

55 years and over 



Wornen, 16 years and over . 



16 to 24 years 

16 to 19 years 

16 to 17 years .. 

18 to 19 years 

20 to 24 years 

25 years and over . 

25 to 54 years 

55 years and over . 



1987 



Feb 



111,344 

20,229 
6,535 
2,721 
3,835 
13,694 
91,132 
76,683 
14,370 

61,697 

10,546 
3,373 
1,413 
1,977 
7,173 
51,178 
42,688 
8,467 

49,647 

9,683 
3,162 
1,308 
1,858 
6,521 
39,954 
34,015 
5,903 



Mar. 



111,455 

20,148 
6,493 
2,670 
3,834 
13,655 
91,343 
76,900 
14,391 

61,688 

10,463 
3,308 
1,362 
1,953 
7,155 
51,261 
42,743 
8,507 

49,767 

9,685 
3,185 
V308 
1,681 
6,5C0 
40,082 
34,157 
5,884, 



Apr. 



111,806 

20,109 
6,529 
2,655 
3,872 
13,580 
91.675 
77,294 
14,373 

61.815 

10,423 
3,299 
1,353 
1,948 
7,124 
51,385 
42,904 
8,480 

49,991 

9,686 
3,230 
1,302 
1,924 
6,456 
40,290 
34,390 
5,893 



May 



112,334 

20,208 
6,633 
2,702 
3,930 
13,575 
92,087 
77,621 
14,452 

61,977 

10,392 
3,304 
1,362 
1,940 
7,088 
51,554 
43,002 
8,544 

50,357 

9,816 
3,329 
1,340 
1,990 
6,487 
40,533 
34,619 
5,908 



June 



112,300 

20,069 
6,580 
2,694 
3,871 
13,489 
92,234 
77,726 
14,537 

61,984 

10,366 
3,352 
1,373 
1,960 
7,014 
51,601 
43,071 
8,561 

50,316 

9J03 
3,228 
1,321 
1»911 
6,475 
40,633 
34,655 
5,976 



July 



112,639 

20,184 
6,650 
2,760 
3,875 
13,534 
92,551 
78,015 
14,497 

62,150 

10,441 
3,367 
1,417 
1,938 
7,074 
51,733 
43,203 
8,524 

50,489 

9,743 
3,283 
1,343 
1,937 
6,460 
40,818 
34,812 
5,973 



Aug. 



113,050 

20,475 
6,917 
2,849 
3,996 
13,558 
92,606 
78,202 
14,498 

62,341 

10,586 
3,516 
1,410 
2,046 
7,070 
51,781 
43,289 
8,503 

50,709 

9,889 
3,401 
1,439 
1,950 
6,488 
40,825 
34,913 
5,995 



Sept I Oct 



112,872 nj,l'.C 



Nov. 



20,116 
6,654 
2,754 
3,911 
13,462 
92,735 
78,307 
14,491 

62,368 

10,448 
3,401 
1,391 
2,021 
7,047 
51,900 
43,408 
8,514 

50,504 

9,668 
3,253 
1,363 
1,890 
6,415 
40,835 
34,899 
5,977 



20,096 
6,693 
2,768 
3,936 
13,403 
93,071 
78,477 
14,641 

62,468 

10,403 
3,431 
1,409 
2,034 
6,972 
52,047 
43,488 
8,580; 

50,742 

9,693 
3,262 
1,359 
1,902 
6,431 
41,024 
34,989 
6,061 



113,504 

20,065 
6,706 
2,734 
3,985 
13,359 
93,424 
78,731 
14,663 

62,581 

10,370 
3,417 
1,390 
2,040 
6,953 
52,210 
43,592 



Dec. 



8.605 8,629 



50,923 

9,695 
3.289 
1,344 
1,945 
6,406 
41,214 
35,139 
6,058 



113,744 

20,112 
6,809 
2,826 
3,994 
13,303 
93,625 
78,916 
14,716 

62,656 

10,369 
3,471 
1,451 
2,035 
6,898 
52,299 
43,690 



1988 



Jan. 



51,088 

9,743 
3,338 
1»375 
1,959 
6,405 
41,326 
35,226 
6,087 



114,129 

20,312 
6,865 
2,776 
4,061 
13,447 
93,778 
79,170 
14,581 

62,808 

10,456 
3,521 
1,444 
2,053 
6,935 
52,338 
43,848 
8,470 

51,321 

9,857 
3,344 
1,332 
2,008 
6,513 
4^440 
35,322 
6,111 



114,409 

20,271 
6,779 
2,752 
4,045 
13,491 
94,118 
79,351 
14,673 

63>059 

10,444 
3,434 
1,406 
2,046 
7,010 
52,623 
43,992 
8,567 

51,350 

9.826 
3,345 
1,346 
1,999 
6,481 
41,495 
35,359 
6,106 



A-37. Unemployed persons by sex and age, seasonally adjusted 

(In thousands)' 



Sex and ag& 



Total, 16 years and over 

16 to 24 years 

16 to 19 years 

16 to M years 

18 to 19 years 

20 to 24 years 

25 years and over 

25 to 54 years 

55 years and over 

Men, 16 years and over .. 



1 6 to 24 years . . . . 
16 to 19 years .. 
16 to 17 years .... 
18 to 19 years .. . 

20 to 24 years 

25 years and over .... 
25 to 54 years . 
55 years and over , 



Women, 16 years and over 



16 to 24 years 

16 to 19 years . . 
16 to 17 years .... 

18 to 19 years 

20 to 24 years 

25 years and over ... 

25 to 54 years 

55 years and over . 



1987 



Feb. 



7,886 

3,015 
1,422 
672 
754 
1,593 
4,879 
4,421 
463 

4,374 

1,644 
768 
365 
408 
876 
2,747 
2,456 
300 

3,512 

1,371 
654 
307 
346 
717 
2,132 
1,965 
163 



Mar. 



7,791 

2,951 
1,406 
665 
741 
1,545 
4,838 
4,339 
503 

4,327 

1,586 
774 
347 
426 
812 
2,735 
2,413 
318 

3,464 

1,365 
632 
318 
315 
733 
2,103 
1,926 
185 



Apr. 



7,557 

2,902 
1,370 
620 
733 
1,532 
4,667 
4,143 
505 

4,214 

1,576 
760 
360 
401 
816 
2,651 
2,304 
327 

3,343 

1,326 
610 
260 
332 
716 
2,016 
1,839 
178 



2,895 
1,417 
717 
702 
1,478 
4,657 
4,134 
532 

4,259 

1,586 
803 
401 
402 
783 
2.648 
2,310 
348 

3,314 

1,309 
614 
316 
300 
695 
2,009 
1,824 
184| 



1988 



June 


July 


Aug 


Sept. 


Oct. 


Nov 


Dec 


Jan 


Feb. 


7,308 


7,251 


7,256 


7,091 


7,177 


7,090 


6,978 


7,046 


6,938 


2,756 


2,701 


2,736 


2,692 


2,689 


2,641 


2,547 


2,659 


^525 


1,252 


1,248 


1,337 


1,302 


1,388 


1,335 


1,304 


1,312 


1,232 


623 


586 


638 


618 


710 


649 


613 


638 


580 


657 


624 


688 


701 


679 


691 


688 


689 


655 


1,504 


1,453 


1,399 


1,390 


1,301 


1,306 


1,243 


1,347 


1,293 


4,502 


4,538 


4,544 


4,445 


4,482 


4,442 


4,412 


4,393 


4,416 


4,042 


4,078 


4,050 


3,931 


3,993 


3.909 


3,939 


3,896 


3,926 


475 


462 


483 


499 


474 


513 


488 


527 


499 


4,080 


3,960 


4,021 


3,827 


3.89? 


3.845 


3,785 


3,847 


3,707 


1,474 


1,415 


1,518 


1,435 


1,432 


1,414 


1,378 


1,456 


1,333 


658 


637 


763 


709 


725 


710 


722 


693 


636 


325 


292 


363 


341 


372 


356 


347 


348 


285 


357 


307 


387 


382 


354 


355 


367 


360 


354 


81^ 


778 


755 


726 


707 


704 


656 


763 


697 


2,585 


2,535 


2,528 


2,427 


2,462 


2,419 


2,390 


2,391 


2,390 


2,271 


2,238 


2,215 


2,139 


2,182 


2,109 


2,112 


2,070 


2,095 


301 


300 


302 


283 


277 


313 


282 


351 


305 


3,228 


3.291 


3,235 


3,264 


3,278 


3,245 


3,193 


3,200 


3,231 


1,282 


1,286 


1,218 


1,257 


1,257 


1,227 


1,169 


1,203 


1,192 


594 


611 


574 


593 


663 


625 


582 


619 


596 


298 


294 


275 


27/ 


338 


293 


266 


290 


295 


300 


317 


301 


319 


325 


336 


321 


329 


301 


688 


675 


644 


664 


594 


602 


587 


584 


596 


1,917 


2,003 


2,016 


2,018 


2,020 


2,023 


2,022 


2,002 


2,026 


1,771 


1,840 


1,835 


1,792 


1,811 


1,800 


1,827 


1,826 


1,831 


174 


162 


181 


216 


197 


209 


206 


175 


194 



40 



43 



HOUSEHOLD DATA 
SEASONALLY ADJUSTED 



A*d6. Un«mpioymtnt rates by stx and age, seasonally adjusted 



(Civilian workers) 



Sex and age 


1987 


1988 


Feb 


Mar. 


Apr 


May 


June 


July 


Aug. 


Sept 


Oct 


Nov 


Dec 


Jan 


Feb, 


Total. 16 years and over 


66 


65 


6.3 


63 


61 


60 


60 


59 


6.0 


59 


5 8 


58 


5.7 


16 to 24 years 


13.0 


128 


126 


12.5 


12 1 


11 8 


11 8 


11.8 


11 8 


11.6 


11 2 


1 1.6 


11 1 


16 to 19 years 


17.9 


17.8 


173 


17.6 


160 


158 


16.2 


16 4 


17.2 


166 


16.1 


160 


15.4 




198 


199 


189 


21 0 


16.8 


17 5 


18 3 


18 3 


20 4 


19 2 


17.8 


18.7 


17 4 


18 to 19 years 


16.4' 


162 


159 


152 


14.5 


13 9 


14 7 


15.2 


147 


14.8 


14 7 


14 5 


13.9 




10.4 


102 


101 


98 


100 


9.7 


9.4 


94 


88 


89 


85 


9.1 


8.7 


25 years and over 


5.1 


50 


48 


48 


4.7 


4.7 


4.7 


46 


46 


45 


4.5 


4.5 


4.5 


25 to 54 years 


55 


53 


51 


51 


4.9 


50 


4.9 


4.8 


4.8 


4.7 


48 


47 


4.7 


55 years and over 


31 


34 


3.4 


36 


32 


3.1 


3.2 


3.3 


3.1 


34 


3.2 


35 


33 


Men. 16 years and over 


66 


66 


64 


6.4 


62 


60 


6 1 


5 8 


5.9 


5 8 


5 7 


5 8 


5 6 


16 to 24 years 


13.5 


132 


13 1 


132 


12.4 


11 S 


12.5 


12.1 


12.1 


12 0 


11 7 


12 2 


11. J 


16 to 19 years 


1B5 


190 


187 


196 


164 


15.9 


17.8 


17 3 


17 4 


17.2 


17.2 


16.4 


Id o 




20 5 


203 


21 0 


22 7 


19 1 


17 1 


20 5 


19.7 


20.9 


20 4 


19 3 




ID » 


18 to 19 years 


17.1 


179 


17.1 


17.2 


154 


13.7 


15.9 


15.9 


14.8 


148 


15.3 


14 9 


14.7 


20 to 24 years 


10 9 


10 2 


103 


99 


10 4 


99 


96 


93 


9.2 


9.2 


87 


99 


9.0 


25 years and over 


5.1 


5 1 


4 9 


4.9 


4 8 


4.7 


4.7 






4 4 


4.4 


4 4 


4 3 


25 to 54 years 


54 


53 


51 


5.1 


5.0 


49 


49 


47 


48 


46 


4.6 


4!5 


45 




3.4 


36 


37 


39 


3.4 


34 


3.4 


32 


31 


3.5 


3.2 


4.0 


3.4 


Women. 16 years and over 


66 


65 


63 


62 


60 


61 


60 


6.1 


6.1 


60 


59 


59 


59 


16 to 24 years i 


124 


124 


120 


11.8 


11 7 


11 7 


11 0 


11 5 


115 


11.2 


10 7 


109 


108 


16 to 19 years 


17.1 


166 


15.9 


156 


155 


15.7 


14.4 


154 


169 


160 


14.8 


156 


151 


16 to 17 years 


190 


196 


156 


191 


184 


180 


160 


169 


19.9 


17.9 


16.2 


17.9 


180 


18 to 19 years 


15.7 


14.3 


14.7 


131 


136 


14.1 


13.4 


144 


146 


147 


14.1 


141 


13.1 


20 to 24 years . . . 


99 


101 


lOu 


9'' 


96 


95 


90 


94 


8.5 


8.6 


8.4 


8.2 


84 


25 years and over 


5.1 


50 


48 


4.7 


45 


47 


4.7 


4.7 


4.7 


4.7 


47 


46 


4.7 


25 to 54 years 


55 


53 


5.1 


50 


49 


5.0 


30 


49 


49 


4.9 


4.9 


4.9 


49 




2.7 


30 


29 


3.0 


28 


26 


2.9 


35 


31 


3.2 


j 3.3 


26 


3.1 



A-39. Salecttd unemployment Indicators, seasonally adjusted 

(Unemploynnent rates) 



Category 



CHARACTERISTtC 



Total (all civilian workers) . .. 

Men. 20 years and over 

Women. 20 years and over 
Both sexes, 16 to 19 years . 



White 

Black and other 

Black 

Hispanic ongm ... 



Mamed men. spouse present 
Married women, spouse present . 
Women who maintain families ... . 



Full-time workers 

Part-time workers 

Unemployed 15 weeks and over' ... 
Labor force time lost' 

INDUSTRY 



Nonagncullural pnvate wage and salary workers . 

Goods-producing industries 

Mining 

Construction 

Manufacturing 

Durable goods 

Nondurable goods 

Service-producing Industries 

TransfKXtation and public utilities 

Wholesale and retail trade 

Rnance and service IndUstnes 

Government workers 

Agricultural wage and salary workers 



1987 



Feb 


Mar 


Apr. 


May 


Jure 


July 


Aug 


Sept. 


Oct. 


Nov. 


Dec 


Jan 


Feb 


66 


65 


6.3 


63 


6.1 


60 


6.0 


59 


6.0 


5.9 


58 


5.8 


57 


S8 


5.7 


56 


56 


55 


5.4 


52 


50 


51 


5.0 


4.9 


5.1 


4.9 


58 


57 


5.5 


54 


5.3 


54 


53 


54 


52 


52 


52 


5.1 


52 


179 


17.8 


173 


176 


160 


15.8 


162 


16.4 


17.2 


16.6 


161 


160 


15.4 


57 


5.6 


55 


54 


53 


52 


52 


5.1 


52 


51 


4.9 


5jO 


4.8 


12.6 


124 


11.8 


121 


11 5 


11.4 


11.3 


109 


108 


11.0 


1C9 


109 


11.3 


140 


13.9 


130 


137 


128 


12.7 


12.4 


12.3 


12.1 


122 


12.2 


12.2 


12.6 


96 


9.1 


92 


88 


86 


81 


8.1 


8.2 


83 


9.0 


81 


72 


8.3 


4 1 


4 1 


4 1 


40 


40 


38 


37 


37 


3.7 


3.5 


34 


36 


3,4 


48 


45 


44 


4.2 


4.0 


4.2 


4.3 


42 


4.2 


4.2 


4.3 


42 


4.1 


9.6 


9.7 


94 


95 


95 


9.3 


90 


88 


8.9 


85 


8.4 


89 


8,3 


62 


6.1 


59 


59 


59 


57 


56 


5.5 


56 


55 


5.4 


5.4 


5.3 


8.8 


9.1 


86 


87 


73 


81 


82 


84 


83 


8.2 


80 


83 


7.9 


1 8 


1 7 


1.7 


1 7 


1.7 


16 


1.6 


1.6 


1.5 


1 5 


1.5 


1.4 


1.4 


75 


7.4 


73 


7.2 


7.1 


69 


69 


68 


68 


68 


66 


66 


66 


66 


6.5 


63 


63 


61 


6.1 


60 


5.9 


5.9 


58 


5.7 


58 


5.7 


80 


80 


7.7 


7.7 


7.1 


71 


6.9 


7.0 


70 


6.5 


64 


7.1 


69 


13.0 


95 


11.2 


130 


95 


7.9 


86 


7.4 


8.3 


70 


8.0 


7.7 


78 


11.7 


12.4 


120 


12.1 


11.7 


108 


11 3 


11.9 


11 2 


10.6 


10.6 


122 


11.0 


68 


67 


63 


63 


5.7 


6.0 


56 


5.6 


5.7 


53 


5.1 


56 


56 


6.7 


6.6 


62 


62 


54 


60 


55 


5.4 


52 


4.8 


48 


5.5 


5.9 


6.9 


70 


64 


6.5 


6.1 


59 


58 


59 


6.5 


59 


5.6 


5.8 


53 




5.8 


57 


56 


57 


56 


56 


5.3 


54 


55 


5.3 


53 


5.1 


4.1 


4.5 


4.7 


44 


4.8 


44 


4.4 


4 1 


4.4 


4.5 


4.6 


36 


36 


72 


7.3 


7.1 


70 


71 


68 


70 


6.4 


65 


68 


6.2 


6.1 


6.4 


5.2 


4.9 


48 


4.9 


4.9 


5.1 


4.7 


48 


4.7 


4.8 


4.8 


4.9 


4.5 


36 


3.5 


3.5 


3.4 


34 


3.4 


37 


3.4 


3.3 


34 


3.2 


3.0 


2.8 


11.0 


10 8 


9.5 


9.4 


93 

1 


109 


10.6 


86 


10.6 


11.1 


109 


11.5 


102 



1988 



^ Unenipk)yment as a percent of the civilian labor force. 

' Aggregate hours tost by the unemptoyed and persons on part time 



for economic reasons as a percent of potentially available labor force 
hours. 
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HOUSEHOLD DATA 
SEASONALLY ADJUSTED 

A'40. Unemployed persons by duration of unemployment, seasonally adjusted 

(Numbers in thousands) 



Weeks of unemployment 


i 




1987 


1988 


Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov. 


1 Dec. 


Jan. 


Feb. 


DURATION 




























Less than 5 weeks 

15 weeks and over 

15 to 26 weeks 


3,343 


3,3:^2 


3,195 


3,308 


3,138 


3,186 


3,203 


3.220 


3,223 


3,218 


3,229 


3,089 


3,084 


2,444 
2,129 
1,004 
1,125 


2,411 
2,055 
944 
1,111 


2,256 
2.060 
984 
1,076 


2.165 
2,067 
974 
1.093 


2.151 
2,029 
973 
1,058 


2,144 
1,920 
945 
975 


2,142 
1,896 
834 
1,062 


1,949 
1,904 
917 
987 


2.093 
1,801 
844 
957 


2.029 
1,834 
899 
935 


1,968 
1,791 
892 
899 


2,263 
1,733 
839 
894 


2,145 
1,740 
841 
899 


Average (mean) duration, in weeks 

Median duration, In weeks 


14.6 
6.7 


14.9 
6.7 


14.8 
8.9 


14.8 
6.8 


14.7 
6.6 


14.2 
8.6 


14.3 
6.4 


14.2 
5.8 


14.1 
6.2 


14.0 
6.1 


14.2 
8.0 


14.4 
8.4 


14.4 
8.4 


PERCENT DISTRIBUTION 




























Total unemployed 

Less than 5 weeks 

5 to 14 weeks 

15 weeks and over 

15 to 26 weeks 


100.0 
42.2 
30.9 
26.9 
12.7 
14. 


100.0 
42.9 
30.6 
26.3 
12.1 
14.2 


100.0 
42.5 

,qo.o 

27.4 
13.1 
14.3 


100.0 
43.9 
28.7 
27.4 
12.9 
14.5 


100.0 
42.9 
29.4 
27.7 
13.3 
14.4 


100.0 
43.9 
29.8 
28.5 
13.0 
13.4 


i00.0 
44.2 
29.6 
26.2 
11.5 
14.7 


100.0 
45.5 
27.8 
28.9 
13.0 
14.0 


100.0 
45.3 
29.4 
25.3 
11.9 
13.4 


100.0 
45.4 
28.7 
25.9 
12.7 
13.2 


100.0 
48.2 
28.2 
25.8 
12.8 
12.9 


100.0 
43.8 
31.9 
24.5 
11.8 
12.6 


100.0 
44.3 
30.8 
25.0 
12.1 
12.9 



A*41. Unemployed persons by reason for unemployment, seasonally adjusted 

(Numbers In thousands) 



Reasons for unemployment 



NUMBER OF UNE IPLOYED 



Job losers 

On layoff 

Other job losers . 

Job leavers 

Reentrants 

New entrants 



PERCENT DISTRIBUTION 



TotsI unemployed , 
Job losers 

On layoif 

Other job losers 

Job leavers 

Reentrants 

New entrants 



1987 



UNEMPLOYED A8 A PERCENT OF THE 
CIVILIAN LABOR FORCE 

Job losers 

Job leavers , 

Reentrants , 

New entrants 



Feb. 



3,835 
1,001 
2,834 
1,033 
2,038 
1,007 



100.0 
48.5 
12.7 
35.8 
13.1 
25.8 
12.7 



3.2 
.9 

1.7 
.8 



Mar. 



3.791 
1,003 
2.788 

996 
2.078 

952 



100.0 
48.5 
12.8 
35.7 
12.7 
28.8 
12.2 



3.2 
.8 

1.7 
.8 



Apr. 



3,705 
963 

2,742 
955 

1,965 
918 



100.0 
49.1 
12.8 
38.4 
12.7 
28.1 
12.2 



3.1 
.8 

1.6 
.8 



May 



3,612 
924 

2,688 
931 

1,995 
999 



100.0 
47.9 
12.3 
35.7 
12.4 
28.5 
13.3 



3.0 
.8 

1.7 
.6 



June 



3,554 
919 

2.635 
959 

1.980 
854 



100.0 
48.4 
12.5 
35.9 
13.1 
28.9 
11.8 



3.0 
.8 

1.7 
.7 



July 



3,529 
916 

2.813 
989 

1,930 
844 



100.0 
48.4 
12.8 
35.8 
13.8 
.28.5 
11.8 



2.9 
.8 

1.8 
.7 



Aug. 



3,389 
874 

2.515 
992 

1.989 
855 



100.0 
47.0 
12.1 
34.9 
13.8 
27.3 
11.9 



2.8 
.8 

1.8 
.7 



Sept. 



3,313 
820 

2,493 
981 

1.908 
882 



100.0 
48.8 
11.6 
35.2 
13.8 
28.9 
12.5 



2.8 
.8 

1.6 
.7 



Oct. 



3,368 
944 

2,444 
960 

1,645 
914 



100.0 
47.7 
13.3 
34.4 
13.5 
26.0 
12.9 



2.8 
.8 

1.5 
.8 



Nov. 



3,307 
876 

2,429 
926 

1,974 
655 



100.0 
46.6 
12.4 
34.4 
13.1 
26.0 
12.1 



2.7 
.8 

1.8 
.7 



Dec. 



3,200 
856 

2.344 
946 

1.945 
909 



100.0 
45.7 
12.2 
33.5 
13.5 
27.8 
13.0 



1988 



Jan. 



2.7 
.8 

1.8 
.8 



3,209 
888 
2,320 
1,082 
1,917 
885 



100.0 
45.2 
12.5 
32.7 
15.3 
27.0 
12.5 



2.8 
.9 

1.6 
.7 
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ESTABLISHMENT DATA 
HISTORICAL EMPLOYMENT 



B-1. Employees on nonagrlcultural payrolls by major Industry, 1936 to date 



(In thousands) 











Goods 


|)rooucing 










Service, pfoduc 


na 








Year 
















Trenspor- 






Finance. 




Government 


and 
month 


Total 


Total 






L/Onsiruc* 


manuiac* 




tation 


Whole- 


Retail 


insurance. 




■ 






private 


Total 


Mining 


Total 


and 


sale 


2nd 


Services 














tion 


tunng 




public 


trade 


trade 


real 




Federal 


State 


Local 


















utilities 






estate 

























Annual averages 














1936 


29,068 


■ - 
25,400 


1 1 933 


946 


1 160 


9 827 


17,135 


2,973 


C) 


{') 


1.373 


3.312 


(') 


(') 


(') 


1937 


31.011 


27.255 


12! 936 


1.015 


U27 


10.794 


18.075 


3,134 


(') 


(') 


1.417 


3.503 


(') 


(') 


(') 


1938 


29.194 


25,31 1 


11,401 


891 


1,070 


9,440 


17.793 


2,863 


(') 


(') 


1,410 


3.458 


(') 


(') 


(') 


1939 . 


30,603 


26 608 


1 2 297 


854 


1 165 


10 278 


18,306 


2,936 


1.762 


4,664 


1.447 


3.502 


905 


(') 


(') 


1940 


32, 361 


28, 1 59 


13 221 


925 


1311 


10.985 


19,140 


3,038 


1.835 


4,914 


1.485 


3.665 


996 


(') 




1941 


36,539 


31.877 


15,963 


957 


1 814 


13.192 


20,574 


3,274 


1.960 


5.251 


1,525 


3.905 


1.340 


(') 


(') 


1942 


40,1 06 


34,624 


1 8,4 70 


992 


2 198 


15 280 


21,636 


3,460 


1,906 


5,212 


1.509 


4.066 


2.213 


(') 


(') 


1943 


42,434 


36,356 


20.1 14 


925 


1 587 


17 602 


22.320 


3,647 


1.822 


5,160 


1,481 


4.130 


2.905 


(') 


(') 


1 944 


41,864 


35,822 


1 9,328 


892 


1.108 


17 328 


22,536 


3.829 


1.845 


5,214 


1,461 


4 145 


2.928 


(') 


(') 


1945 


40,3 74 


34,431 


17 507 


836 


1 147 


15.524 


22.867 


3.906 


1,949 


5,365 


1.481 


4.222 


2.808 


(') 


C) 


1946 ...... 


41.652 


36.056 


17.248 


862 


1 683 


14 703 


24.404 


4,061 


2.291 


6,084 


1.675 


4^697 


2.254 


(') 




1947 


43.857 


38,382 


18,509 


955 


2,009 


15!545 


25,348 


4,166 


2,471 


6.485 


1,728 


5!o25 


1.892 


(') 




1948 . 


44,866 


39,216 


18,774 


994 


2,198 


15,582 


2&092 


4.189 


2,605 


6.667 


1.800 


5.181 


1.863 


V) 


(*) 


1949 


43,754 


37,897 


17 565 


930 


2 194 


14 441 


26.189 


4,001 


2,602 


6.662 


1.828 


5.240 


1.908 


(') 


(') 


1950 


45,197 


39 170 


18 506 


901 


2 364 


15 241 


2&691 


4.034 


2.635 


6.751 


1.888 


5.357 


1.928 


V) 


0 


1951 


47,819 




19 959 


929 


2 637 


16.393 


27.860 


4.226 


2.727 


7.015 


1.956 


5] 54 7 


2.302 


(') 


(') 




48,793 


42,185 


20.198 


898 


2 668 


16.632 


28,595 


4.248 


2.812 


7.192 


2.035 


5.699 


2.420 


(') 


V) 


1953 


50,202 


43,556 




866 


2 659 


17 549 


29.128 


4.290 


2.854 


7.393 


2.111 


5.835 


2.305 


(') 


0 


1954 . 


48,990 


42,238 


19,751 


791 


2.646 


♦ S 314 


29,239 


4.084 


2.867 


7.368 


2.200 


5 '969 


2.188 


(') 


(') 


1955 


50 641 


43.727 


20 513 


792 


2.839 


16882 


30,128 


4.141 


2.926 


7.610 


2.298 


6.240 


2.187 


1.168 


3.558 


1956 i„ 


52,369 


45 091 




822 


3 039 


17 243 


31,266 


4.244 


3.018 


7.840 


2.389 


6.497 


2.209 


1.250 


3.819 


1957 


52,853 


45.239 


20,964 


828 


2!962 


17.174 


31,889 


4.241 


3.028 


7.858 


2.438 


6.708 


2.217 


1.328 


4.071 


1958 


51,324 


43.483 


19.513 


751 


2,817 


15.945 


31.811 


3.976 


2.980 


7.770 


2.481 


6.765 


2.191 


1.415 


4.232 


1959' 


53,268 


45 186 


20,411 


732 


3 004 


16 675 


32,857 


4.011 


3.082 


8.045 


2.549 


7.087 


2.233 


1.484 


4.366 


1960 


54 189 


4 5.836 


20 434 


712 


2 926 


16.796 


33,755 


4.004 


3.143 


8.248 


2.629 


7.378 


2.270 


1.536 


4.547 


1961 


53,999 


45.404 


19.857 


672 


2.859 


16 326 


34,142 


3.903 


3,133 


8.204 


2.688 


7.620 


2.279 


1.607 


4.708 


1962 


55,549 


46 660 


20 451 


650 


2 948 


1 6.853 


35,098 


3.906 


3,198 


8.368 


2.754 


7.982 


2.340 


1.668 


4.881 


1963 


56,653 


47 429 


20,640 


635 


3 010 


16.995 


36,013 


3.903 


3.248 


8.530 


2.830 


8.277 


2.358 


1.747 


5.121 


1964 , 


58 283 


48.686 


21 005 


634 


3 097 


17 274 


37,278 


3.951 


3.337 


8.823 


2.911 


8.660 


2.348 


1.856 


5.392 


1965 


60 765 


50 689 


21 926 


632 


3 232 


18 062 


38,839 


4.036 


3,466 


9.250 


2.977 


9.036 


2.378 


1.996 


5.700 


1966 


63 901 


53 1 16 


23 158 


627 


3 317 


19 214 


40,743 


4.158 


3.597 


9.648 


3.058 


9.498 


2.564 


2.141 


6.080 


1967 


65,803 


54^413 


23^308 


613 


3,248 


19^447 


42,495 


4.268 


3.689 


S.917 


3.185 


10.045 


2.719 


2.302 


6.371 


1968 


67,897 


56.058 


23,737 


606 


3,350 


19,781 


44,160 


4,318 


3.779 


10.320 


3.337 


10.567 


2.737 


2.442 


6.660 


1969 


70,384 


58.189 


24,361 


619 


3 575 


20 167 


46,023 


4.442 


3.907 


10.798 


3.512 


1 1 169 


2.758 


2.533 


6.904 


1 970 


70,880 


58,325 


23,578 


623 


3.588 


19 367 


47.302 


4.515 


3.993 


11.047 


3.645 


1 1 548 


2.731 


2.664 


7.158 


1971 


71 214 


58 331 


22 935 


609 


3 704 


18 623 


48,278 


4.476 


4.001 


11.351 


3.772 


1 1 .797 


2.696 


2.747 


7.437 


1972 


73 675 


60.341 


23.668 


628 


3 889 


19 151 


5C,007 


4.541 


4.113 


11.836 


3.908 


12.276 


2.684 


2.859 


7.790 


1973 


76.790 


63,058 


24 893 


642 


4 097 


20 154 


51,897 


4.656 


4.277 


12.329 


4.046 


1 2.857 


2.663 


2^923 


8.146 


1 974 


78,265 


64,095 


24 794 


697 


4 020 


20 077 


53,471 


4.725 


4.433 


12.554 


4.148 


13 441 


2.724 


3.039 


8.407 


1975 


76,945 


62,259 


22,600 


752 


3^525 


18!323 


54,345 


4.542 


4.415 


12.645 


4.165 


13!892 


'2.748 


3.179 


8.758 


1976 


79,382 


64.51 1 


23,352 


779 


3,576 


18,997 


56,030 


4.582 


4.546 


13.209 


4.271 


14 551 


2.733 


3.273 


8.865 


1977 


82,471 


67,344 


24,346 


813 


3,851 


19,682 


58,125 


4.713 


4.708 


13.808 


4.467 


15.303 


2.727 


3.377 


9.023 


1978 . . 


86,697 


71,026 


25.585 


851 


4,229 


20,505 


61,113 


4.923 


4.969 


14.573 


4.724 


16.252 


2.753 


3.474 


9.446 


1979 


89,823 


73,876 


26,461 


958 


4,463 


21,040 


63,363 


5.136 


5.204 


14.989 


4.975 


17.112 


2.773 


3.541 


9.633 


1980 


90,406 


74,166 


25,658 


1,027 


4,346 


20,285 


64,748 


5.146 


5.275 


15.035 


5.160 


17.890 


2.866 


3.610 


9.765 


1981 . 


91,156 


75,126 


25,497 


1,139 


4,188 


20,170 


65,659 


5.165 


5.358 


15.189 


5.296 


18.619 


2.772 


3.640 


9.619 


1982 


89,566 


73,729 


23,813 


1,128 


3,905 


18,781 


65,753 


5.082 


5.278 


15.179 


5.341 


19.036 


2.739 


3.640 


9.458 


1983 


90.200 


74,330 


23,334 


952 


3,948 


18,434 


66.866 


4.954 


5.268 


15.613 


5.466 


19.694 


2.774 


3.662 


9.434 


1 984 


94,496 


78,472 


24.727 


966 


4,383 


19.378 


69,769 


5.159 


5.555 


16.545 


5.669 


20,797 


2.807 


3.734 


9.482 


1985 .... 


97,519 


81,125 


24.859 


927 


4,673 


19,260 


72,660 


5.238 


5.717 


17.356 


5.955 


22.000 


2.875 


3.832 


9.687 


1986 


99,610 


82,900 


24,681 


783 


4,904 


18,994 


74,930 


5.244 


5.735 


17.845 


6.297 


23.099 


2.899 


3.888 


9.923 


1987 


102,112 


85,049 


24,884 


741 


5,031 


19,112 


77,228 


'^'»78 


5.797 


18.264 


6.589 


24.137 


2.943 


3.952 


10.167 




Monthly data, seasonally adjusted 


19«7: 
































February 


101,150 


84,215 


24,743 


719 


5,038 


18,986 


76,407 


5.315 


5,757 


18.140 


6.501 


23.759 


2.916 


3.927 


10.092 




101,329 


84,352 


24,749 


722 


5.032 


18,995 


76,580 


5,333 


5.766 


18.136 


6.526 


23.842 


2.922 


3.930 


10.125 


Apnl 


101,598 


84,560 


24,759 


729 


5.019 


19,011 


76,839 


5,348 


5.772 


18.197 


6.558 


23.926 


2.933 


3.943 


10.162 


May . . 


101,708 


84,677 


24,752 


735 


4,999 


19,018 


76,956 


5.344 


5.775 


18.205 


6.576 


24.025 


2.935 


3.947 


10.149 


June 


101,818 


84,787 


24,761 


738 


5,008 


19,015 


77,057 


5,350 


5,781 


18.226 


6.586 


24.083 


2.935 


3.932 


10.164 


July 


102,126 


85,106 


24,850 


744 


5.002 


19,104 


77,276 


5,363 


5,797 


18.274 


6.608 


24.214 


2.936 


3.952 


10.132 


August 


102,275 


85,229 


24,886 


751 


5,006 


19,129 


77,389 


5,377 


5.807 


18.256 


6.624 


24.279 


2.940 


3.964 


10.142 


September 


102,434 


85,386 


24,917 


759 


4,989 


19,169 


77,517 


5,416 


5,815 


18.314 


6.629 


24.295 


2.962 


3.957 


10.129 




102,983 


85,795 


25,064 


764 


5,053 


19,247 


77,919 


5,436 


5.831 


18.408 


6.650 


24.406 


2.965 


3.973 


10.250 


November 


103,285 


86,072 


25,169 


759 


5,074 


19,336 


78,116 


5,459 


5,851 


18.443 


6.657 


24.493 


2.977 


3.978 


10.258 


Oecemt^r . . 


103,612 


86,341 


25,259 


756 


5,121 


19,382 


78,353 


5,473 


5,871 


18.458 


6.668 


24.612 


2.981 


3.996 


10.294 


19M: 
































Januar/* 


103.786 


86,533 


25,204 


745 


5,059 


19,400 


78,582 


5,486 


5,887 


18.628 


6.661 


24.647 


2.982 


3.994 


10.277 


Fevuary*' 


104,317 


86,996 


25,332 


746 


5,166 


19,420 


78,985 


5,497 


5,903 


18,739 


6.677 


24.848 


2.989 


4.007 


10.325 



' Not available NOTE Estabtishmeni survey estimates are currently projected from March 1986 

' Data include Alaska and Hawaii beginning in 1959 This inclusion resulted >n an benchmark levels When more recent benchmark data are introduced, all unadjusted 

increase of 212,000 (0 4 perceni) in the nonagricultural total for the March 1959 data (beginning Apnl 1986) and all seasonally adjusted data (beginning January 

berKhmark month. 1983) are subject to revision 



" » preliminary. 



ERIC 
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ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

Employees on nonagricultural payrolls by detailed Industry 

(In thousands) 



Industry 



Total 

Total privatt . 

Mining 

Metal mining 

Iron ores 

Copper ores 



Coal mining 

Bituminous coal and liqnite mining 



Nonmetallic minerals, except fuels ... . 

Crushed and broken stone .v. 

Sand and gravel 

Chemical and fertilizer minerals 



Construction . 



General building contractors 

Residential building construction 

Operative builders 

Nonresidential building construction , 



Heavy construction contractors 

Highway and street construction 

Heavy construction, except highway . 



Special trade contractors 

Plumbing, heating, and air conditioning ... 
Painting, paper hanging, and decorating . 

Electrical work 

Masonry, stonework, and plastering 

Carpentering and flooring 

Roofing and sheet metal work 



Manufacturing .... 
Durable goods . 



Lumber and wood products 

Logging camps and logging coniractors 

Sawmills and planing mills 

Sawmills and planing mills, general 

Hardwood dimension and floonng 

Millwork. plywood, and structural members , 

Millwork 

Wood kitchen cabinets 

Hardwood veneer and plywood 

Softwood veneer and plywood 

Wood containers 

Wood buildings and mobile homes 

Mobile homes 

Miscellaneous wood products 



Oil and gas extraction 

Crude petroleum, natural gas, and natural gas liquids . 
Oil and gas field services 



See footnotes at end of table 



1972 




All employees 


Production workers' 


SIC 
Code 


Avg 
1987 


Jan. 
1987 


Dec. 
1987 


Jan. 
1988" 


Feb 
1988" 


Avg. 
1987 


Jan. 
1987 


Dec. 
1987 


1 

Jan. 
1988'' 


Feb. 
1988" 




102.112 


» 99,511 


104,37: 


) 102,34e 


) 102,92^ 


\ 












85,04£ 


) 82,58^ 


1 86,83£ 


> 85,1 1C 


) 85.332 


' 68.78C 


i 66,616 


) 70.30J 


> 68.581 


68.762 




741 


7ie 


) 761 


74C 


1 74C 


53C 


) 501 


55C 


) 532 


' 529 


. 10 
101 
.. 102 


43 3 
9.1 


40.6 
7.7 
12.2 


44.6 
9.2 
13.5 


451 

9.5 
135 




32.6 
6.S 
10.2 


301 

5.6 
9.6 


33 8 
7.C 
10 7 


34.4 
7.3 
10.7 


- 
- 


11,12 
. 12 


162.5 
160.3 


164 1 
161.6 


161.9 
159.9 


1605 
158.5 




132.6 
130 8 


133.6 
131 5 


132.1 
130.4 


130.0 
128.3 




.. 13 
.. 131,2 
138 


425.1 
204.0 
221.1 


412.0 
206.5 
205.5 


445.9 
203.5 
242.4 


436 0 
201.1 
234.9 


432.4 


279.3 
100.4 
178.9 


263 0 
101.0 
162.0 


300 4 
100.3 
200.1 


292.1 
99.5 
1926 


- 


. 14 
.. 142 
. 144 
. 147 


110.6 
401 
33 2 
18.0 


99 5 
35.0 
29.0 
17.6 


109 0 
40.2 
31.8 
18.2 


101 3 
36.0 
28.7 
182 




85.0 
31 9 


74.3 
27 0 


83 3 
31.5 


75.7 
27.3 






5,031 


4,620 


5,044 


4,644 


4.624 


3,924 


3.554 


3.925 


3.530 


3,510 


. 15 
. 152 
. 153 
154 


1,278.4 
665.3 
54.1 
559.1 


1,220.2 
624.8 
52.7 
542.7 


1,285.2 
671.0 
52.0 
562.2 


1.214.1 
636.5 
50.1 
527.5 


1,194.7 


933 4 
471.9 
27.0 
434.5 


883.5 
439 6 
26.4 
4175 


938 3 
476.2 
24.5 
437 6 


865 8 
440.8 
22 6 
402.4 


- 
- 


16 
. 161 
162 


779.2 
292.3 
486.9 


659.4 
210.9 
448.5 


751.0 
267.3 
483.7 


641 5 
211.9 
429.6 




652.5 
244.2 
408.3 


535.8 
167.3 
368.5 


624 0 
217.1 
406.9 


516.2 
162.6 
353.6 




. 17 
171 
172 
173 
174 
175 
176 


2.972.8 
6571 
168.9 
546.3 
488 2 
1751 
214.0 


2,740.8 
631.1 
153.0 
525.9 
449.1 
170.3 
199.4 


3,007.4 
674.0 
165.4 
572.4 
486.2 
169.5 
214.9 


2,788.1 
656.1 
149.3 
559.7 
438.9 
1591 
186.9 




2,337.6 
485.7 
141.1 
422.5 
414.7 
134.5 
170.7 


2.134.2 
463.4 
125.8 
404.6 
378 4 
130.4 
158.4 


2.362.7 
499 5 
136.9 
445 4 
412.9 
129 9 
171.1 


2.147.5 
480.4 
122.2 
431.4 
368.3 
120.9 
142.7 






19,112 


18.803 


19,388 


19,251 


19.287 


13,021 


12.753 


1 3.249] 


13.124 


13.162 




11,237 


11,087 


11,414 


11,339 


11.355 


7,457 


7.318 


7.609 


7.540 


7.560 


24 

241 

242 

2421 

2426 

243 

2431 

2434 

2435 

2436 

244 

245 

2451 

249 


739.0 
81.2 
201.8 
163.8 
35.1 
262.4 
102.0 
70.9 
24.7 
38.7 
406 
72.6 
49.1 
804 


704.8 
76.6 

194.1 

157.4 
33.8 

248.9 
94.8 
682 
23.9 
37.9 
39.5 
67.9 
46.1 
77.8 


741.4 
80.9 
204.8 
165.4 
36.4 
262.4 
101.5 
71.7 
25.3 
38.7 
40.0 
72.3 
48.5 
81 0 


726.5 
77.9 
200.8 
161.9 
36 2 
259.0 
1002 
70.5 
25 3 
38.9 
40.0 
67.7 
46.1 
81.1 


728 2 


618 0 
67.9 

178.0 

144.6 
30.8 

216 8 
82.7 
57.0 
21.6 
35.2 
34.4 
54 9 
39.6 
65 9 


5881 
63.9 

171.0 

138.8 
29.6 

204.6 
76.2 
54.6 
20.8 
34.6 
33.4 
50.8 
36.9 
64.2 


618.9 
67.9 

180.2 

145.7 
31.9 

216.8 
82.0 
58.0 
22.1 
35.0 
33.8 
54 4 
39.0 
65.8 


605 2 
65.3 

176.6 

142 6 
31.8 

213.5 
80.5 
57.0 
22.2 
35.4 
33.7 
50.2 
36.7 
65 9 


606.9 
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ESTABLISHMENT DATA 
EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

Employees on nonagrlcultural payrolls by detailed Industry— Continued 



(In thousands) 



IndusUy 


1972 
StC 
Code 


All employees 


Production workers' 


Avg. 
1987 


Jan 
1987 


Dec. 
1987 


Jan 
1988^ 


Feb. 

1988"^ 


Avg. 
1987 


Jan 
1987 


Dec. 
1987 


Jan. 
1988' 


Feb 
1988^ 


Ounbl* goods— Continutd 
























Furniture and fixtures 


25 


513.6 


500.7 


534.9 


533 7 


533.3 


411.3 


401 1 


429.9 


428 3 


428,0 


Household furniture 


251 


306 4 


299.1 


321.2 


321 3 




258.9 


252 2 


272.4 


272 5 




Wood household furniture 


2511 


1 


1 c 
1 JJ.O 


1415 


1 AO 0 




1 1ft Q 

1 1 0.9 


1 1 0.9 


123.8 


124.3 




Upholstered household furniture 


2512 


98.9 


95.4 


103.5 


1036 




82 8 


79.4 


87.3 


87.1 




MaIaI hnu^hold fiimitiim 


2514 


27 3 


27.6 


302 


30.3 


_ 


22.5 


22 7 


24.9 


25.1 




Mattresses and bedsprings 


2515 


ft 




Qi ft 

J 1 .o 


'Si R 
Ol.9 




O'i A 


00 0 
cc.c 


OA A 


24 4 




Office furniture 


252 


Of A 






CO '5 




R1 n 


Rn 7 

0\J.f 


Oc. O 


52.0 




Piihlk^ btJildtnn unti rointori fiirnitiirp 


253 


28.8 


27.7 


29.9 


29 5 




22.1 


21.3 


22.8 


22 6 




Pflriitmnc AnH fiytiiroc 


254 


73.8 


71.3 


75.6 


75.5 




53.3 


51.3 


551 


54.7 




Miscellaneous furniture and fixtures 


259 


37.1 


36.4 


38.7 


38.1 


_ 


26.0 


25.6 


27 0 


26 5 


_ 


Stone, clay, and glass products 


32 


584 8 


564.8 


583.3 


564.3 


563.1 


452.6 


432.2 


452.1 


434.3 


433.8 


Flat glass 


321 


15.0 


15.2 


14.9 


15.0 




11.7 


11.9 


11.6 


11.7 


- 


Glass and glassware, pressed or blown 


322 


87.8 


88.5 


86.3 


85.5 




75.2 


75.4 


74.1 


73.5 




Glass containers 


3221 


44 1 


44.4 


42.4 


42.7 




39.6 


39.9 


38 3 


38.4 




Pressed and blown glass, nec 


3229 


43.7 


44.1 


43.9 


42 8 




35.5 


35.5 


35 8 


35.1 




Products of purchased glass 


323 


51.3 


50.0 


52.2 


52.0 




36 3 


34.9 


37.8 


37 7 




Cement, hydraulic 


324 


21.7 


21.4 


21.3 


20.9 




16.7 


164 


16.2 


16.0 


_ 


Structural clay products 


325 


38 3 


36 9 


391 


38.6 




30.1 


28.8 


30.7 


30.2 




Pottery and related products 


326 


36.1 


35.8 


36.6 


36.6 


_ 


28.9 


28 5 


29.4 


29.2 




Concrete, gypsum, and plaster products 


327 


211 3 


195.9 


207.9 


1921 


- 


163 9 


149.5 


160.4 


1450 


- 


Concrete block and brick 


3271 




1 Q 0 




i Q 1 




U.D 


19 7 




IOC 




Concrete products, nec 


3272 


69.3 


65.6 


69.3 


662 




52.7 


49.1 


52.7 


49.5 






3273 


1 no *i 

1 Uc J 


Q1 7 

y 1 . f 


QQ 1 


ft7 7 

Of ,1 






72 7 


7Q A 


Aft *\ 
OO.O 




Misc. nonmetallic mineral products 


329 


110.2 


109.3 


111.9 


111.1 




79 6 


77.7 


81 6 


81.2 


_ 


Abrafin/p ornHij/'t^ 


3291 


20.5 


20.9 


20.6 


20.6 


_ 


13.9 


13.9 




14 1 


_ 


Asbestos products 


3292 


9 3 


9.0 


9.4 


9.2 




7.2 


6.9 


7 1 


7 f\ 






3296 


24 5 


25.1 


24.4 


23.9 












_ 


Primary metal industnes 


33 


750.6 


726.6 


768.4 


768 5 


772 3 


565.1 


540 6 


583.5 


584.1 


586.8 


Blast fumaces and basic steel products 


331 


274.6 


254.4 


284.0 


284.7 


287 2 


207.3 


188.3 


216.9 


218.1 


220.0 


Blast fumaces and steel mills 


3312 


2080 


189.3 


2157 


216.5 




158.1 


140 6 


165.7 


1671 




Steel pipo and tubes 


3317 


23.3 


22.4 


24.2 


24 1 


_ 


17.0 


162 


18.2 


18.0 


_ 


Iron and steel foundries 


332 


131.3 


128 2 


135.6 


135.6 


_ 


103.5 


100.5 


107.8 


107.9 


_ 




3321 


81.8 


80.3 


84.1 


83.7 


_ 


66.4 


65.0 


68.5 


68.1 




Steel foundries, nec 


3322 
3325 


8.7 
26 8 


8.2 
26,1 


9.0 
28 1 


8.9 
28.8 




63 
20.0 


6.0 
19,2 


6,7 
21.3 


6.6 
22.0 


_ 
_ 


Pnmary nonferrous metals 


333 


40 5 


39.7 


41.4 


41.8 


_ 


28.6 


27.4 


30 0 


30 4 


_ 


Pnmary aluminum 


3334 


22.6 


22.1 


23.1 


23.5 


_ 


16 0 


15.0 


17.0 


17.4 


_ 


Nonferrous rolling and drawing 


335 


176.8 


177.3 


177.2 


176.5 




126.3 


125.5 


127.0 


126 5 


_ 


Copper rolling and drawing 


3351 


22 8 


22.3 


23 4 


23.4 




17.8 


17.4 


18.2 


18.1 


_ 


Aluminum sheet, plate, and foil 


3353 


276 


27.5 


27.5 


27 4 




20.1 


19.9 


19,5 


193 


_ 


Nonferrous wire drawing and insulating 


3357 


74.7 


75 5 


74.9 


74 3 




52.7 


52 7 


53.5 


53.1 


_ 


Nonferrous foundries 


336 


85.9 


85.7 


87 3 


87 1 




68 9 


68.8 


70 0 


69.7 






3361 


52 6 


52.8 


53.2 


53 1 




42 9 


43.1 


43 4 


43.3 




Fabricated metal products 


34 


1,428.2 


1,415 0 


1,455,1 


1 ,447 4 


1 ,446.9 


1 ,058 8 


1,045 0 


1,083.1 


1,074 4 


1,075 8 




341 


' 56.5 


56.2 


' 550 


' 54.7 




' 48.3 


48.0 


46 6 


46 2 






3411 


45.5 


45.4 


44.1 


43.8 




39.5 


39.6 


37.8 


37.4 






342 


1335 


134.2 


1359 


134.8 




98.4 


98.6 


101.1 


99.6 




Hand and edge tools, and hand saws and blades ... 


3423,5 


47.7 


46.1 


49.4 


49.4 




35 0 


33.7 


36.4 


36.3 




Hardware, nec 


3429 


74.9 


76.6 


75.7 


74 5 




56.1 


57 3 


57.4 


56.0 




Plumbing and heating, except electnc 


343 


61.7 


61.0 


63.6 


63.1 




44 1 


43.9 


45.8 


45 0 




Plumbing fittings and brass goods 


3432 


246 


24 4 


25.1 


253 




17.9 


17.8 


183 


18.5 






3433 


263 


25.9 


27.1 


26.4 




180 


17.8 


187 


17.8 




Fabncated structural metal products 


344 


436.6 


429.7 


442.4 


438.4 




309.3 


300.9 


316.5 


312.6 






3441 


77.2 


76.8 


78 2 


77.8 




55.0 


54 2 


561 


55.7 




Metal doors, sash, and trim 


3442 


952 


89.3 


96.6 


94.5 




70.6 


65.8 


71.2 


69.5 




Fabncated plate work (boiler shops) 


3443 


91.4 


93.0 


92.1 


92 5 




57.7 


57.6 


59.9 


60.3 




Sheet metal work 


3444 


110.6 


109 1 


112.4 


111.3 




82 9 


81 0 


85.0 


83.6 






3446 


29 4 


29.7 


29.5 


29.5 




21.5 


21.6 


21.8 


21.8 





See footnotes at end of table 
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ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-2. Employees on nonagricultural payrolls by detailed industry— Continued 

(In thousands) 



Industry 



Durable goods— Continued 

Fabncated metal products— Continued 
Screw machine products, bolts, etc 

Screw machine products 

Bolts, nuts, nvets. and washers 

Metal forgings and stampings 

Iron and steel forgings 

Automotive stampings 

Metal stampings, nec 

Metal services, nec 

Plating and polishing 

Metal coating and allted services 

Ordnance and accessones, nec 

Ammunition, except for small arms, nec 
Misc. fabncated metal products 

Valves and pipe fittings 

Misc. fabricated wire products 



1972 
SIC 
Code 



Machinery, except electncal 

Engines and turbines 

Turbines and turbine generator sets ... 

Internal combustion engines, nec .. . 
Farm and garden machinery 

Farm machinery and equipment 

Construction and related machinery 

Construction machinery 

Mining machinery 

Oil field machinery 

Conveyors and conveying equipment 

Industrial trucks and tractors 

Metalworking machinery 

Machine tools, metal cutting types 

Machine tools, metal forming types ... . 

Special dies, tools, jigs, and fixtures .. . 

Machine tool accessones 

Power dnven hand tools 

Special industry machinery 

Food products machinery 

Textile machinery 

Printing trades machinery 

General industrial machinery 

Pumps and pumping equipment 

Ball and roller bearings 

Air and gas compressors 

Blowers and fans 

Speed changers, dnves, and gears 

Power transmission equipment, nec .. , 
Office and computing machines , 

Electronic computing equipment 

Refrigeration and service machinery 

Refrigeration and heating equipment .... 
Misc. machinery, except electncal 

Carburetors, pistons, nngs, and valves . 

Machinery, except electrical, nec 



345 

3451 

3452 

346 

3462 

3465 

3469 

347 

3471 

3479 

348 

3483 

349 

3494 

3496 



Electrical and electronic equipment 

Electnc distnbuting equipment 

Transformers 

Switchgear and switchboard apparatus . 
Electncal industrial apparatus 

Motors and generators 

Industrial controls 

Household appliances 

Household refngerators and freezers 

Household laundry equipment 

Electric housewares and fans 



35 

351 

3511 

3519 

352 

3523 

353 

3531 

3532 

3533 

3535 

3537 

354 

3541 

3542 

3544 

3545 

3546 

355 

3551 

3552 

3555 

356 

3561 

3562 

3563 

3564 

3566 

3568 

357 

3573 

358 

3585 

359 

3592 

3599 

36 

361 

3612 

3613 

362 

3621 

3622 

363 

3632 

3633 

3634 



All employees 



Avg. 
1987 



94 6 
45.3 
49 3 

237.1 
30.4 
99.4 
967 

115.5 
74.7 
40.8 
80.2 
463 

212.4 
77.0 
51 5 

2,039.1 
98.7 
29.3 
69 4 
101.1 
73.5 
219.3 
79 5 
19.7 
41.9 
29 8 
25.6 
298 1 

45.6; 

19.0| 
142.2 
53.7 
21 1 
159.4 
37.9 
202 
26.8 
253.8 
441 
43.4 
21.6 
30.9 
20.0 
16.5 
458.7 
402.8 
175.51 
126 2 
274.5 
35 0 
239.5 



Jan 
1987 



2,100.8 
105.8 
504 
55.5 
1850 
90.4 
58.6 
1373 
28.7 
22.8 
35.6, 



93.3 
44.3 
49.0 

240.3 
31.0 

102 3 
96.4 

112.3 
73.3 
39.0 
78.6 
46.1 

209 4 
76.5 
50.8 

2,006.5 
98.9 
31.0 
67.9 
87.6 
59.9 

211.1 
75.1 
18.6 
40.3 
29.5 
25.0 

300.3 
47 2 
19 1 

142.2 
53.2 
21.3 

157.0 
37.3 
19 3 
26.9 

252.8 
42.9 
43 5 
21.6 
31.0 
19.7 
16.5 

457 9 

401.7 

170.8 

122.6 

270.1 
34.6 

235.5 



Dec. 
1987 



2,108.9 
106.0 
50.4 
55.6 
187.1 
91.5 
60.0 
137.3 
28.6 
23.4 
34.7 



96.9 
47.0 
49.9 

239.2 
30.3 
99.9 
98.3 

1201 
77.5 
42.6 
81.8 
46.6 

220 2 
80.0 
53 5 

2,089.5 
100.2 
27, 
72, 
109.2 
78.7 
227.8 
82.0 
20.5 
44.1 
30.8 
26.4 
300.5 
45.2 
19.1 
143.6 
55.2 
21.0 
164.2 
39.0 
21.2 
27.3 
258.1 
45.5 
44.0 
21.5 
31.4 
20.4 
17.1 
470.1 
413.4 
177.8 
127.5 
281.6 
35.5 
246.1 



Jan. 
1988" 



See footnotes at end of table. 



2.131.8 
107.5 
51.4 
56.1 
186.4 
91.2 
58.7 
140.6 
29.8 
22.2 
37.1 



97.0 
47.2 
49.8 

235.9 
30.5 
96.9 
97.9 

120.4 
77.3 
43.1 
82 0 
46 7 

221.1 
80.9 
53.6, 

2.096.1 
100.5 
27.6 
72.9 
112.1 
80.3 
229.0 
82.7 
20.7 
44.8 
30.2 
26.4 
302.1 
45.6 
19.1 
144.5 
55.5 
21.0 
164.7 
39 2 
21.1 
27.6 
2591 
45.1 
44.0 
21.8 
31.4 
20 4 
17.2 
468.2 
411 2 
177.5 
127 4 
282.9 
35.4 
247.5 



1988" 



2,128.3 
107.3 
51.1 
56.2 
186.9 
91.5 
59.1 
139.4 
29.5 
21.9 
37.1 



Production workers' 



2.101.3 



2.123.6 



Avg. 


Jan. 


Dec 


Jan 


Feb. 


' 1987 


1987 


1987 


1988" 


1988" 


72 J 


\ 71.: 


J 74.5 


) 74.( 




371 


36 1 


38./ 


f 39 C 




35.C 


} 35.2 


I 35 { 


\ 35.( 




189.: 


> 192.^ 


\ 191.S 


! ^Q7.i 




23.C 


1 23.S 


1 23: 


23.' 




84.7 


87.5 


! 85.' 


&2A 




73.£ 


73A 


74.7 


74.2 




92.S 


89.£ 


968 


96.8 


_ 


60.3 


59.4 


62.S 


62.6 




32.2 


30.5 


335 


34 2 




50.3 


49.4 


49.S 


50.^ 




27.2 


28.: 


25.: 


25.f 




154.2 


150.6 


160.7 


161 ^ 




51.7 


5o!5 


54.3 


55.2 




39 0 


38.2 


40.6 


40.7 




3 1.214.3 


1.185.0 


1.255.0 


1.262 0 


1 ,269.2 


62.8 


61.9 


66.4 


66.5 




15.7 


16.7 


16.C 


16.C 




47.0 


45.2 


50!4 


50.5 




67.5 


55.1 


75.2 


78.3 




464 


33.7 


51.7 


53.5 




130.3 


123.6 


138.1 


139.2 




47.2 


43.3 


50.0 


50.7 




11.9 


10.9 


12.5 


12.7 




24.6 


23.1 


268 


27.4 




155 


15.2 


16.5 


16.1 




17.9 


17.8 


18.4 


18.4 




213.3 


214.7 


2158 


216.8 




28 7 


29.9 


28.7 


28.8 




11.9 


11.9 


12.3 


12.4 




108.8 


109.6 


109.6 


110.4 




38.0 


36.8 


396 


39 5 




15.7 


15.7 


15.7 


15.7 




95.0 


92.7 


98.6 


98 7 




23.0 


22.6 


23.6 


23.6 




136 


12.8 


14.4 


14^3 


- 


15.8 


15.8 


162 


16.4 




162 3 


161.0 


166.4 


167.7 




25.3 


24.7 


26 0 


26 2 




33.3 


33.0 


34.2 


34.1 




122 


12.0 


12.5 


12.8 




19.9 


19.9 


20.4 


20.3 




13.6 


13.4 


13.9 


14.0 




10.9 


108 


1 1.4 


11.5 




1499 


149.5 


153.7 


153.1 




125.9 


125.4 


129.1 


128 4 




125.6 


121.5 


127.6 


127.2 




92 5 


89.4 


94.1 


93.7 




207.6 


205.0 


2132 


214.5 




28.4 


28.4 


28.4 


28.4 




179.2 


176.6 


184.8 


186.1 




1.226.1 


1.226.6 


1.255.3 


1.252.5 


1.250.7 


76.9 


77.4 


77.8 


77.5 




37.1 


37.5 


37.4 


37.4 




39.8 


39.9 


40.4 


40.1 




127.2 


128.8 


128.8 


129.6 




69.0 


69.7 


70.2 


70.7 




33.7 


35.0 


34.0 


34.4 




109.0 


108.2 


112.7 


111.8 




23.4 


23.3 


24.4 


24.2 




18.0 


18.0 


17.8 


17.5 




27.3 


26 4 


28.8 


28.8 1 



46 
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ESTABLISHMENT DATA 
EMPLOYMENT 
NOT SEASONALLY ADJUSTED 



B*2. EmptoyMS on nonagriculturai payrolls by detailed lndu8try--Contlnued 

(In thousands) 



Industry 



1972 
SIC 
Code 



All employees 



Production workers* 



Avg. 


Jan. 


Dec. 


Jan. 


Feb. 


Avg. 


Jan. 


Dec 


Jan. 


Feb. 


1987 


1987 


1987 


1988^ 


1988^ 


1987 


1987 


1987 


1986' 


1968' 


191.4 


192,6 


194.5 


192.4 


_ 


139.2 


138 7 


143.0 


142.0 


_ 


27.1 


27.2 


27.1 


26.9 


- 


23.1 


23.3 


23.1 


23.0 


- 


73.7 


74.6 


74.0 


73.8 




48.7 


48.2 


50.0 


50.3 




16.5 


16.6 


16.9 


16.7 


_ 


11.8 


11.9 


12.2 


12.1 


_ 


27.2 


27.5 


28.1 


27.4 


- 


20.6 


20.8 


21.3 


20.7 




79.8 


80.4 


80.0 


78.8 




54.1 


54.1 


54.6 


53.4 


_ 


61.4 


62.0 


61.9 


61.1 




40.7 


41.1 


41.5 


40.7 




614.6 


625.9 


611.8 


610.5 


_ 


256.8 


264.2 


256.0 


256.1 


- 


116.1 


122.1 


113.9 


114.0 


_ 


67.0 


71.5 


65.6 


66.5 


• 


498.5 


503.8 


497.9 


496.5 


_ 


189.8 


192.7 


190.4 


169.6 


• 


635.5 


626.4 


657.2 


659.8 




357.1 


350.7 


372.6 


373.8 


• 


38.1 


39.2 


38.2 


37.9 


_ 


24.1 


24.3 


24.4 


24.2 


_ 


287.4 


264.4 


275.3 


277.1 




103.8 


102.7 


106.0 


108.7 


_ 


258.3 


252.8 


270.0 


270.4 




175.2 


170.9 


184.5 


164.8 


_ 


151.4 


153.2 


153.8 


153.2 




106.0 


106.5 


109.4 


106.3 


• 


30.5 


29.6 


32.6 


32.2 


_ 


23.7 


22.9 


25.4 


24.9 




64.7 


66.6 


65.5 


65.8 


_ 


49.4 


50.6 


50.5 


50.1 




2.015.3 


2,010.3 


2.034.0 


2.004.0 


2.011.3 


1.263.9 


1.265.2 


1.275.7 


1.249.5 


1.254.4 


841.5 


643.7 


845.0 


818.0 


822.7 


654.5 


653.7 


661.6 


634.4 


636.1 


387.6 


377.1 


363.6 


339.1 


- 


276.4 


262.4 


276.6 


254.1 


- 






44.7 


4J.4 




Oil c 


J1.^ 


34.6 


33.6 




383.4 


384.2 


389.1 


386.5 




307.3 


307.5 


313.0 


310.0 




30.1 


27.2 


30.8 


30.3 


- 


23.3 


20.7 


24.1 


23.7 


- 


692.1 


691.1 


698.7 


699.2 


_ 


344.1 


345.3 


345.9 


346.6 


_ 


357.1 


349.4 


369.8 


371.1 


- 


159.8 


156.3 


165.6 


167.4 


_ 


155.7 


156.7 


155.0 


154.5 


_ 


79.1 


60.9 


76.8 


76.8 


_ 


179.2 


185.0 


173.9 


173.6 


- 


105.3 


106.1 


101.3 


100.4 


_ 


186.0 


164.1 


190.6 


190.7 


- 


139.0 


136.2 


143.9 


145.1 




126.5 


128.6 


128.9 


128.7 


- 


90.9 


93.4 


93.9 


94.5 


_ 


59.5 


55.5 


61.7 


62.0 


_ 


48.1 


44.6 


50.0 


50.6 




23.0 


24.1 


23.3 


22.8 


_ 


15.6 


16.1 


16.6 


16.0 


_ 


210.2 


206.3 


215.4 


214.2 


_ 


68.4 


70.4 


66.7 


66.0 


_ 


159.0 


155.9 


162.2 


160.8 


_ 


50.0 


50.3 


49.1 


46.1 


_ 


50.7 


49.8 


49.7 


48.9 


- 


34.2 


33.6 


33.1 


32.7 


- 


on ^ 


10 0 


on n 


1 W. f 




ICQ 

13.9 


13.U 


15.2 


15.2 




695.8 


695.6 


701.4 


701.4 


701.1 


378.2 


376.1 


364.1 


364.1 


384.7 


83.1 


82.8 


84.3 


84.4 


_ 


' 37.5 


36.6 


36.8 


38.8 


_ 


238.2 


240.5 


237.2 


236.0 


_ 


132.8 


133.4 


132.5 


132.5 


_ 


41.0 


41.0 


41.2 


41.3 


_ 


26.0 


25.3 


26.3 


26.5 




51.8 


53.0 


52.1 


51.7 


_ 


26.9 


27.1 


27.6 


27.5 


_ 


100.4 


101.4 


99.1 


98.8 


_ 


49.8 


50.9 


46.3 


46.5 


_ 


32.2 


32.1 


32.4 


32.2 


_ 


156 


15.6 


15.7 


15.5 




181.2 


180.5 


185.1 


185.8 


_ 


108.7 


106.2 


112.2 


112.5 


• 


86.6 


86.5 


86.8 


87.6 


_ 


49.7 


49.4 


50.2 


50.3 




80.2 


79.8 


83.6 


83.4 




51.0 


50.6 


53.7 


53.8 


_ 


41.9 


39.9 


43.5 


43.9 


- 


28.6 


26.8 


30.1 


29.£ 


- 


108.0 


108.6 


107.5 


107.8 




46.8 


47.5 


46.3 


46.5 




11.2 


11.0 


11.4 


11.3 




8.1 


7.8 


6.5 


6.4 




369.4 


353.9 


374.6 


368.8 


373.4 


269.0 


255.7 


271.7 


265.1 


270.1 


54.0 


52.7 


55.4 


53.7 




37.3 


36.0 


36.4 


36.9 




3>.6 


36.7 


38.9 


37.5 




25.7 


24.7 


28.7 


25.6 




12.8 


12.4 


13.1 


12.8 




10.8 


10.2 


11.0 


10.7 




99.8 


91.0 


102.6 


102.5 




74.8 


67.3 


76.7 


76.1 




46.9 


40.6 


47.1 


48.8 




34.2 


28.9 


33.6 


33.1 




52.9 


50.4 


55.7 


55.7 




40.5 


38.4 


42.9 


43.0 




33.2 


32.4 


33.3 


33.5 




23.0 


22.5 


23.1 


23.1 




42.6 


39.4 


42.8 


38.7 




32.9 


30.4 


32.2 


26.8 




24.6 


23.1 


24.2 


21.8 




19.1 


17.8 


18.5 


16.2 




127.0 


126.0 


127.4 


127.4 




90.4 


89.3 


90.3 


89.7 




55.4 


55.9 


56.1 


56.1 




36.4 


38.8 


38.9 


36.5 





Durable goods— Continued 

Electrical arvd electronic equipment— Continued 
Electric lighting and wiring equ^mant 

Electric lamps 

Current-carrying winng devices 

Noncurrent-carrying wiring devices 

Residential lighting fixtures 

Radio and TV receiving equipment 

Radio and TV receiving sets 

Communication equipment 

Telephone and telegraph apparatus 

Radio and TV communication equipment 

Electronic components and accessories 

Electronic tubes 

Semiconductors and related devices 

Electronic components, nec 

Misa electrical equipment and supplies 

Storage batteries 

Engine electrical equipment 

Transportation equipment 

Motor vehicles and equipment 

Motor vehicles and car bodies 

Tnick and bus bodies 

Motor vehicle parts and accessories 

Twck trailers 

Aircraft and parts 

Aircraft 

Aircraft engines and engine parts 

Aircraft equipment, nec 

Ship and boat building and repairing 

Ship building and repainng 

Boat building and repairing 

Rjyiroad equipment 

Guided missiles, space vehicles, and parts .. .. 

Guided missiles and space vehicles 

Miscellaneous transportation equipment 

Travel trailers and campers 

Instruments and related products 

Engineering and scientific instruments 

Measuring and controlling devices 

Environmental controls 

Process control instrumonis 

Instruments to measure electricity 

Optical instruments and lenses 

Medical Instruments and supplies 

Surgical and medical Instruments 

Surgical appliances and supplies 

Ophthalmic goods 

Photographic equipment and supplies 

Watches, clocks, and watchcases 

Miscellaneous manufacturing 

Jewelry, silvenArare. and plated ware 

Jewelry, predouo metal 

Musical Instruments 

Toys and S(50ftlng goods 

Dolls, gameSt toys, and children's vehicles ... 

Sporting and athletic goods, nec 

Pens, pencils, office, and art supplies 

Costume jewelry and notions 

Costume jewelry 

Miscellaneous manufactures 

Signs and advertising displays 

See footnotes at end of table. 



364 

3641 

3643 

3644 

3645 

365 

3651 

366 

3661 

3662 

367 

3671-3 

3674 

3679 

369 

3691 

3694 

37 

371 

3711 

3713 

3714 

3715 

372 

3721 

3724 

3728 

373 

3731 

3732 

374 

376 

3761 

379 

3792 

38 

381 

382 

3822 

3823 

3825 

383 

364 

3841 

3842 

385 

366 

387 

39 

391 

3911 

393 

394 

3942.4 

3949 

395 

396 

3961 

399 

3993 



:)0 
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ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-2. Employees on nonagricultural payrolls by detailed Industry-Continued 

(In thousands) 



Industry 



Nondurable goods 

Food and kindred products . „ 
Meat products 

Meat packing plants 

Sausages and other prepared meats . 

Poultry dressing plants 

Dairy products 

Cheese, natural and processed 

FIukJ milk 

Preserved frutts and vegetables . . .. 

Canned specialties 

Canned fniits and vegetables 

Frozen fmits and vegetables 

Grain mill products 

Flour and other gram mill products 

Prepared feeds, nec 

Bakery products 

Bread, cake, and related products ... 

Cookies and crackers 

Sugar and confectionery products 

Cane and beet sugar 

Confectionery products 

Fats and oils 

Beverages 

Malt beverages 

Bottled and canned soft dnnks 
Misc. food and kindred products 



Tobacco manufactures , 
Cigarettes 



Textile mill products 

Weaving mills, cotton 

Weaving mills, synthetics 

Weaving and finishing mills, wool . 

Narrow fabric mills 

Knitting mills 

Women's hosiery, except socks , 

Hosiery, nec 

Knit outerwear mills 

Knit underwear mills 

Circular knit fabnc mills 

Textile finishing, except wool 

Finishing plants, cotton 

Finishing plants, synthetics 

Floor covenng mills 

Yarn and thread mills 

Yarn mills, except wool 

Throwing pn^j winding mills 

Miscellaneous tex;'ie goods 



Apparel and other textile products 

Men's and boys* suits and coats 

Men's and boys* furnishings 

^/ien's and boys' shirts and nighlwear 

Men's and boys' separate trousers 

Men's and boys' work clothing 

Women's and misses' outerwear 

Women's and misses' blouses and waists .. 

Women's and misses' dresses 

Women's and misses' suits and coats 

Women's and misses' outerwear, nec 

See footnotes at end of table 



1 

1972 


i 


All employees 


Production workers' 


SIC 






















Code 


Jan 


Dec. 


Jan 


Feb. 


AvQ 


Jan. 


Dec. 


Jan. 


Poh 


1987 


1987 


1987 


1988' 


1988'' 


1987 


1987 


1987 


1988' 


1 slOO 


. 20 


7 87J 


> 7 71( 


) 7,97^ 


\ 7,91 J 


I 7,932 


I 5.56^ 


1 5,43J 


> 5,64( 


) 5,58^ 


\ 5502 


1 636. 


1,576.^ 


1 1,636^ 


1 1,608.( 


> 1,605 2 


I 1,152.( 


5 1,099.C 


1 1J52.2 


2 1 125 J 


> 1 121.7 


. 201 


382.6 


\ 372.5 


> 394.S 


) 390.C 


) 


324.S 


] 314,£ 


1 ( 


i 330.C 


1 


2011 


137.6 


> 136 2 


I ^A2.< 


\ 142.C 


) 


115C 


\ 113,£ 


> 119.S 


1 119.2 


) 


. 2013 


76." 


75.1 


77: 


1 75.£ 


\ 


56." 


55. C 


57. C 


1 55 ( 




.. 2016 


150 ' 


142.7 


155.8 


\ 153.C 


) 


136 


129C 


141 I 


1 138.C 




202 


165.7 


160 £ 


166.2 


164 e 




100 2 


97.2 


99. ( 


1 98.C 


_ 


. 2022 


39.7 


38.C 


40.S 


40.C 




30 6 


29.f 


31. C 


30 7 


_ 


2026 


g5 < 


84.7 


66C 


85.€ 






42 2 




203 








43 2 


43. C 


42. i 


_ 


241.1 


207.2 


218.7 


210.6 




197.1 


165.1; 


175 J 


167 y 


_ 


2032 


25.5 


24.3 


25 4 


25.3 


- 


180 


17C 


17.6 


1 7.i 




2033 


B4.1 


644 


68.6 


66.3 


- 


69.2 


50.6 


54.3 


52 1 




.. 2037 


44 c 


36.7 


37.2 


34.6 




39 4 


31.4 


32.1 


29.4 




204 


121.1 


119.7 


123 7 


123.2 


_ 


83.1 


82.1 


85.8 


85.C 


_ 


.. 2041 


22.6 


22.1 


23.4 


23 5 




15.2 


150 


16.2 


16.2 




.. 2048 


42 2 


41 £ 


42 5 


42 4 




26 7 


26 4 


27.2 


26.8 




205 


211.5 


208.0 


214.0 


210.9 


_ 


128.2 


125.3 


131.3 


128 4 




. 2051 


1662 


164.3 


1664 


164.6 




91.7 


89 8 


93.A 


91.6 




. 2052 


45.3 


43.7 


47.6 


46.3 


_ 


36.5 


35.5 


37 c 


36 6 




.. 206 


97.6 


100 3 


108.0 


102 0 


_ 


76 4 


78.7 


85.S 


80.A 




2061*3 


24.5 


26.3 


29 0 


27.4 


_ 


19.0 


20.8 


22.9 


21.3 




2065 


53.4 


54 4 


58.9 


54 7 


_ 


44.0 


44.6 


49.2 


45.5 




207 


32 9 


32.6 


33.3 


33.2 


_ 


23.9 


23.9 


24.8 


24.7 




208 


211.0 


208.9 


207.3 


204.3 




90.0 


89.0 


86.7 


85.5 




. 2082 


40 0 


40.0 


39.3 


39.0 


_ 


25.3 


25.0 


25.0 


24.8 




. 2086 


125.5 


124 8 


123.2 


122.2 


_ 


41.0 


40.5 


39.7 


39.6 




. 209 


172.4 


166.3 


170.3 


169.8 


_ 


128 7 


122 9 


126 0 


125.6 




. 21 


56 5 


59.7 


58.8 


57.9 


54 8 


42.4 


45 9 


44.5 


43.5 


39.1 


. 211 


40.4 


41.6 


39 7 


39.0 




29.9 


31 4 


29.1 


28.5 




22 


729.9 


7154 


739 5 


733.6 


734 3 


633 9 


620.7 


641.8 


636.8 


637.9 


. 221 


107.7 


104 3 


1107 


110.2 




97.3 


94.0 


100.0 


99.4 




. 222 


87 6 


85.4 


90.5 


90 5 




78 1 


76.1 


80.8 


80.6 




223 


18.1 


17.7 


190 


19.2 




14.8 


14.6 


15 5 


15.7 


- 


224 


22 9 




23.6 


23 9 




19.9 


19.3 


20.5 


20.7 


- 


225 


209 7 


206.5 


208.0 


203.3 




183.9 


180.8 


182.5 


178.9 




2251 


34.7 


35 3 


33 9 


33.5 




31 0 


31 5 


30.3 


30.0 




2252 


36 6 


36.2 


36.7 


36 5 




32.8 


32.5 


32.9 


32.7 




2253 


72 2 


70.7 


71.1 


67.8 




642 


62.7 


63.3 


60.1 




2254 


23.2 


23.0 


231 


22.9 




19.6 


19.2 


19.5 


19.4 




2257 


25.3 


24.1 


25 7 


25.5 




22 C 


20.8 


22.2 


22.3 




226 


60.6 


60.3 


60.6 


60.6 




50 9 


50.O 


50 9 


50.6 




2261 


23.7 


23 6 


24 0 


24.0 




20.1 


20.0 


20.4 


20.0 




2262 


22.5 


22.6 


22.4 


22 2 




18.3 


18.4 


18.2 


18.1 




227 


59.0 


56.5 


60.5 


59.8 




47 9 


46 0 


48.7 


48.7 




228 


108.8 


107.8 


110.2 


110.0 




97.5 


96.5 


98 6 


98.3 


- 


2281 


79 7 


78.0 


81.2 


80.9 


- 1 72.2 


70.7 


73.5 


73.2 




2282 




16.5 


15.6 


15.6 




14.1 


14.7 


13.8 


135 




229 


55 5 


54.6 


56 4 


56 1 




43.6 


42.8 


44 3 


43.9 




23 


1,1131 


1,096.5 


1,119.5 


1,1065 


1,1164 


934.8 


920.3 


941 4 


930.1 


939 3 


231 


57.5 


589 


57.4 


57.6 




49.4 


50 7 


49.5 


49.8 




232 


314.5 


305 9 


321.1 


319 2 




271.5 


264.5 


276 9 


275.6 




2321 


86 3 


85.0 


86 4 


85.2 




73.8 


72.8 


73.5 


72.7 




2327 


54.5 


55.1 


55.8 


55.5 




47.7 


48.5 


43.7 


48.5 




2328 


960 


91 4 


98.4 


98 7 




84.0 


80.1 


86.2 


86.7 




233 


357 5 


350 0 


354.2 


347.5 




297.5 


289 9 




2331 






295.4 


289.1 




49 7 


49.5 


48.6 


481 




41.3 


41.1 


40 5 


39.7 




2335 


84 3 


82.3 


82 0 


80.4 




70.2 


68.3 


67.8 


66.0 




2337 


44.31 


39 5 


41 6 


40.2 




35.8 


31 9 


33.4 


32 3 




2339 


1792j 


178.7 


182.0 


178.8 




150 1 


148.6 


153 7 


151.1 
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ESTABLISHMENT DATA 
EMPLOYMENT 
NOT SEASONALLY ADJUSTED 



Employees on nonagricultural payrolls by detailed tndustryContlnued 

(In thousands) 



Industry 



Nondurabte goods— Contfnutd 

Apparel and other textile products^Continued 
Women's and children's undergarments 

Women's and children's underwear 

Brassieres and allied garments 

Children's outerwear 

Children's dresses and blouses 

Misc. apparel and accessones 

Misc. fabri-dted textile products 

Curtains and draperies 

House furnishings, nec 

Automotive and apparel tnmmings 



Paper and allied products 

Paper and pulp mills 

Paper mills, except building paper . 

Papert)oard mills 

Misc. converted paper products 

Paper coating and glazing 

Envelopes 

Bags, except textile bags 

Paperboard containers and boxes . 

Folding paperboard boxes 

Corrugated and solid fiber boxes . 

Sanitary food containers 



Printing and publishing 

Newspapers 

Periodicals 

Books 

Book publishing 

Book printing 

Miscellaneous publishing 

Commercial printing 

Commercial printing, letterpress ... 

Commercial printing, lithographic . 

Manifold business forms 

Blankbooks and bookbinding 

Printing trade services 



Chemicals and allied products 

Industnal inorganic chemicals 

industrial inorganic chemicals, nec 

Plastics materials and synthetics 

Plastics matenals and resins 

Organic fibers, noncellulosic 

Drugs 

Pharmaceutical preparations 

Soap, cleaners, and tcilet goods 

Soap and other detergents 

Polishing, sanitation, and finishing preparations 

Toilet preparations 

Paints and allied products 

Industrial organic chemicals 

Cyclic crudes and intermediates 

Gum, wood, and industnal organic chemicals, nec . 

Agricultural chemicals 

Miscellaneous chemical products 



Petroleum and coal products ... 

Petroleum refining 

Paving and roofing matenals . 

See footnotes at end of table. 



1972 


All employees 


Production workers' 


SIC 


Avg. 


Jan. 


Dec 


Jan. 


Feb 


Avg 


Jan. 


1 

Dec. 1 


Jan 


Code 


1987 


1987 


1987 


1988^ 


1988^ 


1987 


1987 


1987 1 


1988'^ 


234 


73 2 


74 4 


72.2 


71.2 




60.3 


61 8 


CQ A 

oy.4 


58.6 


2341 


59.6 


60.4 


58.8 


58.1 




50.8 


t>1.6 


Crt 1 


AQ 7 


2342 


136 


14.0 


13 4 


13.1 




9 6 


10 2 


9.1 


Q Q 

o y 


236 


57.7 


60 0 


58.1 


57.6 




48.2 


50 6 


48,6 




2361 


24.0 


25.5 


24.2 


24 4 




21 0 


22 3 


21.2 


21.4 


238 


41.5 


40.1 


41.1 


39.7 




34 7 


33.4 


*iA 4 

o4.1 


lO Q 


239 


192.4 


188.6 


197.0 


195 4 




158.4 


154.7 


163 0 


161.4 


2391 


26.9 


26.5 


27.4 


26.8 




21.8 


£ I.J 


oo o 


91 V 


2392 


52.9 


49.7 


55.6 


54.5 


_ 


44.9 


42 0 


47.7 


46.5 


. 2396 


39 8 


40.6 


40.1 


39.6 


- 


33 4 


34.2 


33 5 


32 8 


26 


678.2 


674.0 


681.2 


678 0 


677.1 


9lt>.U 


0 1 :.4 


Ci 7 VI 


010 1 


261 ,2,6 


193.3 


194.5 


193.3 


192.3 




146 8 


l4o.O 


i ACl A 
l40 O 


i VIA n 

1 40.U 


. 262 


169.4 


170.5 


169.2 


168.6 


- 


127.9 


1 OQ A 


1 97 C 


1 97 9 


263 


52 9 


53.0 


52.8 


52 8 


■ 




40.3 


Af\ O 


vin 1 


264 


233.2 


229 4 


233.7 


232.0 


■ 


173.4 


169 8 


1 70 Q 


1 79 n 

1 /£.V 


2641 


58.6 


58 1 


58.8 


58.2 


■ 


37.3 


36.4 


ic a 


36.9 


. 2642 


26.8 


27.0 


27.1 


27.2 




20.9 


21.3 


£ l.£ 


91 9 
£l £ 


. 2643 


52.8 


52.3 


54.0 


53.5 


■ 


41.8 


41.0 




>I9 1 


. 265 


198 8 


197.1 


201.4 


200.9 


■ 


154 9 


4 CI n 
190.U 


i C7 Q 
10/ O 


1 CC Q 


. 2651 


42.9 


42.4 


43.9 


43.2 




34.0 


33.5 


J4.y 


0*1.0 


. 2653 


104.7 


104.9 


105.7 


106.0 




79.5 




on C 
OU 0 


Qn A 


. 2654 


23 6 


22.5 


23.7 


24.2 


_ 


20.3 


19.2 


20.4 


20.5 


. 27 


1 ,501 .4 


1,477.0 


1 .532.6 


1 ,529.5 


1,537.2 


oil C 


830.6 


QCO 7 


OAn Q 


. 271 


462.2 


457.6 


470.4 


466 9 




170.8 


170.3 


175 3 


171 8 


. 272 


121 9 


117.6 


125.6 


126.8 




44 6 


43.4 


ViC Q 


AG. C 
4O.0 


273 


113.2 


112.6 


113.3 


113 9 


■ 


60.4 


61.7 


60 0 


CI n 


. 2731 


83.9 


83.7 


83 7 


83.8 


■ 




38.7 


36.7 


0/.*l 


. 2732 


29.2 


28.9 


29.6 


30.1 




22.9 


23.0 


11 1 


23.6 


274 


77.6 


75 1 


80.3 


80.8 




41 2 


4U 0 


Ai 7 
41 ./ 


VI9 Q 


275 


529.1 


517.3 


543.0 


541.9 




383 0 


J/4. J 


oyo.o 


Ool.O 


. 2751 


168.5 


163.7 


173.2 


171 9 




121.1 


i i Q Q 

1 lo.y 


123.6 


1 99 7 
1 ££./ 


. 2752 


332.5 


325 9 


340.9 


341.0 


■ 


239 5 


oil C 


OAQ C 


9>IO 7 


. 276 


48.8 


49.4 


49 3 


49.3 




34.0 


34.8 


1>i 1 


Qvl A 
0*1 *♦ 


. 278 


73.8 


72.5 


74.7 


75.2 




59 1 


CO 4 


60.0 


60.2 


. 279 


53 3 


52.6 


54.4 


54.4 


■ 


39 7 


39 6 


40.5 


40.6 


28 


1 ,026.6 


1,011.5 


1 ,044.0 


1,041 6 


1 ,046 4 


575 2 


563.6 


CQC Q 


Cfivl 7 
0O*l./ 


. 281 


133.7 


133.0 


136.1 


135.6 


~ 


67.8 


68 0 


67.1 


67.1 


. 2819 


88.7 


88.6 


91.1 


90 6 




48.7 


49.3 


48.0 


47.9 


. 282 


165 7 


165.7 


168.1 


168 2 




109 4 


111.0 


110.3 


110.4 


. 2821 


76.3 


75.1 


77.8 


77 8 


- 


45 2 


44.9 


45 7 


45 6 


. 2824 


60.1 


61 3 


60.4 


60.6 




42 5 


AA 1 

44.J 


42 2 


>I9 VI 

4^ 4 


. 283 


211.7 


207.8 


216.8 


218.0 




97.3 


96 1 


inn o 


inn Q 


. 2834 


168.9 


166.0 


173.2 


174 7 


- 


76 4 


75.8 


79.0 


79.9 


. 284 


152 5 


146.9 


157.1 


155.4 




97.0 


92 3 


100 5 


98.2 


. 2841 


42.0 


41.6 


43.2 


42 4 




26 5 


26.2 


27.3 


26.4 


. 2842,3 


40 6 


39.8 


41.4 


41.7 




22.2 


21 2 


231 


23.2 


2844 


69.9 


65.5 


72.5 


71 3 




48 3 


44.9 


50.1 


48 6 


. 285 


63 0 


61.8 


62.2 


61.8 




30.9 


301 


30 2 


29 9 


.. 286 


152.4 


151.5 


153.9 


154.2 




85 7 


81 7 


88.7 


891 


.. 2865 


29.5 


28 9 


30.0 


30.1 




19.4 


19.3 


19.6 


19.5 


. 2861,9 


122.9 


122.6 


1239 


124 1 




66.3 


62 4 


691 


69.6 


287 


54 1 


53.4 


54.8 


53.8 




34 2 


33.0 


35.4 


34.9 


289 


93.5 


91.4 


95.0 


94 6 




52.9 


51.4 


54.4 


54.2 


.. 29 


164.8 


160 6 


164.4 


163 4 


164.2 


107.5 


102.6 


107,2 


106 6 


291 


125.6 


124.9 


1263 


126.6 




79.8 


77.9 


80.9 


81.7 


295 


27.8 


24.5 


26.4 


25.2 




21 1 


18.3 


19.8 


184 
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ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

EmpioyMt on nonagHcultural payrolls by detalltd Induitry-Contlnued 

(In thousands) 



Industry 



Nondurabit goodt-Contlnuad 

Rubber and misc. plastics products 

T»re8 and Inner tubes 

Rubber and plastics footwear 

Reclaimed rubber, and rubber and plastics nose 

and belting 

Fabricated rubber products, nec 

Miscellaneous plastics products 



Leather and leather products 

Leather tanning and finishing 

Footwear, except rubber 

Men's footwear, except athletic 

Women's footwear, except athletic 

Luggage 

Handbags and personal leather goods . 



Trans portatJon and public utilities . 
Traiisportation 



Railroad transportation . 
Class i railroads' 



Local and interurban passenger transit . 
Local and suburban transportation 

Taxicabs 

Intercity highway transportation 

School buses 



Water transportation 

Local water transportation 

Water transportation services , 



Transportation by air 

Air transportation 

Air transportation services . 



Communication and public utilities 

Communication " 

Telephone communication 

Radio and television broadcasting . 

Radio broadcasting 

Television broadcasting 



Electric, gas, and sanitary services . 

Electric services 

Gas production and distribution „„ 

Combination utility services 

Sanitary services 



Wholesale trade . 



Durable goods 

Motor vehicles and automotive equipment 

Automobiles and other motor vehicles 

Automotive parts and supplies 



1972 
SIC 
Code 



All employees 



30 
301 
302 

303,4 

306 

307 

31 

311 

314 

3143 

3144 

316 

317 



40 
4011 

41 

411 

412 

413 

415 



Trucking and warehousing 42 

Trudging and taicking terminals 

Public warehousing ...."Z 



Pipe lines, except natural gas 

Transportatk)n services 47 

Freight forwarding • '.ill 1 471 



421,3 
422 

44 

445 
446 

45 

451.2 
458 

46 



48 

481 

483 

4832 

4833 

49 

491 

492 

493 

495 



50 
501 
5012 
5013 



See footnotes at end of table. 



Avg, 
1987 



818.2 
86.2 
10.5 

21.8 
104.3 
595.3 

150.5 
13.6 
88.4 
39.2 
31.8 
11.3 
18.5 

5.378 

3.150 

306.7 
270.7 

280.9 
100.5 
34.5 
31.7 
89.7 

1.465.3 
1,357.4 
107.9 

174.1 
26.6 
95.3 

604.3 
534.4 
69.9 



Jan. 
1987 



799.0 
87.1 
10.4 

21.8 
102.9 
576.8 

145. 
13. 
84, 
37 
31 
10. 
18. 

5,245 

3,040 

303. 
266 



Deo 
1987 



287. 
98. 
35 
30.1 
100.1 

1.383.i 
1.280. 
102. 



17.9 

300.1 
71.3 

2.228 
1,297.3 
893.7 
238.1 
113.0 
123.1 

930.7 
453.9 
168.7 
203.4 
78.5 

i,797 

3.419 
434.6 

^12.1 
291.1 



164, 
24. 
91.8 

592.8 
524.7 
66.1 

17.6 

289.9 
68.0 

2.205 
1,282.0 
886.0 
236.2 
113.5 
122.7 

922.6 
451.8 
165.6 
204.3 
73.7 

5.700 

3.368 
432.3 
111.4 
290.3 



843.8 
86. 
11.2 

22.4 
106.9 
617.3 

153.9 
13.4 
91.6 
41.5 
32.1 
12.4 
18.2 

5,510 

3.272 

295.8 
259.5 

294.3 
101.3 
34.6 
31.9 
100.7 

1.566.4 
1,451.7 
114.7 

174.3 
26.0 
93.2 



Jan. 
1988^ 



615.2 
542 3 
72.9 

18.0 

307.9 
74.6 

2.238 
.308.8 
895.3 
240.0 
112.6 
127.4 

929.2 
452.7 
186.1 
200.6 
81.3 

5.878 

3.473 
435.4 

113.6 
290.7 



842.1 
86.2 
11.1 

22.4 
107.4 
615.0 

151.2 
13.1 
90.9 
41.2 
32.2 
11.8 
17.5 

5.426 

3.196 

288.1 
252.0 

293.1 
101.7 
34.2 
31.4 
100.7 

1.504.3 
1,392.6 
111.7 

173.1 
25.0 
93.6 

610.0 
537.1 
72.9 



18.0 

309.1 
74.7 



2.230 
1.302.7 
887.9 
239.8 
112.6 
127.2 

927.0 
450.9 
165.8 
200.3 
81.8 

5.846 

3.465 
434.9 
113.6 
290.3 



Feb. 
1988* 



845.1 



Production workers' 



Avg, 
1987 



151.6 



5,431 
3,202 



635. 
61.8 

8. 

15.8 
80.2 
469.0 

126.0 
11.3 
76.1 
31.8 
28.1 
8.1 
15.1 

4,458 



259.5 
91.8 

28.7 



Jan. 
1987 



1.276.0 
1,185.1 
90.8 



620.0 
63.5 
8.7 

15.6 
78.9 
453.3 

121.0 
11.3 
72.4 
29.7 
27.6 
7.5 
15.0 

4,337 



267.0 
90.8 

27.6 



1.200.8 
1,114.4 

S6.4: 



Dec. 
1987 



657.6 
61.0 
9.3 

16.5 
82.7 
468.1 



Jan. 
1988' 



655 
61 



16. 
83 
485 



128.2 126. 
Ii.t 10. 



14. 



4.574 



272. 
92 

28. 



1,370. 
1.273. 
97.i 



2.229 



5,853 
3,473 



13.0 



986.3 
661.8 
193.8 



737,0 
346.5 
132.2 
167.6 
68.1 

4.637 

2,704 
348.3 



12.8 



975.1 
656.3 
193.8 



731.3 
346.6 
131.1 
168.1 
63.8 

4,559 

2.668 
346.3 



13.0 



993.6 
662.8 
196.2 



732.1 
343.8 
131.1 
164.2 
70,5 

4.699 

2,744 
349,3 



78 

33. 
28, 



13. 



4.494 



270 

92. 



28 



1,309, 
1.215. 
94. 



13,0 



991,5 
658,6 
196,9 



729,9 
342,4 
130,6 
163,8 
70,8 

4,685 

2.734 
348,8 



Feb, 
1988' 



658,2 



126.0 



50 



53 



ESTABLISHMENT DATA 
EMPLOYMENT 
NOT SEASONALLY ADJUSTED 



B*2. Employes on nonagricuitural payrolls by detailed Industry^ontinued 

(In thousands) 



Industry 



Wholesalf tradt-Contlnued 

Durable goods-^ntlnued 
Furniture and honf>e furnishings 

Furniture 

Home furnishings 

Lumber and construction matenals 

Lumber, plywood, and millworK 

Construction matenals, nec 

Sporting goods, toys, and hobby goods 

Metals and minerals, except petroleum 

Electrical goods 

Etectncal apparatus and equipnnent 

Electrical appliances, TV and radios 

Electronic parts and equipment 

flardware, plumbing, and heating equipment 

Hardware 

• Plumbing and hydronic heating supplies .... 
Machinery, equipnf>ent, and supplies 

Commercial machines and equipment 

Construction and mining machinery 

Farm machinery and equipment 

industrial machinery and equipment 

Industrial supplies 

Professional equipment and supplies 

Miscellaneous durable goods 

Scrap and waste materials 



Nondurable goods 

Paper and paper products 

Drugs, proprietaries, and sundnes 

Apparel, piece goods, and notions 

Groceries and related products 

Groceries, general line 

Meats and meat products 

Fresh fruits anc* ^eqetables 

Chemicals and allied p ' fcts 

Petroleum and petroleum products 

Petroleum bulk stations and terminals . 

Petroleum products, nec 

Beer, wine, and distilled beverages 

Beer and ale 

Wines and distilled beverages 

Miscellaneous nondurable goods 

Farm supplies 



Rfltall trade 

Building matenals and garden supplies . 
Lumber and other building matenals .. 
Hardware stores 



General merchandise stores 

Department stores 

Variety stores 

Misc. general merchandise stores 



Food stores 

Grocery stores 

Meat markets and freezer provisloners . 

Dairy products stores 

Retail bakeries 



Automotive dealers and service stations 

New and used car dealers 

Auto and home supply stores 

Gasoline service stations 

See footnotes at end of table. 



All employees 



SIC 
Code 


Avg 
1987 


Jan. 
1987 


Dec. 
1987 


Jan. 
1988" 


Feb. 
1988" 


Avg. 
1987 


Jan. 
1987 


Dec 
1987 


Jan. 
1988" 


502 


138 3 


f" 

133.9 


142.3 


141.4 


- 


111.5 


107.6 


115.4 


113.7 


5021 


60.2 


59.3 


61.5 


62.0 












5023 


78.1 


74.6 


80.8 


79.4 












503 


228.7 


223.8 


228.2 


222.7 




188 2 


183.6 


187.7 


181.9 


5031 


103.8 


101.0 


103.5 


102.6 












5039 


124.9 


122.8 


124.7 


120.1 




~ 








504 


80.5 


78.0 


83.5 


81.9 




66.5 


64.2 


69.1 


66.9 


505 


133.7 


131.0 


137.4 


138.3 


- 


104 5 


102.1 


108.0 


109 0 


506 


492.3 


468.8 


499.8 


500.6 




374 7 


372 0 


380 6 


380.3 


50(>3 


271.7 


269.5 


277.3 


277.4 












5064 


73.0 


72.6 


73.0 


72.4 


- 


- 


- 


- 


- 


5065 


147.6 


146.7 


149.5 


150.8 


- 


- 


- 






507 


263.4 


260.0 


265.8 


264.1 


- 


212.3 


209.2 


214.8 


212.6 


5072 


91.4 


89.3 


92.3 


91.9 


- 


- 








5074 


109.0 


108.1 


110.5 


109.9 


- 


- 


- 






508 


1,451.6 


1.429.9 


1.476.2 


1.480.9 




1.141.8 


1.132.2 


1.154.9 


1.160.1 


5081 


535.5 


528.7 


547.8 


550.0 












5082 


81.7 


80.2 


82.7 


83.2 












5083 


119.8 


114.9 


119.2 


^19.1 












5084 


296.4 


294.0 


300.2 


300.8 


- 


- 








5085 


130.0 


128.5 


132.5 


132.9 












5086 


175.3 


174.4 


178 8 


180.4 












509 


195.5 


190.5 


204.1 


200.3 




156.2 


151.2 


163.7 


160.5 


5093 


89 6 


87.2 


93.9 


92.7 




~ 


~ 






51 


2,379 


2.332 


2.405 


2.381 


2.380 


1.933 


1,891 


1.955 


1.931 


511 


192.7 


189.7 


194.1 


194.6 




156.4 


154.6 


156.1 


155.8 


512 


175.6 


1698 


183.1 


183.3 




145.6 


140.8 


152.2 


152.5 


513 


192.8 


190.3 


193.6 


190.9 


- 


145.0 


143.3 


146.7 


144.0 


514 


764.9 


754.2 


772.6 


761.9 




646.7 


637.9 


652.5 


642.6 


5141 


249^0 


247.6 


252.5 


251.0 


- 










5147 


64.1 


63.9 


64.7 


64.0 


- 


- 


- 


- 


~ 


5148 


88.3 


88 3 


86.2 


82.3 












516 


133.3 


130.3 


135 0 


134.5 




97.9 


94.2 


1005 


99.6 


517 


195.4 


rM.4 


197.6 


196.9 


- 


152 5 


150.9 


154.5 


153 9 


5171 


79.4 


791 


80.7 


80.7 


- - 


- 


- 


~ 




5172 


116.0 


115.3 


116.9 


116.2 


- 


- 


- 






518 


153.5 


149.9 


1551 


153.2 




126.3 


123.0 


127.1 


125 4 


5181 


96 7 


94.0 


96 3 


95.2 












5182 


56.9 


55.9 


58.8 


58.0 


- 


- 


- 


- 


- 


519 


441.5 


425.1 


444.5 


439.0 


- 


357 7 


342.5 


360.0 


354.2 


5191 


146.1 


138.0 


142.3 


142 7 


- 


- 


~ 


~ 






18.264 


17.810 


19.086 


18.349 


18.233 


16.233 


15.839 


16.990 


16,261 


52 


722.1 


679.1 


726 0 


699.2 


- 


599.7 


561.7 


601 7 


576.1 


521 


391.6 


372.4 


392.3 


382 4 


- 


3316 


313.8 


330.7 


320.5 


525 


160.6 


1543 


165.9 


161.5 


- 


133.4 


128.1 


137.4 


133.6 


53 


2.406.3 


2.409.4 


2.756.8 


2.555.9 


2.455.7 


2.254.3 


2.266.2 


2.586.3 


2.389.2 


531 


2.012.2 


2.022.3 


2.308.7 


2.148.3 




1 .903.0 


1.921.5 


2.183.9 


2.026.4 


533 


246.4 


243.0 


271.4 


250.5 




223.4 


219.9 


247.7 


227.0 


539 


147.7 


144.1 


176.7 


157.1 




128.0 


124.8 


154.7 


135.8 


54 


2.959.1 


2.917.8 


3.059.3 


3.009.2 


3.009.3 


2.724.4 


2.691 9 


2.815 6 


2.763.3 


541 


2.599.5 


2.565.4 


2.667.5 


2.654.5 




2.404.0 


2.376.7 


2.464.9 


2.448.9 


542 


59.9 


50.6 


62.0 


591 












545 


35.9 


34.0 


41.9 


34.4 












546 


163.8 


1643 


170.1 


165.1 




148.8 


149.9 


154.3 


149 4 


55 


1.987.3 


1.958.1 


2.002.6 


2.001.1 


2.008.2 


1.666.0 


1,641.6 


1.674.1 


1.672.2 


551.2 


969.1 


9588 


982 6 


988.9 




805.1 


796.9 


813.9 


819.1 


553 


314.5 


307.8 


318.0 


314.6 




254.2 


248.5 


257.4 


254.6 


554 


608.4 


604.8 


611.5 


609.7 




530 3 


527.1 


531.3 


529 2 























Production workers' 



54 
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ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-2» Employm on nonagricultural payrolls by detailed industry--Continued 

(In thousands) 



Industry 



Rttall trada— Continuad 

Apparel and accessory stores 

Men's and boys' clothing and furnishings 

Women's ready-to-wear stores 

Family clothing stores 

Shoe stores 



Furniture and home furnishings stores .... 
Furniture and home furnishings stores , 

Furniture stores 

Household appliance stores 

Radio, television, and music stores .... 

Radio and television stores 

Music stores 



1972 
SIC 
Code 



Eating and dnnking places . 



56 

561 

562 

565 

566 

57 

571 

5712 

572 

573 

5732 

5733 

58 

59 
591 
592 
594 



All employees 



Avg 
1987 



Jan. 
1987 



Miscellaneous retail 

Drug stores and propnetary stores 

Liquor stores 

Miscellarieous shopping goods stores 

Sporting goods and bicycle shops '^341 

Book stores 

Statwnery stores 

Jewelry stores 

Gift, noveity, and souvenir shops 

Sewinp, needlework, and piece goo^s 

Nonstore retailers 

Mail order houses 

Merchandising machine operators 

Fuel and ice dealers 

Retail stores, nec 



FInanca, Insurance, and real estate^ 



Finance . 



5942 
5943 
5944 
5947 
5949 
596 
5961 
5962 
598 
599 



Banking 

Commercial and stock savings banks 

Ctate banks. Federal Reserve 

State banks, not Federal Reserve .. ., 
Mutual savings banks 



aedit agencies other than banks 

Savings and loan associations 

Federal savings and loan associations .. 

State associations, insured 

Personal credit institutions 

Business credit institutions 

Mortgage bankers and brokers 



1.100.7 
106.8 
391.6 
247.5 
211.8 

3.32 
452 9 
284.0 

85.4 
264.9 
197.3 

67 6 

5.993.6 

2.291.9 
590.5 
125.1 
759.8 
131.7 

77.1 

75.9 
1461 
143.1 

64.0 
258 5 
122.8 

81.) 
113.8 
360, 

6.589 



Secunty, commodity brokers, and services 
Security brokers and dealers 

Holding and other Investment offices 



Insurance . 



Insurance earners 

Life insurance 

Medical service and health insurance . 
Fire, manne, and casualty Insurance .. 
Title insurance 



Insurance agents, brokers, and service . 
See footnotes at end of table. 



1.110.6 
1109 
394.8 
248.8 
207.7 

792.6 
443.0 
278.2 

86.7 
262 9 
195.0 

67.9 

5,665.4 

2,276.6 
^^79 5 
1 '7.0 
~^.7 
132.9 

77.8 

76.7 
151 1 
139.0 

63 8 
255.0 
122.7 

79.5 
1163 
353.5 

6,422 



Dec. 
1987 



:,193.7 
116.6 
418.2 
278.6 
224.9 



Jan 
1988^ 



1.104.4 
106 51 
388.2 
247.4 
215.4 



Feb. 

1988'' 



Production workers' 



Avg 
1987 



851.3 833.4 



474.4 
295.0 

87.3 
289.6 
215.8 

73.8 

6,009.1 

2.487.2 
625.8 
129 0 
879.9 
147 7 

3t.O 

78 2 
164.9 
162.9 

67.8 
272.5 
134.4 

83.8 
117.8 
375.0 



466.9 
292.9 

86 8 
279.7 
208 7 

71.0 

5,797.5 

2,348.3 
614.3 
122.6 
793.1 
139.7 

78.8 

77.1 
152.2 
141.9 

64.6 
255 9 
120.5 

84.0 
119.4 
355 9 



6,654 6,623 



5,823.5 



931.1 
87 7 
332 2 
214.8 
173 3 

665.3 
372 5 



Jan 
1987 



Dec 
1987 



942 6 
92.6 
338 2 
216.0 
166 6 

659 2 
364 7 



73.1 74.2 
219 7 220.3 



5.460.1 



1,931.3 
502 0 



638 4 



6.614 





3,278 


3.222 


3,296 


3,294 


3.280 


. 60 


1,735.9 


1.733.6 


1,732.5 


1,734.C 


- 


. 602 


1,561.0 


1.559.2 


1,5f. .8 


1,558 9 


_ 


. 6022 


344.9 


343.0 


340.5 


348.C 




6023,4 


375.9 


373 5 


376 5 


376.9 




. 603 


86 8 


86.1 


87.0 


86.7 




. 61 


893.4 


872.2 


896 9 


895.9 




. 612 


401.4 


391.7 


405.9 


404.2 




6122 


! 222 1 


21G6 


224.1 


223 9 




. 6123 


171.1 


166.9 


173 9 


172.6 




614 


234.7 


231.2 


238.6 


239 3 




615 


54 5 


52.0 


57.2 


59.1 




616 


178 1 


172.0 


171.6 


170 7 




62 


438.7 


4162 


453.5 


449.7 




621 


349.7 


3314 


360.8 


357.0j 


67 


209.7 


2001 


2150 


214.3 






2.044 


2.007 


2,080 


2.080 


2,090 


63 


1.412.3 


1,395.6 


1,429 4 


1,430.2 




631 


585 5 


580.6 


593.7 


b94 1 




632 


193.7 


1926 


198.4 


199.4 




653 


531 7 


518.8 


540.9 


541 8 




636 


59.0 


61.1 


53.8 


53.3 




64 


631.2 


611.3 


650.5 


650 0 





1,021.3 
97 5 
356.9 
245.7 
188 0 

704.8 
391.1 

75.7 
238.0 



Jan. 
1988" 



5.151 6 

1.924.3 
492 9 

645 0 



232.9 



94.3 
293.8 



4,844 



1,250.8 
1.120 5 



933 7 
87.2 
328.4 
2149 
179.2 

687.8 
383.2 

74 7 
229.9 



5.467 4 5,259.7 



2,118.8 
535.4 



755.1 



230.2 



97.7 
287.2 



245 7 



98.0 
308.6 



4,731 4.863 



1.252.9 
1.122.4 



668.4 655.0 
306 1 298 9 

1783 



180 8 



1.242.5 
1.113.4 



666.7 
308.5 



183.2 



1.979 3 
522.7 

668.1 



951 8 
360.2 
156.1 
357.8 



950 7 
364 6 
155.9 
350 9 



228.8 



100.0 
289.9 

4.825 



1,241 7 
1.112.6 



662.8 
305 9 



183.7 



954 7 
357.6 
160 5 
363.8 



955.9 
356.7 
161.0 
367.0 



Feb. 
1988" 



4.809 



S2 



r>5 



ESTABLISHMENT DATA 
EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

B«2. EmptoyMs on nonagricutturat payrolls by detailed industry— Continued 



(In thousands) 



Industry 


1972 
SIC 
Code 


Aii employees 


Production workers' 


Avg. 
1987 


Jan. 
1987 


Dec. 
1967 


Jan. 
1988' 


Feb. 
1988'' 


Avg. 
1987 


Jan 
1987 


Dec. 
1987 


Jan. 
1986' 


Feb. 
1988' 


Finance, Inaurance, and real estatt— Continued 
























Real estate, and combined real estate, insurance, etc 




1,267 


1,193 


1,276 


1,249 


1,244 














65 


1 ,255.0 


1,181.0 


1 ,263.7 


1 ,236.3 














Real estate operators and lessors 


651 


523.9 


505.1 


525 2 


506.5 


- 


- 


- 


- 


- 


- 


Real estate agents and managers 


653 


527.2 


496.4 


538.6 


537.2 


- 


- 










SubdivkJers and developers 


655 


168.0 


146.4 


164.3 


157.6 














Combined real estate, insurance, etc 


66 


12 3 


12.3 


12.2 


12.2 














Services 




24,137 


23,268 


24,514 


24,228 


24,550 


21,137 


20,342 


21,4)55 


21,153 


21,451 


Hotels and other lodging places 


70 


1 447.4 


1,341.5 


1,417.5 


1,401.5 














Hotels, nnotals, and tounst courts 


701 


1,407.1 


1 ,309. 1 


l!387.3 


1,371.5 




1,256.1 


1,160.5 


1,231.7 


1,218.3 






72 


1,152.2 


1,138.1 


1,185.2 


1 ,208.3 














Laundry, cleaning, and garment sen/ices 


721 


406.3 


393.3 


418.9 


413.8 




361.4 


349.9 


371 5 


366.7 




Photographic studios, portrait 


722 


61.6 


57.9 


67.3 


62.0 


- 










- 


Beauty shops 


723 


351.1 


348.8 


353.2 


349.7 


- 


316.5 


315 4 


317.5 


314.2 




Funeral service and crematories 


726 


78.6 


78.5 


7A A 


79.0 














Business services 


73 


5 097.0 


4,879.8 


5,243.2 


5 142.7 


5,173.9 


4 371.9 


4,169.5 


4,504.9 


4,404.1 




Advertising 


731 


200.9 


200.8 


203.3 


200.9 




149.7 


148.9 


152.9 


150 4 




Advertising agencies 


7311 


148.3 


l*tO.O 


149.9 


I^A ^ 














Credit reporting and collection 


732 


104^2 


101.5 


102.9 


102.4 


- 


- 


- 


- 


- 


- 


Mailing, reproduction, and stenographic 


733 


207.8 


199.3 


221.6 


220.0 


- 












Services to buildings 


734 


689.2 


679.5 


679.2 


671.9 




624.3 


612.8 


615.7 


609.8 




Personnel supply services 


736 


1,188.0 


1 ,054.4 


1,271.5 


1,201.9 














Employment agertcies 


7361 


'184^3 


166.9 


196^3 


191.3 


- 


- 


- 


- 


- 


- 


Temporary help supply services 


7362 


944 3 


834.9 


1,009.2 


944.8 


- 










- 


Computer and data processing sen/tces 


737 


638.6 


614.6 


669.0 


679.0 




501 7 


484.7 


524.1 


531.3 




Computer programming and software 


7372 


237.4 


224.2 


254^5 


2534 


- 










- 


Data processing services 


7374 


300.2 


291.0 


310.9 


317.5 


- 


- 


- 


- 


- 


- 


Miscellaneous business sen/ices 


739 


2 059.2 


2 020.8 


2 086.5 


2 057.5 














Research development laboratones, nec 


7391 


197.7 


195.6 


200.1 


200 0 


- 


- 


- 


- 


- 


- 


Management and public relations 


7392 


570.5 


553.9 


577.1 


568 4 














Detective and protective services 


7393 


451.2 


448.5 


452.8 


445.1 














Eqricie'ft rental and leasing 


7394 


2169 


208.7 


221.3 


219.4 


- 


- 


- 


- 


- 


- 


Phc ..mishing laboratories 


7395 


80.5 


78.9 


OO. 1 


79.2 














Auto repair, services, and garages 


75 


795.8 


773 8 


810.2 


801.4 




663.? 


647.1 


673 2 


662 2 




Automotive rentals, without drivers 


751 


174.3 


166.9 


178.3 


167.9 


















472.6 


458.4 


481.3 


482 3 




390.5 


C80.6 


397.3 


395.2 






fo 


322.2 


316.1 


329 7 


328.2 




268.2 


262.4 


274.5 


271.9 


- 


Electncal repair shops 


762 


105.0 


106.3 


103 5 


102.9 














Motion pictures 


78 


232.3 


228.1 


234.7 


235 7 


- 


195.8 


190.5 


199.6 


198.6 




Motion picture production and sen/ices 


781 


116.8 


1154 


122.8 


124.3 




94.7 


91.8 


101.6 


101.2 






r 0 J 


102.4 


100.1 


98.1 


97.3 














Amusement and recreation sen/ices 


79 


986.2 


836.6 


879.1 


824.5 




859.0 


718.9 


758.7 


704.7 




Health sewices 


80 


6,879.4 


6,705.7 


7.048.5 


7,073.1 


7,125.6 


6,111.7 


5,958.9 


6,257.7 


6,273.1 




Offices of physicians 


801 


1,074.5 


1,032.1 


1,119.0 


1,129.1 




883.5 


849.8 


918.7 


921.5 




Offices of dentists 


802 


479.7 


468.6 


489.6 


491.3 




423.3 


413.9 


432.4 


4331 




Skilled nursing care facilities 


805 
8051 


1,296.7 
865.3 
431.3 
3,151.9 
2.950.0 
67.6 
134.2 
140.8 
269.0 


1,279.3 
854.8 
424.5 
3,080.7 
2,884.0 
65 6 
131.1 
135 3 
258.9 


1,309 6 
874.3 
435.3 
3,223.6 
3,017.4 
69 3 
136.9 
146.5 
276 8 


1,310.4 
874.7 
435.7 
3.235.1 
3.027.5 
70.0 
137.6 
147.0 
277.2 




1,171 2 
2,874 9 


1,155.7 
2.808.5 


1,181.9 
2,940.4 


1,181.8 
2.952.7 




Nursing and personal care, nec 

Hospitals 

General medical and surgical hospitals 

Specialty hospitals, excluding psychiatnc 


8059 

806 

8062 

8063 

8069 


Medical and dental laboratories 


807 
808 



See footnotes at end of table. 



ESTABLISHMENT DATA 
EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

EmpioyMS on nonagricultural payrolls by detailed Industry-Continued 

(In thousands) 



Industry 



Servlctt---Conttnued 

Legal services 



Educational services 

Elementary and secondary schools 

Colleges and universities 

Correspondence and vocational schools . 



Social services 

Individual and family services 

Job training and related services . 
Residential care 



Museums, botanical and zoological gardens . 



Membership organizations 

Business associations 

Labor organizations 

Civic and social associations . 



Miscellaneous services 

Engmeenng and architectural services 
Noncommercial research organizations . 
Accounting, auditing, and bookkeeping . 



Government . 



Federal Government* 

Executive, by agency* 

Department of Detense .... 

Postal Service^ 

Other executive agencies 

Legislative 

Judicial 



Federal government, by industry: 

Manufactunng activities 

Shipbuilding and repainng 

Transportation and public utilities, except Postal 

Service 

Services ' [ ] 

Hospitals 



State governmem 

Hosr.aals 

Eoucation 

General administration, includincj executive, 
legislative, and judicial functions 



Local governmem 

Transportation and public utilities 

Hospitals 

Educalion 

General administration, including executive, 
legislative, and judicial functions 



SIC 



81 

82 
821 
822 
824 

83 
832 
833 
836 

84 

86 
861 
863 
864 

89 
891 
892 
893 



3731 



806 



806 
82 



806 
82 





All employees 


Production workers' 


Avg. 
1987 


Jan. 
1987 


Dec. 
1987 


Jan. 
1988^ 


Feb 
1988^ 


Avg 

1Qfi7 


Jan 


Dec 
1987 


Jan: 
1988^ 


Feb. 
1988** 


792.C 


) 772.e 


> 801 ^ 


1 796./ 


r ^ 


665.e 


> 649 C 


) 671 S 


) 666 e 




1.426.1 
360 C 
911.5 
716 


1.429.S 
371.2 
909 C 
71 4 


1,508 C 
374.5 
976.S 
73.£ 


1412 2 
) 372.7 
886 1 
72.£ 


_ 


- 


- 


- 


- 


- 


1.539.6 
313 5 
265 2 
336.6 


1,500 3 
298.8 
256.1 
327.5 


1.591.1 
325.4 
263.6 
344.9 


1.584.6 
324.0 
261.1 
344.1 


- 
- 


- 
- 


- 
- 


- 
- 


- 
- 


- 
- 


50.7 


46.1 


51.8 


49 7 














1,536.1 
91.5 
130.8 
355.2 


1,509.4 
90.0 
131 0 
331.8 


1.535.7 
91.3 
132.0 
352.6 


1.5137 
91 2 
127.8 
337.3 


- 


- 


- 


- 


- 


- 


1.309.0 
700.3 
129.9 
451.9 


1,276.7 
677.7 
126.0 
447.4 


1.328 1 
714.7 
132.1 
453.5 


1,339.3 
711 9 
129.5 
470.1 


- 


1.064.8 
590.5 


1.039 4 
571.2 

348.8 


1,077.6 
603.1 

347 8 


1,087.4 
598 8 

364.1 


- 


17.063 


16.927 


17,538 


17.238 


17,592 










- 


2.943 


2.888 


2.972 


2.958 


2 968 












2,885.5 
985.3 
810.3 
1,089.9 
38.0 
19 6 


2.831.9 
964.8 
808.1 
1,059.0 
37.6 
18.9 


2,914.3 
991 5 
832.9 
1.089 9 
37.9 
20.0 


- 


- 


- 


- 
- 


- 


- 

- 
— 


- 

- 
- 


125 2 
76.6 


122.9 
73.7 


126.9 
78 2 


126.0 
77 2 














39.9 
412 5 
251.3 


38.3 
402.4 
244 6 


401 
413.5 
253.0 


39.9 
4102 
253.2 




_ 










3,952 
449.9 
1.585 6 


3,898 
445.1 
1,564.3 


4,076 
453 4 
1,712.8 


3.962 
453.7 
1,593.9 


4.103 












1.346 0 


1.328.5 


1,343.0 


1.3461 














10,167 
493 2 
623.2 

5.643.6 


10.141 
488 6 
612.9 

5.766.9 


10,490 
495.4 
635.4 

5,992.3 


10,318 
495.0 
636 6 

5.841 2 


10,521 












3,070.9 


2,958.4 


3,040.2 


3.024 6 















^,vwuw»w.. vTwincio III 11 y ana manuiaciunng; 

construction workers in constnjction; and nonsupervisory workers in 
transportation and public utilities; wholesale and retail trade; finance 
insurance, and real estate; and services 

' Data relate to line haul railroads with operating revenue? of 
$50,000,000 or more. 

' Data for nonoffice sales agents are excluded from the 
nonsupervisory count for all series in this division. 

* Prepared by the Office of Personnel Management. Data relate to 



civilian employment only and exclude the Centra! Intelligence >\gency and 
the National Secunty Agency. 

^ Includes rural mail carriers. 

' Data not available. 
= preliminary. 

NOTE: Establishmeni survey estimates are currently projected from 
March 1986 benchmark levels. When more recent benchmark dala are 
introduced, all unadjusled data from April 1986 forward are subject to 
revision. 
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ESTABLISHMENT DATA 
WOMEN EMPLOYEES 
NOT SEASONALLY ADJUSTED 

Womtn tmployeaa on nonagrlcultural payrolla by major Induatry and manufacturing group 



(in thousands) 



Industry 


Avg. 


Dec. 


Oct. 


Nov. 


Dec. 


1987 


1986 


1987 


1987 


1987 


Total 




A7 HOC 
4/ ,UJO 


AQ i C ' 
4O,10*t 


48.502 


48.777 




00,000 


QQ OOQ 


QQ iQA 

09. lo4 


39.418 


QA CiQQ 

39.699 








7 AQC 


7.045 


7.024 


lltnlnA 






QQ 
90 


98 


99 




OM 


515 


546 


545 


540 




6,278 


6,226 


6.392 


6.402 


6.385 




3,003 


2.990 


3.048 


3.058 


3.060 




118 


1 13 


121 


120 


120 


Furniture and fixtures 


161 


157 


165 


167 


167 




1 14 


lid 


1 1 D 


115 


115 


Primsnf mAtftl InHiistriAS 


lUl 


QQ 
99 


i AQ 


104 


104 


PjiKricAtoH mAtftl nfftHiiAtft 






Q4Q 
d£9 


329 


329 




AASl 


AAfi 


AC*1 
4t}0 


455 


459 


PtA^ri^Al AnH AlA^rnni^ AmiinrviAnt 


0/4 


QQ7 


QQ>I 
0O4 


887 


890 


TrttnAnArtAtiAn A^iiinmAnf 




QQQ 
009 


QQ>I 
094 


396 


397 


Instruments and related products 


301 


301 


304 


305 


305 




171 


167 


181 


181 


174 




3.276 


3.236 


3.344 


3.344 


3,325 


Food and kindred products 


517 


511 


542 


530 


517 


Tobacco manufactures 


18 


20 


20 


19 


20 


Textile mill products 


352 


349 


357 


357 


355 


Apparel and other textile products 


887 


886 


902 


902 


892 


Paper and allied products 


166 


165 


167 


168 


168 


Printing and pubfishmg 


644 


632 


650 


658 


661 


Chemicals and allied products 


295 


286 


299 


301 


303 


Petroleum and coal products 


24 


24 


24 


24 


24 


Rubber and misc. plastics products 


283 


, 276 


291 


292 


294 


Leather and leather products 


90 


87 


93 


93 


92 


rvic*^ roH ui^i no 




Af\ IOC 
4U. 1 9D 


^11 OQ 
,41.1 cO 


Ai ART 
41 .40/ 


Ai 7CQ 
4l ./OO 


Tranaportation and public utilltlta 


1,532 


1.509 


1.563 


1.561 


1.564 


Wholttalt trade 


1,709 


1.686 


1.741 


1.749 


1.752 


Retail trade 


9,677 


9.974 


9.821 


10.024 


10.270 


Finance, Inaurance, and real tatatt 


4.109 


4.013 


4.136 


4.141 


4.157 




14,618 


14.208 


14.887 


14.898 


14.932 


Qovtmmtnt 


8,708 


8.806 


8.980 


9.084 


9.078 


Federal 


1,048 


1.028 


1.049 


1.053 


1.057 


State 


1,902 


1.913 


1.967 


1.983 


1.979 




5,758 


5.865 


5.964 


6.048 


6.042 



NOTE: Establishment survey estimates are currently projected from intioduced, ail unadjusted data from April 1986 forward are subject to 
March 1986 benchmark levels. When more recent benchmark data are revision. 
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ESTABLISHMENT DATA 
EMPLOYMENT 
SEASONALLY ADJUSTED 

B-4. Employees on nonagricultural payrolls by major Industry and manufacturing group, seasonally adjusted 

(In thousands) 



Industry 












1987 












1 

1 


988 


Feb 


Mar 


Apr 


J — 

1 May 


June 


July 


Aug 


Sept 


Oct 


' Nov 


Dec 


1 Jan' 


j Feb** 


Total 


101.150 


101.329 


101,598 


101,703 


101.816 


102.126 


102.275 


102,434 


102.983 


103,285 


103.612 


' 103.786 


j 104.317 


Total pHvata 


84.215 


84.352 


84.560 


84.677 


84.787 


85.106 


85.229 


85.386 


85.795 


8fi072 


86.341 


1 86.533 


1 

86.996 


Goods-producing 


24.743 


24.749 


24.759 


24.752 


24.761 


24.850 


24.686 


24.917 


25.064 


25,169 


25.259 


1 25.204 


25.332 


Mining 

Oil and gas extraction 


719 
406 


722 
408 


729 
'16 


735 
420 


738 
425 


744 
430 


751 
434 


759 
439 


764 
'13 


759 
439 


756 
436 


745 
428 


746 
429 


Construction . . . 

General building contractors , , ,. 


5.038 
1.309 


5.032 
1.291 


5,019 
1.272 


4.999 
1.267 


5.006 
1.266 


5.002 
1.261 


5.006 
1.262 


4.969 
1.260 


5.053 
1.279 


5.074 
1.280 


5.121 
1.290 


5.059 
1.303 


5.166 
1.320 


Manufacturing 


18.986 


18,995 


19.011 


19.016 


19.015 


19.104 


19 129 


19.169 


19.^47 


19,336 


19.382 


19.400 


19.420 


Durabit goods 

Lumber and wood products 

Furniture and fixtures 

Stone, ctay. and glass products 
Primary metal induslnes 

Blast furnaces and ba»c steel products .. 
Fabncated metal products . . 

Machinery, except electrcal 

Electncal and electronic equipment 

TranspoftatKW equipment 

Motor vehicles and equipment 
Instruments and rotated products 
Miscdtaneous manufactunng 


11.179 
733 
501 
566 
733 
261 
1.419 
2.016 
2.106 
2.022 
659 
695 
364 


11,176 
734 
502 
586 
739 
266 
1.419 
2.015 
2.099 
2.022 
854 
694 
366 


11.175 
736 
504 
586 
743 
272 
1.423 
2.022 
2,092 
2,011 
847 
694 
364 


11.175 
738 
509 
584 
742 
272 
1.420 
2.025 
2.087 
2.011 
843 
693 
366 


11.176 
735 
510 
582 
746 
275 
1.424 
2.026 
2.080 
2.010 
842 
693 
368 


11.195 
740 
516 
562 
750 
277 
1.424 
2.033 
2.066 
1.995 
814 
695 
370 


11.248 
736 
516 
562 
754 
276 
1.425 
2.044 
2.095 
2.026 
646 
695 
37 1 


11.268 
740 
520 
561 
764 
263 
1.429 
2.053 
2.096 
2.016 
637 
695 
372 


11.319 
741 
524 
583 
768 
286 
1.>i38 
2.064 
2.111 
2.019 
838 
697 
374 


11.367 
750 
526 
586 
771 
287 
1.446 
2.074 
2.116 
2.016 
835 
701 
377 


11.403 
753 
530 
590 
771 
265 
1.451 
2.065 
2.126 
2.016 
632 
701 
376 


11.405 
753 
533 
585 
768 
284 
1.453 
2.096 
2.130 
2.006 
822 
703 
378 


11.413 
754 
532 
566 
771 
267 
1.454 
2.097 
2.126 
2.005 
822 
703 
361 


NonduraMo goods . 

Food and k-ndred products .... 

Tobacco nrwnufactures . 

Textile mill products .... 

Apparel and other textile products 

Paper and allied products . 

Pnnting and publ'Shing 

Chemicals and allied products 
Petroleum and coal products 
Rubber and mtsc plastics products 
Leather and leather products 


7.607 
1,630 
56 
722 
1.101 
679 
1.463 
1.016 
164 
605 
147 


7.619 
1.635 
57 
725 
1.103 
678 
1.485 
1.017 
164 
807 
148 


7,636 
1.642 
56 
724 
1,104 
677 
1,493 
1.018 
164 
809 
149 


7.843 
1.633 
57 
727 
1.107 
677 
1,497 
1,022 
164 
609 
150 


7.639 
1.634 
57 
729 
1.106 
676 
1.496 
1.014 
164 
610 
149 


7.909 
1.644 
57 
736 
1.130 
676 
1.504 
1.026 
164 
815 
155 


7.661 
1.632 
56 
732 
1.110 
677 
1.506 
1.031 
164 
619 
152 


7.901 
1.631 
55 
735 
1.117 
661 
1.509 
1,031 
166 
624 
152 


7.928 
1.635 
55 
736 
1.123 
678 
1 514 
l!035 
167 
633 
152 


7.969 
1.645 
56 
736 
1,126 
680 
1 522 
1.041 
167 
840 
152 


7.979 
1.645 
56 
739 
1.121 
681 
1.525 
1.047 
167 
645 
153 


7.995 
1.662 
56 
737 
1.115 
681 
1 .531 
1.048 
167 
645 
153 


8.007 
1.663 
55 
738 
1.114 
682 
1.537 
1.051 
168 
846 
153 


Sarvieo-producing 


76.407 


76,580 


76.839 


76.956 


77.057 


77.276 


77 369 


77 517 


77 919 


78,1 16 


78,353 


76.582 


78.985 


Transportation snd public utliltits 

Transportation , ... 
Communication and public utilities 


5.315 
3.097 
2.216 


5.333 
3.112 
2.221 


5.346 
3,124 
2.224 


5.344 
3,120 
2,224 


5.350 
3.126 
2.222 


5.363 
3.133 
2,230 


5.377 
3.147 
2,230 


5.416 
3.163 
2.233 


5.436 
3,198 
2,238 


5.459 
3.216 
2.241 


5.473 
3.233 
2.240 


5.486 
3.245 
2.241 


5.497 
3.257 
2.240 


Wholasala trada 

Durable goods 
Nondurable goods 


5,757 
3,391 
2.366 


5.766 
3.397 
2,369 


5.772 
3,397 
2,375 


5.775 
3.401 
2.374 


5.761 
3.405 
2.376 


5.797 
3.416 
2.379 


5.607 
3.422 
2.365 


5.615 
3.431 
2,364 


5.631 
3.444 
2.387 


5,851 
3.456 
2.395 


5.871 
3.473 
2.396 


5.887 
3.482 
2.405 


5.903 
3.494 
2.409 


Retail trade 

General merchant -» stores 
Food stores 

AutonH>tive dealers and service stations 
Eating and drinking places 


18.140 
2,373 
2.940 
1.979 
5.956 


16.136 
2,380 
2,944 
1.979 
5,964 


18.197 
2,385 
2.953 
1.976 
5.962 


16.205 
2,390 
2,956 
1,976 
5,976 


16.226 
2.387 
2.960 
1.983 
5,982 


18.274 
2,407 
2.959 
1.965 
5.985 


18.256 
2.411 

;:.962 

1,965 
5,992 


16.314 
2.415 
2,956 
1.966 
6.016 


16,408 
2.459 
2.969 
2.000 
6,032 


16.443 
2,454 
2.982 
2,003 
6,047 


18.456 
2.453 
2,996 
2,013 
6.064 


16.628 
2.501 
3.021 
2.021 
6.083 


18.739 
2.545 
3.037 
2.037 
6.096 


Finance, insuranca, and real estate 

Finance 
Insurance 
Real estate 


6.501 
3.243 
2,016 
1,242 


6,526 
3.256 
2,022 
1.248 


6,558 
3.272 
2,032 
1,254 


6,576 
3,276 
2,037 
1,263 


6,586 
3.280 
2.037 
1,269 


6,606 
3.291 
2.043 
1,274 


6,624 
3.293 
2.050 
1,261 


6.629 
3,292 
2,054 
1,263 


6.650 
3,296 
2,068 
1.266 


6.657 
3,301 
2,069 
1.287 


6.666 
3.301 
2.082 
1,265 


6.681 
3.307 
2.084 
1.290 


6.677 
3.296 
2.092 
1.289 


Services 

Business services 

Health services .... 


23,759 
4,964 
6,746 


23,642 
5,020 
6.773 


23,926 
5.044 
6,800 


24.025 
5,083 
6,822 


24,083 
5,086 
6.853 


24.214 
5.105 
6.887 


24,279 
5,133 
6.923 


24,295 
5.152 
6.943 


24,406 
5,194 
6.987 


24.493 
5,195 
7.023 


24,612 
5,217 
7.063 


24.647 
5.216 
7.087 


24.846 
5.269 
7.147 


Qovemrwnt 

Federal .... 

State 

Local 


16,935 
2.916 
3,927 

10,C92 


16,977 
2.922 
3.930 

10,125 


17,036 
2,933 
3,943 

10,162 


17,031 
2,935 
3,947 

10.149 


17.031 
2.935 
3,932 

10.164 


17,020 
2.936 
3,952 

10.132 


17.046 
2,940 
3,964 

iai42 


17,048 
2.962 
3.957 

10,129 


17,188 
2.965 
3.973 

10,250 


17,213 
2,977 
3,C78 

10.258 


17,271 
2.981 
3,996 

10.294 


17.253 
2,982 
3,994 

10.277 


17.321 
2.989 
4.007 

10.325 



NOTE Establishment survey estimates are currently protected from March 1986 



benchmark levels When more recent benchmark data are introduced, all seasonally 
adiusted data from January 1983 forward are subject to revision 
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ESTABLISHMENT DATA 
WOMEN EMPLOYEES 
SEASONALLY ADJUSTED 



B«5. Women employees on nonagrlcultural payrolls by major Industry and manufacturing group, seasonally adjusted 

(In thousands) 



Industry 



TottI . 



Total privatt 

Qoods^roduclng . 
Mining 



Construction . 
Manuftcturing 



Ourabit goods 

Lumber and wood products 

Furniture and fixtures 

Stone, clay, and glass products 

Pnmary metal industnes 

Fabricated metal products 

Machinery, except eiectncal 

Electrical and electronic equipment . 

Transportation equipment 

Instruments and related products 

Miscellaneous manufactunng 



Nondurable goods 

Food and l^indred products 

Tobacco manufactures 

Textile mrll products 

Apparel and other textile products ... 

Paper and allied products 

Printing and publishing 

Chemtcals and allied products 

Petroleum and coal products 

Rubber and misc. plastics products . 
Leather and leather products 

Service-i>roducing 

Transportation and public utilities . ... 

Wholesale trade 

Ratal! trade 

Finance, Insurance, and real estate 

Services 



Government . 

Federal 

State 

Local 



1986 



Dec. 



46.358 
37,767 
6.842 



519 

6,225 

2.985 
115 
155 
113 
99 
321 
441 
884 
389 
301 
167 

3,240 
514 

19 
349 
889 
165 
629 
287 

25 
276 

87 

39.516 
1.501 
1,675 
9,504 
4,016 

14,229 

8,591 
1,035 
1,869 
5.687 



1987 



Jan. 



Feb. 



46,517 46,654 



37,909 

6.838 

97 

522 

6,219 

2,979 
115 
156 
114 
99 
320 
440 
880 
388 
300 
167 

3,240 
514 

19 
349 
883 
165 
632 
289 

24 
278 

87 

39.679 
1.507 
1.682 
9,547 
4.036 

14,299 

8.608 
1,037 
1,878 
5,693 



38,057 

6,843 

97 

524 

6.222 

2,983 
117 
156 
113 
100 
320 
441 
876 
392 
300 
168 

3,239 
514 

19 
350 
878 
165 
634 
290 

24 
278 

87 

39.811 
1.510 
1.691 
9,607 
4.053 

14,353 

8,597 
1,038 
1.871 
5,688 



Mar 



46,766 

38,133 

6.846 

96 

526 

6,224 

2.978 
117 
157 
113 
100 
320 
441 
870 
392 
299 
169 

3.246 
517 

19 
352 
878 
165 
636 
290 

24 
278 

87 



Apr. 



46.937 



May June July Aug. Sept 



46,999 



38.271 38,337 



6,863 

97 

530 

6,236 

2,980 
117 
157 
114 
100 
322 
444 
868 
391 
299 
168 

3,256 
518 

18 
351 
880 
165 
640 
291 

24 
281 

88 



39,920 40.074 
1.517 1.520 



1.695 

9,603 

4.064 

14,408 

8.633 
1.041 
1.883 
5,709 



1,695 

9.636 

4,087 

14,470 

8,666 
1.043 
1,890 
5.733 



6,869 

97 

533 

6,239 

2.980 
118 
159 
114 
99 
322 
444 
866 
390 
299 
169 

3.259 
515 

19 
351 
883 
165 
641 
292 

24 
280 

89 

40.130 
1.524 
1.693 
9.629 
4.100 

14.522 

8.662 
1,045 
1,897 
5.720 



47,142 

38.445 

6.876 

98 

534 

6,244 

2.983 
118 
160 
114 
100 
323 
444 
864 
390 
299 
171 

3,261 
515 

18 
352 
883 
165 
643 
292 

24 
280 

89 

40,266 
1,531 
1.703 
9,642 
4,109 

14.584 

8.697 
1.044 
1,896 
5.757 



47,372 
38.649 



6,923 



536 

6,289 

2,990 
119 
163 
113 
100 
323 
446 
869 
385 
301 
171 

3.299 
521 

17 
355 
902 
165 
644 
295 

24 
282 

94 

40,449 
1,531 
1.712 
9,679 
4,126 

14,678 

8,723 
1,044 
1.913 
5,766 



47.461 
38,754 



6.915 



536 

6,281 

3,005 
118 
162 
114 
102 
324 
450 
872 
391 
300 
172 

3,276 
513 

17 
354 
884 
165 
647 
298 

24 
283 

91 

40,546 
1.539 
1,721 
9,712 
4,132 

14.735 

8.707 
1,048 
1.916 
5.743 



47.509 

38.783 

6,936 

99 

537 

6.300 

3,016 
119 
163 
113 
103 
325 
453 
876 
392 
302 
172 

3,282 
513 

17 
353 
890 
166 
647 
297 

24 
284 

91 

40.573 
1,544 
1.718 
9.720 
4,135 

14,730 

8,726: 
1,056 
1,908 
5,762 



Oct 



47,811 

38.992 

6.976 

99 

540 

6.337 

3.036 
120 
165 
114 
103 
327 
455 
981 
393 
304 
174 

3.301 
518 

17 
354 
894 
165 
650 
299 

24 
288 

92 

40.835 
1,554 
1.724 
9.762 
4.148 

14,828 

8.819 
1.057 
1.921 
5,841 



Nov. Dec. 



47.910 



39.099 



7,010 



543 

6,369 

3,04!) 
1?0 
165 
115 
104 
328 
456 
683 
394 
304 
176 

3,324 
521 

18 
355 
899 
168 
655 
302 

24 
291 

91 

40,900 
1.555 
1.733 
9.780 
4,153 

14.868 

8.811 
1.061 
1.923 
5.827 



NOTE: Establishment survey estimates are currently projected from March 
1986 benchmark levels. When more recent benchmark data are introduced, all 



seasonally adjusted data from January 1983 forward are subject to revision. 
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ESTABUSHMENT DATA 
EMPLOYMENT 
SEASONALLY ADJUSTED 

B^. Production or nonsuptrvlsory workers ' on private nonagrlcultural payrollt by major Industry and manufacturing group, 
seasonally adjusted 

(in thousands) 



industry 



1987 



1988 



Feb. Mar. Apr. May June July Aug. Sept. Oct. Nov. Dec. Jan.^ Feb.^ 



Total privats 

Qoods-producing 

Mining 

Construction .... 

Manufacturing 

Durabis goods 

Lumber and wood products 

Furniture and fixtures 

Stone, clay, and glass prodi'cts 

Primary metal industries 

Blast furnaces and basic steel products 

Fabricated rnetal products 

Machinery, except electncal 

Electrical and electronic equipment 

Transportation equipment 

Motor vehicles and equipment 

Instruments and related products 

Miscellaneous manufacturing 

Nondurable goods 

Food and kindred products 

Tobacco manufactures 

Textile mill products 

Apparel and other textile products 

Paper and allied products 

Printing and publishing 

Chemicals and allied products 

Petroleum and coal products 

Rubber and misc. plastics products 

Leather and leather products 

Servlce-produdng 

Tnnsportatlon and public utllltlss 

Wholtsals trads 

RsUil trads 

Finance, insurance, and rsal esUte 

Services 



66,149 

17,379 

508 

3,955 

12,916 

7,398 
614 
400 
454 
547 
194 
1,051 
1,190 
1,223 
1,276 
668 
377 
266 

5,518 
1,150 
44 
627 
925 
516 
833 
569 
106 
625 
123 

50,770 
4,401 
4,611 

16,141 
4,806 

20,811 



68,263 

17,380 

511 

3,944 

12,925 

7,399 
615 
402 
453 
553 
199 
1,051 
1,190 
1,218 
1,273 
663 
376 
268 

5,526 
1,154 
44 
630 
926 
515 
832 
570 
106 
626 
123 

50,883 
4,419 
4,617 

16,132 
4,823 

20,892 



68,419 

17,375 

518 

3,918 

12,939 

7,406 
617 
403 
453 
559 
205 
1,053 
1,198 
1,216 
1,265 
657 
376 
266 

5,533 
1,158 
43 
628 
929 
514 
832 
569 
106 
629 
125 

51,044 
4,428 
4,622 

16,189 
4,840 

20,965 



68,488 

17,360 

525 

3,889 

12,946 

7,409 
618 
407 
452 
557 
205 
1,050 
1,203 
1,215 
1,265 
655 
375 
267 

5,537 
1,153 
44 
631 
927 
513 
836 
572 
107 
629 
125 

51,128 
4,429 
4,623 

16,193 
4,844 

21,039 



68,598 

17,377 

528 

3,891 

12,958 

7,421 
615 
408 
451 
561 
207 
1,054 
1,210 
1,212 
1,265 
655 
376 
269 

5,537 
1,150 
42 
633 
930 
513 
839 
566 
108 
629 
125 

51,221 
4,439 
4,632 

16,195 
4,651 

21,104 



68,843 

17,441 

534 

3,887 

13,020 

7,425 
619 
416 
449 
565 
209 
1,055 
1,212 
1,221 
1,241 
629 
378 
269 

5,595 
1,159 
43 
640 
950 
515 
841 
576 
107 
633 
131 

51,402 
4,449 
4,641 

16,246 
4,863 

21,213 



68,951 

17,476 

539 

3,899 

13,038 

7,475 
615 
415 
450 
569 
211 
1,057 
1,222 
1,226 
1,275 
664 
377 
269 

5,563 
1,146 
42 
636 
930 
514 
845 
579 
108 
636 
127 

51,475 
4,465 
4,642 

16,242 
4,861 

21,265 



69,028 

17,498 

545 

3,881 

13,072 

7,494 
618 
416 
451 
578 
214 
1,061 
1,230 
1,226 
1,265 
652 
379 
270 

5,678 
1,144 
41 
638 
938 
517 
846 
579 
108 
639 
128 

51,530 
4,497 
4,644 

16,257 
4,861 

21,271 



69,351 

17,620 

551 

3,940 

13,129 

7,530 
618 
420 
453 
582 
217 
1,067 
1,238 
1,238 
1,262 
653 
381 
271 

5,599 
1,150 
40 
639 
943 
515 
849 
580 
109 
647 
127 

51,731 
4,514 
4,653 

16,346 
4,862 

21,356 



69,554 

17,698 

548 

3,953 

13,197 

7,568 
627 
422 
456 
586 
219 
1,075 
1,245 
1,241 
1,259 
650 
383 
274 

5,629 
1,159 
41 
641 
948 
516 
853 
564 
108 
652 
127 

51,856 
4,532 
4,673 

16,360 
4,858 

21,433 



69,835 

17,787 

545 

4,001 

13,241 

7,597 
630 
425 
459 
586 
218 
1,080 
1,251 
1,252 
1,258 
648 
383 
273 

5,644 
1,160 
42 
641 
943 
517 
856 
589 
110 
658 
128 

52,048 
4,533 
4,690 

16,384 
4,878 

21,563 



69,924 

17,701 

535 

3.914 

13,252 

7,590 
628 
427 
454 
583 
218 
1,081 
1,259 
1,250 
1,248 
639 
385 
275 

5,662 
1,175 
42 
639 
940 
518 
863 
589 
110 
658 
128 

52,223 
4,549 
4707 

16,525 
4,879 

21,563 



' Datt relate to production workers In mining and manufacturing; 
construction workers in construction; and nonsupervisory workers in 
transportation and public utilities; wholesale and retail trade; finance, insurance, 
and real estate; and services. 



^ 3= preliminary. 

NOTE: Establishment survey estimates are currently projected from March 
1986 benchmark levels. When more recent benchmark data are introduced, all 
seasonally adjusted data from January 1983 forward are subject to revision. 
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ESTABLISHMENT DATA 
INDEXES OF DIFFUSION 
SEASONALLY ADJUSTED 



B*7. Indexes of diffusion: Percent of industries in which employment' increased, seasonally adjusted 



Time 
span 


Year 


Jan. 


Feb 


Mar. 


Apr 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov 


Dec. 


Over 


1986 


53 2 


48.1 


48.1 


53.5 


52.4 


46.8 


52 4 


56.2 


55.1 


53.2 


59.7 


59.7 


1 -month 


1987 ... 


53.5 


56.8 


58.6 


58.4 


58.6 


55.7 


68.6 


54,6 


65.4 


65.4 


71.9 


63 2 


span 


1988 


^ 57.6 


^ 59.7 






















Over 


1986 


49.7 


44.9 


45.7 


48.4 


47.6 


45.4 


48 4 


55 1 


55 9 


58 1 


58 6 


60 3 


3-month 


1987 


586 


59.5 


61.1 


61 6 


61.4 


67.3 


66.2 


75.1 


69.7 


77.8 


75 9 


" 70.0 


span 


1988 .... 


65.9 
























Over 


1986 


47.6 


47.6 


43.0 


43.2 


45.4 


48 4 


47.3 


53.0 


59.2 


58.9 


57.8 


58 9 


6-month 


1987 


61.9 


62 7 


58.9 


67.3 


67.6 


71 1 


76.2 


78.6 


80 3 


''74.9 


''76 5 




span 


1988 


























Over 


1986 


43 2 


44.1 


46.2 


45.7 


47 8 


49 5 


49 5 


51.6 


54.9 


52.2 


55.1 


565 


12-month 


1987 


622 


63.5 


67.3 


68.9 


73.8 


72.4 


''76.2 


«'76.5 










span 


1988 



























nsing. (Half of the unchanged components are counted as nsing ) 
' Based on the number of employees, seasonally adjusted for 1, Data are centered withm the spans. Establishment survey estimates 
3, and 6 month spans, on the payrolls of 185 private nonagncultural are currently projected from March 1986 benchmark levels When 
industnes. Data for the 12-month span are unadjusted. more recent benchmark data are introduced, all seasonally adjusted 

^ = preliminary. data from January 1983 forward are subject to revision. 

NOTE: Figures are the percent of industnes with employment 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

M. Emptoyttt on nonagricutturat payrolls in States and selected areas by major industry 

(In thooMnds) 



State and area 



Alabama 

Birmingham . 
Huntsville 

Mobile 

Montgomery . 
Tuscaloosa . 



Arizona . 

Ptioenix 
Tucson . 



Arfcanaat 

Fayettevtlle-Spnngdale 

Fort Smith 

Uttle Rock-North Utle Rock 

Pine Btuff 

CaHfomla 

Anahetm>Santa Ana 

Bakersfieki 

Fresno 

Los Angeles-Long Beach 

Modesto 

Oakland 

Oxnard-Ventura 

Rrverside-San Bernardino 

Sacramento 

Salinas-Seaside>Monterey 

San Diego 

San Franctsco 

San Jose 

Santa Barbara-Santa Mana-Lompoc 

Santa Rosa-Petaluma 

Stockton 

Vatle|o-Fairfield-Napa 



Colorado 

Boukfer-Longmont .... 
Denver 

Connecticut 

Bndgeport-MiKord .... 

Hartford 

New Bntatn 

New Haven-Menden 

Stamford 

Waterbury 

Delaware 

Wilmington . 

District of Columbia . 

Washington MSA .. 



Florida 

Daytona Beach 

Fort Lauderdale-Hotlywood'Pompano Beach 

Fort %ers-Cape Coral 

Gainesville 

Jacksonville 

Lakeland-Winter Haven 

Melbourne-Titusvitle-Palm Bay 

Miamt-Hialeah 

Orlando 

Pensacola 

Sarasota 

Tallahassee 

Tampa>St Petersburg-Clearwater 

West Palm Beach-Boca Raton-Delray Beach 

See footnotes at end of table. 



Total 


Mining 


Construction 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


1987 


1987 


1988^ 


1987 


1987 


1988" 


1987 


1987 


1988^ 


1,464.6 


1.527.9 


1,505 5 


11 4 


11 6 


11 5 


69 7 


74 4 


703 


381 2 


399 5 


394.9 


58 


5 7 


56 


22 2 


24 1 


23.4 


118 5 


126.4 


124 1 


.1 


1 




4.S 


5 5 


5 1 


157 2 


161 9 


1607 


5 


.5 


5 


9 £ 


9 £ 


9 1 


122 3 


127 5 


1264 


.1 


2 


2 


7.7 


8 0 


7.8 


56)4 


59 2 


587 


2 7 


2.5 


2.5 


2 6 


2 G 


2 8 


1966 


203 1 


1960 


7 9 


8.? 


8 2 


8 6 


8G 


7 6 


1.353 4 


1.423 1 


1.404.1 


11 1 


11 7 


11.7 


102 5 


97 9 


95 9 


894 5 


936 1 


923 2 


.6 


6 


5 


70.7 


65 4 


64 0 


238.5 


251.8 


248 7 


1 6 


1.6 


1 6 


19.2 


19.2 


18 9 


803.4 


851 2 


833 3 


39 


4 0 


38 


30 9 


33 8 


30 5 


44 9 


48 7 


47 5 


(') 


(') 


(') 


1.7 


1 9 


1.7 


72 8 


78.1 


762 


1 0 


.9 


.9 


2.8 


2.9 


2.7 


223 7 


233 9 


229 1 


4 


,4 


,4 


10 3 


11.0 


9 8 


31 3 


32 5 


31 9 


(') 


(') 


(') 


1.5 


1.4 


1 3 


11,3550 


11,973 2 


11,8065 


39 7 


41.0 


405 


538.9 


599.7 


583 0 


1.052 8 


1,112 0 


1,099.2 


1 8 


1.5 


1 4 


59 6 


62.6 


61.8 


153 5 


161 4 


1580 


12.7 


13.1 


128 


8 8 


92 


8 6 


1953 


206 1 


203 3 


6 


6 


6 


11.7 


12 3 


11.7 


3.937 5 


4,110.5 


4,052.1 


95 


9.5 


93 


136 6 


154.7 


149.9 


982 


'07 6 


1059 


(') 


(') 




6 6 


7 0 


6 6 


795 4 


829.7 


816 5 


30 


3.2 


3 1 


45 3 


49 0 


47 2 


1982 


209 9 


208 3 


26 


2 6 


26 


11 8 


13.1 


13 0 


584.9 


630.1 


6250 


1 2 


1.2 


1 2 


46 5 


52.6 


51 9 


530 0 


566 3 


560.4 


8 


8 


.8 


30 9 


34.0 


32.3 


101 2 


107 1 




.4 


4 


(2) 


4.4 


4.7 


\ 1 


837.5 


890 6 


882 2 


,3 


.8 


8 


3 


57.1 


565 


9188 


952 9 


9393 


1 0 


.9 


9 


33 0 


360 


34 0 


788 5 


798.9 


7890 


2 


2 


2 


30 5 


31 9 


30 8 


143 4 


M7.2 


1458 


1 2 


1 3 


12 


6.4 


66 


65 


1202 


127 6 


125 5 


7 


.7 


7 


7.5 


80 


7.9 


136.7 


143 0 


140 5 


1 


,1 




7 5 


8 1 


7 6 


1192 


127 9 


1259 


3 


3 


.3 


80 


91 


88 


1.3936 


1.415 6 


1.3955 


21 7 


21.1 


208 


67.0 


63.7 


59.5 


102 5 


106 8 


1039 


2 


3 


3 


3 5 


34 


3 2 


787.8 


800 9 


7686 


14 1 


13 9 


138 


36 7 


36 1 


34 2 


1,603 5 


1,674.5 


1,640 3 


1.4 


1 6 


1 4 


66 9 


79.5 


72 9 


189.9 


202 2 


1976 


(') 


(') 


(I) 


7 6 


92 


8 6 


464 0 


487 5 


481 9 


2 


3 


2 


17 8 


207 


19 0 


64 1 


67.0 


(?) 


(') 


(') 


(2) 


3 3 


4 5 




243 5 


256 1 


2503 


,2 


3 


3 


1 1.9 


13 3 


12 4 


122 6 


129 7 


127 2 


6 


5 


5 


4 9 


56 


5 3 


850 


89 1 


866 




(1) 




3.7 


4 7 


3 9 


305 9 


330 9 


3199 


.1 


,1 


1 


17.7 


21.1 


18 3 


262 8 


282 1 


274 7 


2 


2 


.2 


14.4 


17 6 


15 3 


633 5 


664 2 


654.1 


1 






14 8 


16 1 


15 5 


2,0071 


2,124.6 


2.0869 


1.1 


1 3 


12 


121 7 


132.1 


1261 


4,728 2 


5,037.3 


5.022 8 


86 


86 


87 


330.7 


348.7 


346 9 


107 8 


1136 


113.1 


V) 


(') 




7.9 


84 


85 


457 9 


481 6 


460.7 


i 


4 


4 


35 3 


356 


35 3 


1056 


1134 


1140 


(') 


(') 


(') 


11.8 


12.6 


12.7 


91 3 


95.1 




(') 


{') 


{') 


40 


43 




3830 


406 3 


404.9 


.5 


4 


4 


26 6 


27 6 


271 


1386 


145 9 




37 


3 7 




82 


88 


ft 


137.9 


147 5 


147.1 


(') 


(') 




82 


83 


8.1 


8131 


839 4 


834.3 


.9 


.9 


9 


39.5 


40.9 


40.9 


457 4 


489 3 


4848 


(') 


(') 




32.3 


344 


33 8 


1199 


125.9 


1238 


.4 


4 


3 


9 1 


93 


89 


102.3 


107.5 


107.8 


(') 


(') 


V) 


10 6 


107 


10.7 


1063 


111.1 


1098 


n 


(') 


n 


55 


59 


5.9 


780 9 


815 6 


813 7 


7 


.7 


6 


58.0 


595 


59 4 


322 5 


344.7 


3459 


(') 


V) 


V) 


27 8 


29.6 


29 0 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

B^. Employees on nonagrlcultural payrolls In States and selected areas by major Industry^ontlnued 

(In thousands) 



State and area 


Manufactunng 


Transportation and 
public utilities 


Wholesale and retail trade 


Jan 
1987 


Dec 
1987 


Jan 

198C'' 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Jan 
1987 


Dec 
1987 


Jan 
19880 


Alabama 


3576 


373 4 


371.1 


71.3 


72 3 


72 1 


322 1 


344 8 


333 6 




52 0 


55 3 


548 


27 3 


27.8 


27 7 


95 9 


102 5 


99 3 




30 3 


31 8 


J1 0 


28 


29 


29 


22.5 


24.4 


236 




260 


25 8 


261 


88 


9 1 


92 


426 


44.4 


433 


Mcntgomefy 


184 


194 


19.3 


48 


50 


50 


278 


29 2 


286 


Tuscatoosa 


90 


96 


97 


1 9 


1.9 


1 8 


118 


12.7 


124 


Alaska 


84 


10.5 


110 


16 4 


170 


16 6 


38 7 


41.4 


38 5 


Arizona 


186 5 


188 6 


187 9 


685 


75 0 


73 9 


335 3 


351 2 


347 8 




134 7 


137 3 


1366 


46 4 


51 4 


50.5 


229 2 


236 9 


2341 


Tucson 


306 


31.0 


31 0 


92 


98 


98 


54 3 


58.1 


57 4 


Arkantas 


211.8 


224 4 


222 2 


48 8 


52 4 


51.3 


181 9 


193 8 


188 4 


Fayettevrtle-Spwigdale 


106 


118 


119 


40 


4 5 


44 


105 


11.2 


108 


Fort Smtth 


25 5 


27.4 


269 


36 


3.9 


39 


155 


15.9 


154 


Utte Rock-North Ijttle Rock 


31 4 


32 9 


32.5 


15.9 


168 


16 5 


548 


56 9 


55 4 


Pine Bluff .... 


59 


64 


6^ 


25 


25 


2.4 


68 


70 


67 


Califomla 


2.056 1 


2,126.1 


2,1106 


574 7 


591 5 


581 5 


2.663 1 


2 896.7 


2 8148 


Anaheim-Santa Ana . 


241 9 


253.0 


251 9 


34 2 


34 5 


35 0 


2618 


285 5 


279 3 


Bakersfield 


103 


11.2 


108 


7.8 


7.8 


7.8 


370 


39 5 


380 




19 6 


22.9 


226 


10 5 


11.2 


11.1 


508 


54.9 


532 


Los Angeles-Long Beach ... 


895 0 


917 6 


912.8 


203 9 


209 8 


207 8 


897.0 


954.4 


9240 


Modesto 


201 


22 7 


22 4 


42 


4.6 


44 


256 


28 7 


283 


OaWand 


101 3 


104 9 


104 4 


562 


566 


55 6 


198 3 


210 2 


205 3 




28 6 


30 0 


300 


102 


10 3 


10.1 


48 9 


52.9 


519 


Riversidd>San Bemardtno 


78 2 


83 3 


83 4 


30 3 


31.7 


31 4 


1456 


161.8 


1*«6 


Sacramento 


38 7 


41 0 


409 


23 8 


25 4 


25 4 


1286 


141 8 


1382 


Salinas-Seasjde-Monterey ... 


86 


96 




49 


5.1 




268 


29 1 




San D»ego 


121.7 


124 0 


123 5 


32 6 


34 4 


34.2 


199 4 


219 6 


214 5 


San Francisco 


788 


80.4 


808 


77 9 


77 5 


76 6 


209 2 


221.5 


213.1 




258 3 


261 7 


259 9 


21 0 


22 4 


21.9 


1491 


'158 3 


1551 


Santa Rarbara-Santa Mana-Lompoc 


22 7 


22 0 


220 


50 


5 1 


50 


33.7 


36 3 


35 5 


Santa Rosa-Petaiuma . ... 


18 1 


18 7 


185 


5.9 


6 3 


6 2 


31 1 


34 0 


33 0 


Stockton . 


216 


22.5 


21 6 


80 


83 


82 


31.5 


34.4 


336 


Valtejo-Fairfield-Napa 


108 


11 7 


114 


45 


46 


45 


282 


31 2 


307 


Cotorado.. 


1831 


166.1 


183 5 


84.0 


85 0 


83.9 


3501 


359 2 


354.7 


Boulder-Longmont 


281 


29 1 


28 3 


23 


23 


2.3 


22 5 


23 3 


227 


Denver 


94.5 


94 7 


941 


600 


62 1 


600 


1998 


204.8 


202 0 


Conntcttcut 


387.0 


383 3 


382 3 


702 


73 9 


72.5 


363 5 


386 2 


372 7 


Bndgeport-Mitfofd 


57 2 


586 


580 


84 


93 


93 


44 7 


48 8 


460 


Hartford 


909 


93.8 


939 


17.6 


18.1 


18 0 


1004 


106 3 


1028 


New Britain 


216 


20 7 




29 


33 




130 


136 




New Haven-Menden 


46 4 


46 5 


46 5 


17e 


18 3 


18 1 


565 


60 5 


57 5 


Stamford . 


24.1 


23 7 


23 9 


5 1 


53 


53 


300 


32 6 


313 


Waterbury . . 


25 3 


23.5 


23 6 


32 


33 


33 


173 


18 9 


17.7 


Otlawara 


69 8 


704 


665 


13 3 


139 


139 


66.7 


75 0 


715 


Wilmington 


60 2 


59 9 


568 


142 


15 1 


152 


55 5 


608 


592 


Dfttrict of Columbia 


158 


16 4 


163 


24 2 


24.4 


24 3 


603 


65 8 


61 7 


Washington MSA 


85 4 


87 4 


866 


98 1 


104 0 


102 2 


405 6 


435 2 


4179 


Florida . . . 


522 5 


541 2 


543 3 


248 9 


263.4 


262.4 


1.2863 


1.390 1 


1.370 8 


Daytona Beach 


114 


12.0 


120 


33 


36 


36 


318 


33 8 


33 7 


Fort Lauderdale-Hollywood-Pompano Beach 


44.4 


46 2 


460 


21 3 


23 1 


23 0 


1376 


145.5 


1448 


Fort Myers-Cape Cof af 


54 


56 


56 


4.6 


50 


5 1 


32 2 


34 1 


34.1 


Gainesville 


53 


57 




1 7 


1 7 




207 


21.6 




Jacksonville .. 


37 9 


39 4 


396 


27 0 


28 2 


28 0 


101.7 


1109 


1092 


Lakeland-Winter Haven .... 


22 9 


23.2 




59 


64 




38 4 


40.6 




Melbourne-Titusvitle-Palm Bay 


27.4 


28 7 


28 8 


5.7 


60 


60 


320 


35 2 


34.9 


Miami-Hialeah 


92.7 


960 


961 


688 


684 


68.1 


2172 


228.3 


2233 




53 0 


54 6 


54 7 


23 7 


25.5 


25 3 


120.6 


130 6 


128 7 


Pensacoia .... 


11.5 


11.4 


11.5 


59 


60 


59 


305 


33 5 


323 


Sarasota 


85 


9 1 


9 1 


3.5 


36 


36 


301 


32 3 


32.5 


Tallahassee 


46 


46 


45 


30 


3.1 


32 


226 


23 4 


230 


Tampa-St PelefSborg-Qearwater 


90 3 


93 3 


92.8 


37 7 


33.7 


38 6 


216 7 


229 5 


2293 


West Palm Bea:h-Boca Raton -Oelray Beach 


366 


37.2 


37 2 


11 5 


120 


121 


87 2 


95 2 


95 5 



See footnotes at end of (able. 




ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-8. Employees on nonagricultural payrolls In States and selected areas by major Industry— Continued 



(In thousands) 



State and area 


Finance, insurance, 
and real estate 


Services 


Government 


Jan 

1^87 


Dec. 
1987 


Jan 
1988^ 


Jan 
1987 


Dec 
1987 


Jan 
19880 


Jan 
1987 


Dec. 
1987 


Jan 
1988<* 


Alat>ama . . 


69 8 


70 2 


69 5 


263 3 


278.7 


276 0 


299 4 


302.5 


301.4 


Birmingham 


29 t 


29.3 


291 


89 2 


93.2 


93 4 


59.7 


61 6 


61.6 




34 


36 


3.6 


25.8 


28.2 


281 


28 7 


29 9 


29.7 


Motxte . . . . 


79 


80 


79 


33 8 


36 3 


36 2 


27 7 


28 3 


28 4 


Montgomofy .... . ... 


7.2 


76 


76 


24 9 


26 2 


262 


31 4 


31 9 


31.7 


Tuscaloosa ... 


20 


2.1 


21 


76 


83 


83 


19.1 


193 


19 1 




11 4 


108 


10 7 


40 0 


40 3 


39 4 


65 0 


661 


64.0 


ArixoM 


91 8 


95.1 


950 


330 6 


353 0 


353 5 


227.1 


250 6 


238 4 


Phoenix 


72 6 


75 3 


75 4 


222.8 


237.6 


237 5 


1175 


131 6 


124 5 




126 


126 


125 


62 5 


667 


67 1 


48 5 


528 


50.4 


Arkansas 


37 1 


37 5 


37.3 


144 4 


155 1 


153 0 


144.6 


1502 


1468 


Fayettevitle-Spnngdate 


1 4 


1 5 


1 5 


6.6 


7.3 


72 


101 


105 


10 0 


Fort Smith .. ... 


2.7 


27 


26 


144 


16 8 


164 


73 


76 


74 


Uttle Rock-North Uttte Rock 


153 


158 


159 


500 


53.5 


52 8 


45.6 


466 


458 




1 5 


1 5 


1 5 


5.9 


62 


62 


72 


75 


7.4 


CaiKomla 


783 8 


815 7 


810 9 


2,8C9 8 




2,933.5 


1 ,872 9 


1,942 3 


1,930 9 


Anaheim-Santa Ana ... 


88 9 


912 


902 


250 6 


266 2 


264 5 


114.0 


117 5 


115 1 


Bakersfiefd 


6.2 


62 


61 


30.8 


33 0 


331 


39 9 


41 4 


40 8 


Fresrra 


133 


132 


128 


45 0 


48 0 


47 1 


43 8 


450 


44.2 


Los Angelos-Long Beach 


279 8 


289.9 


288 9 


1,018 4 


1,067 1 


1,052.9 


497 3 


507 5 


506 5 


Modesto 


44 


46 


4.6 


201 


21 6 


21.4 


17.2 


184 


182 


Oakland 


S3.0 


55 0 


54.3 


181 2 


1900 


186 8 


157.1 


160 8 


1598 


Oxnard-Ventura 


10 3 


103 


10 3 


45 7 


49 7 


49 9 


401 


41.0 


40.5 


Rrverside-San Bernardino .... 


25 3 


26.9 


266 


1380 


148 4 


147.7 


1198 


124 2 


124.2 


Sacramento .... 


32.1 


33 8 


33.7 


1110 


122.3 


122.0 


164.1 


167 2 


167 1 




5 1 


54 




24.7 


26 4 




26 3 


264 




San Dtego . . 


588 


61 5 


61 2 


2184 


233 4 


232 2 


1545 


1598 


159.3 




113 0 


113 0 


113 9 


272 2 


287 2 


284 7 


133.7 


1364 


1353 


San Jose 


34.1 


34 7 


34.7 


1882 


200 5 


198 9 


87 1 


89.2 


87.5 


Santa Bartara-Santa Mana-Lompoc 


84 


86 


86 


39 0 


40 0 


39 7 


27 0 


27.3 


27.3 


Santa Rosa-Pelaluma 


8.2 


8 4 


8 4 


26 9 


28 7 


28 5 


21 8 


22 8 


22.3 


Stockton 


8.7 


86 


86 


28 9 


30.1 


29.7 


30 4 


309 


31.1 


Vatle)0-Fairfteld-Napa .... 


45 


4.5 


44 


26 2 


28 9 


28 5 


36 7 


376 


37 3 


Colorado 


99 5 


98 2 


981 


330 5 


332 1 


331 2 


257.7 


2702 


263 8 


Boulder-Longmont 


4.1 


41 


41 


21 1 


21 7 


21.6 


20 7 


22 6 


21.4 


Denver 


669 


666 


660 


193 2 


194 5 


192 9 


122 6 


1262 


125.6 


Connecticut . .... 


146.5 


1504 


151.0 


3G9.1 


391 8 


385 1 


196 9 


207 8 


202 4 


Bridgeport -Milford 


11 1 


120 


12.1 


42.1 


44.1 


43.7 


188 


20.2 


19.9 


Hartford 


75 3 


78 6 


78 9 


102.7 


107.9 


107 6 


59.1 


61 8 


61.5 


New Bntain 


40 


4.4 




12.9 


136 




64 


69 




New Haven-Menden 


14 9 


155 


153 


65 4 


69.5 


68 3 


306 


32 2 


31 9 


Stamford ... 


127 


134 


133 


34 8 


37 8 


36 9 


10 4 


108 


10 7 


Waterbury ... 


4.2 


41 


44 


19 2 


22 0 


20 8 


121 


126 


129 


Deiawara 


24.9 


27 0 


27 2 


67 6 


76 0 


75.1 


45 8 


47.4 


47 3 


Wilmington . . 


221 


24 1 


24 2 


59 8 


665 


662 


36 4 


37 9 


37 6 


District of Columbia ... 


36 6 


37 5 


37.4 


219 2 


238.1 


234 9 


262 5 


265 7 


264.0 


Washington MSA .. ... 


1201 


1265 


126 4 


626 7 


675 9 


670 6 


548 3 


562 2 


553 8 


Florida 


348 6 


367.1 


366 8 


1,255 2 


1.348 5 


1,359 9 


727 4 


769 7 


764 0 


Oaytona Beach 


6.3 


66 


65 


29.4 


30 6 


30 4 


17.7 


186 


18.4 


Fort Lauderdale-Hollywood-Pompano Beach ... 


38 2 


405 


40.5 


123 8 


130 2 


130.9 


56 9 


601 


59 8 


Fort Myers-Cape Coral . 


7.9 


84 


84 


29 2 


31 6 


32.0 


15.4 


160 


160 


GainesviHe 


42 


43 




20 4 


21.7 




34.9 


358 




JacKsonvitto 


36.7 


381 


38 3 


95 3 


103.0 


104 0 


57.3 


587 


58.3 


Lakeland-Winter Haven 


82 


84 




32 2 


34 5 




19 1 


203 




Mell>ourr>e-Titusvilte-Palm Bay 


50 


56 


56 


39.1 


42 2 


42 3 


20 4 


21.4 


21 3 


MianfM-Hialeah 


660 


67 7 


67.7 


222 1 


225 2 


224 7 


105 9 


1120 


1126 


Orlando 


31 8 


34 3 


341 


142 3 


152.7 


1520 


53 6 


57.0 


56.1 


Pensacota 


5.5 


56 


56 


28 7 


30 5 


30 4 


28 3 


292 


28.9 


Sarasota 


83 


8.7 


87 


29 3 


30 6 


30 8 


12.0 


124 


124 


Tallahassee 


4.7 


50 


4.9 


21.0 


22 1 


22 4 


44 6 


468 


45 7 


Tampa-St. Petersburg-Clearwater 


63.7 


663 


658 


2138 


223.1 


223 0 


1000 


104 5 


104.2 


West Palm Beach-Boca Ratori-Delray Beach 


27 6 


29 5 


29 4 


93 2 


1003 


101 8 


38 6 


408 


40 8 



See footnotes at end of table 
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Co 



B-0. EmployMt on nonagricutturai payrolls In StaUa and talacted artas by major Ir 

(In thousands) 



ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

J7— Contlnutd 



Stits and trea 



Q«oroia 

Albany 

Athans 

Atlanta 

Augusta 

Columbua 

Macon-Wamsr Robins .. 
Savannah 



Honolulu ... 

laho 

BolsaQty . 



Aufofa-Elgin 

Bloomington-NomiaJ 

Champaign-Urtwna-Rantoui 

Chicago > 

Oavtnport^Rock isIand-Moltna .... 

Oecatu: 

Johal 

Ktnkakae 

I^a County 

Peona 

Rockfofd , 

Spnngfiald 



Indiana 

Andarson 

Bloomington 

Eikhart-Goshen 

Evansville 

Fort Wayna 

Gary*Hammond 

Indianapolis 

Kokomo 

l^fayatta 

Munda 

South Band-Mishawaka 
Tarra He',1a 



Cadar Rapidt 

Das Moinas 

Oubuqua 

Iowa City 

Sioux City 

Watarloo-Cadtr Falls . 



Kanaaa 

Lawranca . 
Topalta 



Kantucfcy 

Laxlngton-Fayatta . 

Louisvilla 

Owansboro 



Loulalana 

Alaxandria 

Baton Rouga 

Houma-Thtbodaux . 

Lafayatta 

Uk% Charlas 

Monroa 

Naw Odaans 

Shraveport 



Malna 

Lewitton-Aubum 
Portland 



Sea footnotaa at and cf table. 



Total 


Mtntng 


Construction 


Jan 


Oac. 


Jan. 


Jan. 


Dec. 


Jan 


Jan 


Dec. 


Jan. 


1987 


1967 


1988» 


1987 


1967 


1988P 


1987 


1967 


1988** 


2.8963 


2.607 8 


2.766 3 


8.3 


84 


83 


145.3 


1546 


144.3 


485 


49 7 






(') 




2.6 


29 


(2) 


61 6 


82 7 


63.0 


.2 


.2 


.2 


24 


2.4 


2.2 


1.333.9 


1.388.6 


1,370.9 


1 4 


1.4 


1.4 


70 8 


71.9 
98 


663 


153.2 


159.0 


157.2 


.5 


.5 


5 


9.0 


98 


8&.9 


93 0 


921 


.1 


.1 


.1 


4.7 


53 


5.1 


1160 


1198 


1184 


.1 


1 


.1 


4.7 


4.9 


4.7 


1000 


103 8 


102.4 


(') 


(') 


(') 


76 


7.3 


69 


447.7 


470.8 


463 8 


(') 


(') 


(') 


20.5 


203 


20.2 


357 1 


375 8 




\ ) 


( / 


(') 


18 3 


159 


157 


3182 


340 0 


331 3 


2.2 


27 


26 


11.3 


128 


10.7 


83.7 


88 3 


869 


(?) 


P) 




3.9 


4.3 


4.0 


4.803 2 


4.9638 


4.900 5 


23.2 


235 


23.1 


170 0 


194 8 


174 9 


1308 


1391 


138 5 


(') 


0 


(') 


5.3 


86 


eo 


55 4 


564 


56.0 


(') 


(') 


(') 


1.3 


16 


1 4 


607 


86.1 


82.5 


(') 


(') 


(') 


2.2 


24 


2.2 


2.959 4 


3.066 9 


3.027.1 


2.3 


2.4 


21 


104 6 


121.9 


111 8 


150.7 


155 2 


1549 


(') 


D 


(') 


45 


4.4 


42 


49 7 


51.0 


49.7 


(') 


V) 


0 


1 8 


1 9 


1 7 


95 3 


980 


97.1 


D 


V) 


(') 


4.8 


56 


5.1 


319 


33.1 




D 


V) 


0 


1.1 


1.2 




176.1 


^90.4 


IRA Q 


( / 


( / 


0 


6 7 


88 


80 


131 2 


134 0 


132.9 


V) 


(') 


{') 


4.5 


50 


42 


124.0 


124 2 


124.9 


(') 


(') 


(') 


3.5 


46 


4.0 


95 4 


98.1 


97.5 


(') 


V) 


(') 


24 


32 


29 


2.211.8 


2.360.1 


2.315 0 


8.0 


8.5 


80 


83 7 


1010 


93 2 


480 


48.7 


47 8 








1.2 


1.4 


1.3 
1 8 


488 


52.9 


51.1 


C») 


e) 


e) 


1 5 


2.0 


92.8 


99 9 


98.7 


( / 


n 


n 


24 


2.8 


28 


121 8 


127.1 


125.3 


2.2 


22 


22 


8.7 


72 


6.7 


178 3 


190.1 


1882 


e) 


0 




7.9 


98 


9.3 


202.4 


224.5 


221.0 


e) 


0 




93 


11.6 


108 


577 7 


8188 


6068 


.7 


8 


.7 


260 


31 0 


289 


At 7 


45 4 


in 


(^) 




0 


1.0 


1 3 




62 0 


65 5 


64.2 


(') 


0 


e) 


1.8 


2.8 


2.5 


49.5 


51.8 


51.2 


^) 


1?) 


e) 


1 7 


1.9 


1 8 


107.8 


1150 


1132 


e) 




e) 


42 


52 


48 


51 7 


542 


53 4 


4 


3 


3 


16 


21 


2.0 


1.0569 


1.133.4 


1.109.8 


1.6 


2,3 


1.9 


27.9 


328 


27.7 


82 4 


890 


87.6 


.1 


2 


.1 


26 


2.9 


2.7 


1965 


213 3 


211.2 


C) 


0 




6 1 


76 


69 


37 1 


43 5 


42.8 


(') 


(') ' 


(') 


1.0 


1 3 


1.1 


47.8 


529 




0 


0 


(«) 


1.1 


1 2 


0 


45.2 


52.1 


510 


(') 


(') 


D 


1.5 


1 8 


1.5 


54.4 


62.8 


81.0 


(') 


C) 




1.3 


1.5 


1.3 


9689 


1.020.7 


9961 


10 7 


12.1 


11 7 


39.4 


43 3 


38.2 


in o 


32.8 


31.4 


(') 


(') 


0 


1.1 


1 4 


1.3 


84.2 


88.8 


88.3 


(') 


(') 




3.2 


38 


3.3 


218.1 


230.5 


227.0 


2.1 


2.5 


2.5 


8.5 


9.5 


83 


1,278 8 


1.352.0 


1,333.1 


38 2 


38.8 


37.3 


50.9 


81 3 


58 7 


1669 


177.3 


172.7 


7 


8 


.8 


8.7 


94 


8.9 


420.8 


449 4 


443.2 


.5 


.4 


.4 


19.3 


24 8 


234 


32.8 


34.4 


33.7 


.8 


8 


.7 


18 


2.1 


20 


1,460.8 


1.504.3 


1.485 2 


53.8 


55 3 


55.3 


77.4 


80 4 


78 8 


44.7 


48 2 


45 5 


.2 


.2 


.2 


2.1 


23 


21 


207.9 


214.7 


211.8 


.9 


.8 


.8 


18.1 


20.4 


19 5 


50.4 


52.9 


51.4 


5.6 


58 


57 


1 5 


1.4 


1.3 


80.0 


83.0 


81 7 


103 


105 


10 6 


3.1 


32 


3.0 


58 8 


584 


0 


1.0 


.9 


0 


4.5 


38 




54.0 


54.4 


53.1 


4 


.4 


.3 


2.9 


2.5 


23 


505.6 


512.3 


509.9 


14 4 


14 7 


14 8 


22 0 


21 8 


21.7 


130 2 


133 3 


132.2 


33 


3.2 


32 


8.0 


70 


67 


474.3 


517.9 


503.8 


.1 


1 


1 


26 0 


31.7 


289 


38.1 


40.0 


39.7 


(') 




C) 


1.8 


2.3 


2.1 


1170 


128 0 


123.1 


0 


(') 


(') 


7.4 


98 


93 



€6 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B*8* Employees on nonagricultural payrolls In States and selected areas by major industry— Continued 



(In thousands) 



State and area 


Manufactunng 


Transportation and 
public utilities 


Wholesale and retail trade 


Jan 
1987 


Dec. 
1987 


Jan. 
1988^" 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Qtorgia 


559 1 


576 7 


569 4 


169 7 


177 1 


173 7 


679 4 


706 8 


690 1 


Albany . 


8 5 


8 1 


\ f 


2.2 


2 2 


\ I 


12 3 


12 8 


K 1 


Athens 


14 8 


15 5 


15 3 


1 8 


1 8 


\ 7 


12 8 


13 0 


12 9 


Atlanta . .. 


185.7 


191 4 


187 9 


1 109 


117 5 


116 4 


373 8 


386 ? 


379 1 


Augusta ... 


35 2 


36 5 


36 4 


5 2 


5 2 


5 2 


32 9 


34 7 


33.6 


Columbus 


200 


19 5 


202 


3.5 


3 6 


3 6 


19 8 


21 0 


20 1 


Macon-Wamer Robins . 


180 


18 5 


18 2 


5 0 


4 9 


4.8 


26 0 


27 3 


26 8 


Savannah 


16.4 


17 3 


17 1 


8 6 


9 2 


92 


24.5 


25 3 


24.9 


Hawaii 


21 6 


22 2 


22 2 


35 5 


37.2 


36 6 


120 3 


127 3 


125 1 


Honolulu ... 


158 


16 5 


16 5 


29 2 


30 6 


301 


94 0 


1003 


98 2 


Idaho 


51 0 


55 4 


55,0 


17.2 


18 1 


17 5 


81 7 


87 9 


84 1 




10 2 


11 7 


116 


50 


5.2 


5 0 


22 2 


23 5 


23 0 


Illinois 


924 0 


936 8 


938 1 


288 0 


301 0 


298 9 


1,195 1 


1,253.3 


1 2306 


Aurofa-Elgin 


35 3 


36 6 


36 8 


3.1 


3 1 


2 9 


37 1 


39 6 


38 3 


Bloomington-Nofmal 


5 0 


5 3 


53 


2 7 


2.6 


2 6 


12 7 


12 8 


12.8 


Champaign-Urbana-Rantoul 


7.7 


7.7 


78 


2 3 


2 3 


2 3 


18 9 


19 3 


19 2 


Chicago ... ... 


548 7 


553 0 


550 3 


188 6 


195 1 


192 9 


746 5 


787.1 


769 0 


Oavenport-Rock Island-Moline 


29 3 


33 1 


33.0 


8.1 


8 1 


8 1 


42 1 


42 4 


42.4 


Oecatur ... 


136 


13 0 


130 


4 8 


4.9 


4 9 


11 1 


12 4 


116 


Joliet 


19 4 


19.7 


19 7 


82 


8 4 


8 3 


22 8 


23 2 


23 1 


Kankakee .... 


50 


4.9 




1 4 


1 4 




81 


84 




Lake County 


40 7 


43 2 


43 8 


66 


89 


89 


48 8 


52 8 


51 3 


Peona ... 


30 8 


32 1 


32 5 


68 


6 8 


6 8 


33 1 


33 3 


33 0 


Rockford 


44 3 


41 7 


43 5 


4 5 


4 3 


4 3 


28 7 


29 1 


29 0 


Springfield . 


40 


3 8 


39 


4 7 


4 9 


4 9 


21 4 


22.1 


22 1 


Indiana . 


598 0 


628 7 


824 1 


112.5 


122.4 


122 8 


522 4 


567 1 


553.4 


Anderson . . .... 


17 9 


16 8 


16b 


1 3 


1 5 


1.5 


10 7 


115 


112 


Bloormngton 


83 


91 


91 


1 6 


1 7 


17 


11.0 


11.9 


11 4 


Elkhart-Goshen 


49 8 


53.7 


53 3 


2.7 


28 


28 


172 


187 


181 


Evansville . 


306 


30 5 


303 


63 


6.6 


6 6 


31 8 


34 2 


33.4 


Fort Wayne 


49 2 


51 0 


51 0 


115 


12 1 


12 0 


44 4 


48 0 


47 3 


Gary-HaiDmond 


47 7 


56 2 


562 


135 


14 8 


14 6 


49 3 


53.7 


52 * 


Indianapolis 


106 3 


107 0 


105 8 


34 4 


37 6 


36 8 


148 8 


162 5 


1586 


Kokomo 


19 5 


18 9 




1 3 


1 5 




91 


98 




Lafayette 


11 5 


12 0 


12.0 


1.9 


2.0 


1.9 


12 9 


13 4 


130 


Muncie 


109 


10 4 


106 


2 2 


2 5 


2 5 


12 2 


13 0 


12.7 


South Bend'Mishawaka .... 


23 6 


24 3 


24 0 


4 8 


5 0 


5 0 


28 5 


309 


300 


Terre Haute 


10 4 


103 


102 


2.5 


28 


28 


13 7 


148 


145 


Iowa 


196 8 


220 7 


220 1 


508 


53 9 


54 0 


270 4 


289 4 


282.4 


Cedar Raptds 


21 7 


23 3 


23 3 


5 3 


6 0 


6 2 


20 1 


21 8 


21 3 


Oes Moines 


22 1 


25 4 


25 4 


11 6 


12 3 


12 4 


51 9 


57.1 


55 7 


Dubuque 


90 


12.8 


12.9 


1 5 


1 7 


1 6 


9.1 


9 9 


9 6 


Iowa City 


3 9 


4 3 




1 0 


1 2 


\ I 


9 4 


10.3 


\ 1 


Sioux City 


6 7 


10 1 


10 1 


2 9 


3 2 


3 1 


12 4 


13 7 


13 3 


Waterloo-Cedar Fails 


90 


14.4 


14 7 


1 6 


1 7 


1 7 


13 7 


15 2 


14 4 


KanMt 


1687 


178 6 


1772 


608 


61 6 


60 7 


244 8 


260.0 


2b4.0 


Lawrence 


4.4 


4 5 


43 


1 4 


1 3 


1 3 


67 


74 


70 


Topeka 


88 


8.7 


8 7 


6 7 


6 6 


6 5 


18 7 


19 9 


19 9 


Wichita 


57 2 


60 1 


59 9 


10 5 


10 8 


10 7 


52.0 


53 6 


52 2 


Kentuclcy. 


254 8 


267 9 


267 1 


67 0 


68 5 


67 7 


306 5 


330 7 


323.8 


Lexington-Fayette 


28 2 


28 9 


29.1 


76 


80 


79 


401 


43 5 


42 3 


Louisvitte 


85 7 


87 6 


86 9 


26 4 


29 4 


28 8 


104.2 


1131 


1109 


Owensboro ... ... 


55 


59 


59 


2 1 


22 


21 


85 


90 


86 


Louisiana . . 


158 8 


167.8 


165 4 


1030 


103.6 


103.9 


357 5 


371 7 


364 1 


Alexandria 


34 


34 


33 


2 1 


22 


22 


109 


11 5 


11 1 


Baton Rouge 


18 1 


18 7 


186 


103 


10 1 


10 4 


50 2 


52 2 


50.7 


Houma-Th<bodaux 


3.6 


4 4 


42 


54 


56 


55 


129 


137 


133 


Lafayette ... 


58 


6.1 


59 


5.7 


56 


56 


22 3 


22.4 


22 4 


Lake Charles .... 


94 


11 1 




38 


39 




14.0 


14.7 




Monroe 


7.4 


72 


72 


28 


26 


25 


145 


149 


14.1 


New Orleans 


41 5 


42 9 


42 8 


42 6 


43.4 


43 5 


134 0 


136 4 


134.3 


Shreveport ... 


18 2 


172 


171 


85 


8 1 


81 


31 8 


33 3 


33 0 


Mains 


103 8 


1066 


1061 


199 


20 3 


20 2 


1138 


131 3 


125 8 




99 


10 4 


104 


1.4 


1.4 


1 4 


93 


98 


9.7 


Portland . . 


16 5 


16 4 


162 


57 


60 


60 


351 


37 8 


35 5 



See footnotes at end of table 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

84. Employees on non agricultural payrolls In States and selected areas by major lndustry--Contlnued 



(In thousands) 



State and area 


Finance, insurance, 
and real estate 


Services 


Government 


1987 


1987 


Jan 
1988^ 


Jan 
1987 


1987 


Jan 
1988" 


1987 


Dec 
1987 


Ian 

jan 
1988" 


Georgia 


150 9 


156 4 


155 5 


513 5 


543 9 


542 1 


470 1 


483 6 


482 9 


Albany 


2 3 


2 4 


\ I 


7 8 


8.5 


1 ) 




130 


{) 




1 9 


1 9 


1 9 


9 1 


9 6 


9.7 


18 7 


18 2 


157 1 


Atlanta 


95 3 


98 8 


98 6 


306 4 


JcJ c 


321 7 


189 6 


198.1 


Is/ .9 


Augusta 


5 8 


6 1 


6 0 


31 5 


32 4 


32 5 


33 2 


33 7 




Columbus 


6.1 


6 2 


6 2 


151 


164 


16 4 


20 5 


on A 


20.5 


Macon-Wamer Robins 


7 2 


7 6 


7 7 


21 0 


22 9 


22 8 


33 9 


33 6 


33 3 


Savannah 


4 4 


4 5 


4 5 


23 0 


24 0 


23 7 


15 5 


16 3 


16 2 


Hawaii 


33 3 


34 3 


34.1 


122 5 


1299 


129.0 


94 0 


99 4 


96 4 


Honolulu 


27 9 


28 7 


28 6 


94 6 


1001 


99 0 


79 3 


83 7 


80.9 


Idaho 


18 9 


189 


18 8 


65 4 


68 9 


69 2 


70 5 


75 3 


73 4 


Botse City 


7 5 


7 4 


7 3 


18 3 


19 2 


19 0 


166 


170 


17 0 


IHinola 


350 9 


359 9 


361 2 


1 132 6 


1 1 60 6 


1i153 5 


719 4 


733 9 


7on 0 


Aurora-Elgin ... 


6 5 


6 5 


6 5 


28 5 


309 


30 6 


14 7 


15 7 


15 3 


Bloonungton-Normal 


9 3 


9 4 


9 5 


116 


117 




12 8 


130 


12 7 


Champaign- Jrtoana-R antout 


3 2 


3 3 


3 3 


15 2 


161 


IS 0 


31 2 


350 


31 7 


Chicago ... 


252 7 


260 1 


259 8 


758 8 


789 8 


783 3 


357 2 


359 5 


357.6 


Davenpoft-Rock Island- Moline 


8.0 


8 1 


8 1 


31 3 


31 5 


31 7 


27 4 


27 6 




Decatur 


2 7 


2 7 


2 7 


10 3 


10 5 


10 5 


5 4 


5 6 




Joliet 


3 8 


3 8 


3 8 


19 7 


200 


19 9 


16 4 


170 




Kankakee 


1 5 


1 5 




83 


85 




6.5 


7.2 




Lake County . 


69 


69 


69 


38 2 


408 


39 8 


27 6 


306 


29 6 


Peona .... 


7 0 


7 0 


7 0 


32 8 


33 6 


33 5 


16 2 


16 2 


1 5.9 


Rockford . . 


5 2 


5 4 


5 4 


25 9 


26 6 


26.4 


119 


12 5 


12.3 


Spnngfield 


7 9 


7 9 


7 g 


23 5 


23 9 


23 8 


31 4 


32.2 


31 9 


Indiana 


1114 


116 6 


1^5 3 


428 8 


460 1 


449 9 


346 8 


357 7 


349 0 


Anderson ... .... 


1 5 


1 6 


1 6 


9 6 


9 9 


9 9 


5 7 


5 9 


5 8 


Bioomington 


1 6 


1 8 


1 7 


75 


80 


80 


172 


183 


17.4 


Elkhart-Goshen 


2 4 


26 


26 


125 


134 


135 


58 


59 


5.8 


Evansville 


4 9 


C 1 
3 J 


5 3 


27 4 


29 1 


29 0 


117 


12 1 


118 


Fort Wayne 


118 


12.2 


1 1.9 


35 9 


39.0 


38.7 


17 5 


181 


17.9 


Gary-Hammond 


7 9 


t) 4 


8 3 


44 4 


48 2 


47 6 


30 4 


31.7 


31 6 


Indianapolis 


43 8 


46 5 


46 7 


128 6 


1394 


138 0 


89 1 


920 


910 


Kokonw 


1 4 


1 4 




60 


65 




5.4 


60 




l^fayette 


2.9 


3 0 


3.1 


10 8 


]/\ e 


11.2 


20 2 


20 9 


20 4 


Muncte 


1 6 




1 o 


9 7 


10 6 


10 5 


1 1 .2 


116 


1 1 .5 


South Bend-Mishawaka 


6 0 


D J 


6 3 


29 4 


31 6 


31 5 


113 


117 


116 


Terre Haute ..... 


1 9 


20 


20 


106 


11.0 


10.9 


10 5 


109 


10 7 


Iowa 


63 1 


65 4 




237 6 


249 9 


245 9 


208 7 


2190 


212.1 


Cedar Rapids 


4 7 


4 8 


4 8 




194 


19 0 


10 2 


10 6 


10 2 


Des Moines 


25 7 


27 9 


28 3 


49 6 


53 1 


52 5 


29 4 


29 7 


29 8 


Dubuque 


1 4 


1 4 


1.4 


117 


12 5 


12 4 


3 4 


3 8 


3 7 


Iowa City 


1 4 


1 5 


( ; 


7 3 


7 5 


{) 


23.5 


26 8 


v) 


Sioux City . . 


2 6 


2 6 


2 7 


12 7 


14 3 


13 9 


6 4 


6 4 


6 4 


Waterloo-Cedar Falls . 


3 0 


2 9 


2 8 


14 0 


14.3 


14 2 


Il 8 


12.7 


1 9 


Kantaa ■ . 


55 1 


56 4 


561 


194 3 


204 2 


201 6 


1951 


204.5 


198 6 


Lawrence 


1 1 


1 2 


1 2 


55 


58 


58 


10 7 


112 


105 


Topeka ... 


6 0 


6 3 


6 4 


19 9 


20 8 


20.7 


20 8 


20 8 


20 7 


Wichita ... 


112 


114 


113 


51 4 


55 1 


55 0 


25.2 


27.5 


27 1 


Kentucky ... 


59 7 


61 1 


61 .1 


262 9 


278 1 


276 3 


238 6 


245 8 


243 1 


Lexmgton-Fayette 


89 


93 


9 1 


39 8 


414 


41 0 


32 9 


36 2 


33 8 


Louisvilie 


28 0 


28 9 


28 9 


97 5 


1034 


102 5 


59 0 


61 8 


61.4 


OwensbOrO 


1 4 


1 5 


1 5 


74 


7.7 


7 8 


51 


52 


5 1 


Louisiana 


84 0 


84 5 


84 4 


311 9 


3258 


323 9 


314.4 


3152 


311 4 


Atexandna 


2 5 


26 


26 


10 8 


112 


11 3 


12.7 


128 


12.7 


Baton Rouge 


I** 1 


133 


133 


41 8 


43 5 


43 5 


55 4 


557 


54.8 


Houma-Thibodaux 


23 


23 


23 


84 


88 


86 


107 


109 


105 


Lafayette 


4 0 


38 


38 


165 


183 


18 2 


12.3 


13.1 


12 2 




2 7 


27 




108 


113 




10 4 


100 






4 4 


46 


4.6 


11.5 


114 


11 4 


101 


108 


10 7 


New Orleans 


33 7 


34 1 


34 3 


1308 


133 9 


134 1 


86 6 


851 


84 6 


Shreveport ... 


7 4 


74 


73 


30 0 


31 7 


31 8 


250 


25 4 


25 0 


Main* 


23.9 


251 


251 


100.7 


109 3 


108 2 


86 1 


93 5 


89.2 


Lewtston-Auburn ... 


2 2 


22 


22 


97 


100 


100 


38 


39 


3.9 


Portland 


11 6 


126 


123 


26 5 


29.1 


29 1 


142 


163 


14 7 



See footnotes at end of table 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B^. Employtta on nonagricultural payrolta In SUtta and tattcttd artat by major Industry— Continuad 

(in thouunds) 



State and araa 



Maryland 

BattinrKKe MSA 

BaitinrKKO Oty 

Suburt>an Maryland^DC 



Maaaachuaatta 

Boston 

Brockton 

Fall Rjver 

Fitcht)urg-Leomins*er . 
Lawrence>Havorhili 

Lowell 

New Bedfofd 

Pittsf leld 

Spnngfieid 

Worcester 



Michigan . . 

Ann ArtxK 

Battle Creek 

Benton Harbor 

Detroit 

Flint 

Grand Rapids 

Jackson . 

Kalaniazoo 

Lansing>East Lansing .. .. 

Muskegon 

Saginaw-Bay Oty-Midland . 



Minr>taota 

Duluth 

Mtnneapolis-St. Paul 
Rochester 

St. C(oud . 



Jackson 

Miaaourl 

Kansas Gty .. 
St. Joseph ... 

St. Louis 

Springfiekj .... 



Montana . 

Nabraaka . 

Lincoln ... 
Omaha ... 



Nevada ... . 
Las Vegas 

Reno . ... 



Naw Hampahira 

Nashua 

Port$mouth*Dover-Rochester.NH-ME , 



New Jersey 

Atlantic City 

Bergen-Passaic 

Camden 

Jersey Oty 

Middlesex-Somerset-Hunterdon 

Monmouth-Ocean 

Newark 

Trenton 

Vineiand-Millviile-Bndgeton . . . 



Total 



See footnotes at end of table 



Mining 



C 'nstruction 



Jan. 


Dec. 


Jan, 


Jan 


Dec. 


Jan 


Jan. 


Dec. 


Jan. 


19S7 


1987 


1988^ 


1987 


1987 


1988P 


1987 


1987 


1988i» 


1.951.9 


2,050 8 


2.017,2 


1.8 


1.9 


1 8 


137.7 


153.1 


146 2 


1,053.9 


1.101 0 


1.075 3 


3 


,3 


.3 


663 


72 5 


686 


446.7 


460.1 


454 6 


(') 


(') 


(') 


17.7 


189 


180 


693 9 


7291 


7098 


6 


7 


6 


58 7 


62 4 


593 


2,959.1 


3.101 9 


3.031. 


1 5 


1 9 


1.7 


1193 


142.1 


132.4 


1,673.3 


1.751.6 


1.7167 


7 


1.0 


9 


61 3 


71 7 


649 


70 3 


73 8 


715 


(') 


(') 


C) 


34 


38 


33 


540 


56 7 


55 0 


(') 


(') 


(') 


1 ^ 


2.4 


2.1 


38.7 


40.5 


393 


(') 


(') 


(') 


2.1 


27 


2.2 


157.2 


163.9 


162 6 


(') 


(') 


(') 

1 


73 


83 


7.6 


103 0 


107.4 


104 7 


2 




4 6 


5 Q 


50 


65.5 


682 


669 


(') 




(') 


2.7 


3.2 


2.9 


41 0 


42.6 




1 


1 


1 


1 8 


24 




230 6 


243 0 


239.3 


1 


1 


83 


10 5 


90 


191 8 


?06 1 


201.1 


1 


.1 


1 


83 


97 


94 


3,654.0 


3.776 3 


3.682.7 


8 7 


9 5 




105 2 


123 3 


1108 


161 8 


172 8 


1680 


(') 


(') 


(') 


41 


57 


5.0 


55 7 


580 


56 7 


(') 


(') 


(') 


1.5 


1.9 


1 6 


61.6 


64.4 


630 


(') 


rM 


\ 1 


1 C 


1 2 


1 0 


1,832 9 


1,865 5 


1.842.1 


7 


8 


.7 


53 0 


60.0 


543 


172 7 


172 1 


165.9 


(') 


(') 


(') 


40 


4 1 


3.9 


304.9 


321 5 


3134 


(') 




C) 


12 7 


14.3 


13.2 


50 1 


51.8 




V) 


(') 


1.0 


1.2 




102.0 


107.7 


104 5 


(') 


(') 


(') 


29 


31 


2.7 


2009 


208 0 


203 1 


\ 1 


o\ 
\ I 


/<\ 

\ I 


5 0 


4 8 


4.3 


55 0 


57 1 


55 7 


(') 


(') 


(') 


1.9 


2.1 


20 


148 4 


157 0 


1523 


\ 1 




( / 


5 6 


6 7 


58 


1,864 5 


1.997.9 


1,9520 


4.6 


61 


6.0 


648 


78.6 


684 


85 1 


89 4 


86.9 


29 


4.2 


43 


35 


3.7 


26 


1 ,239 2 


1.310 0 


1 283 9 


\ i 


1 


(') 


44 6 


52 2 


46 1 


' 54.7 


' 57.8 


' 57.2 


{') 




(?) 


1 4 


18 


15 


663 


72.4 


70 5 


{') 






29 


4.2 


3.9 


842 3 


664 7 


875 5 


5 6 


6 3 


6 3 


30 8 


34 3 


32.7 


170.4 


1801 


1782 


1.0 


1 2 


1.2 


75 


85 


83 


2,125 9 


. i15.1 


2.165 5 


5.3 


5.3 


50 


91.3 


98 4 


92 4 


718 4 


739.9 


727 9 


.5 


5 


.5 


34 1 


36 6 


342 


34 9 


36 8 


0 








1 2 


1 3 




1,093.9 


1.137.7 


1.1130 


34 


35 


34 


53 3 


57.3 


526 


I04.e 


1105 


1088 


1 


1 


1 


43 


53 


4.7 


265 9 


275.3 


269.5 


49 


57 


5.5 


66 


83 


7.1 


642.4 


670.2 


6571 


1.4 


1.6 


1 4 


20 9 


22.7 


207 


107 3 


112.7 


109.4 








36 


39 


37 


293 0 


302.9 


2988 


.2 


2 


2 


10 7 


11 6 


10.7 


472.4 


514.4 


507 3 


66 


9.0 


9.0 


26 9 


30.1 


28.9 


269.9 


293.3 


290.7 


.3 


.2 


.2 


17.1 


18.5 


183 


124.5 


135 2 


132.7 


.8 


.9 


9 


65 


70 


65 


494 8 


5290 


521.0 


5 


.7 


7 


32 6 


38,0 


35.4 


899 


962 


94 3 




1 


.1 


46 


5.4 


5.3 


102.8 


111 4 


1088 




.1 


1 


54 


6.2 


58 


3,485.2 


3,653.2 


3.572.2 


2.1 


23 


2.2 


149 2 


177 5 


162 3 


146 9 


155.3 


1533 


(') 


(') 




94 


10 5 


10.0 


652 3 


8651 


674.6 




1 


1 


28 9 


31.7 


30.4 


411 8 


435 5 


427.5 




1 


1 


20.6 


25.9 


25 2 


232.7 


245 7 


239 5 


(') 


C) 


(') 


6.1 


75 


7.1 


500.8 


527.8 


5186 


5 


6 


6 


20.7 


23 8 


219 


305 5 


323.7 


3184 


(') 


(') 


<') 


192 


216 


20.7 


935 4 


971 4 


953 3 


.7 


7 


7 


34 6 


40.5 


37.6 


190.0 


199.2 


195 9 


(') 


(') 


(') 


4.6 


5.3 


50 


54.0 


57 3 


{') 


.3 


,3 


0 


1.9 


23 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

Employees on nonagrlcultural payrolls in States and selected areas by major Industry— Continued 



(In thousands) 



State and area 


Manufacturing 


Transportation and 
public utilities 


Wholesale and retail trade 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Maryland 


206 8 


207 3 


206 3 


90 2 


94 3 


93 6 


499 7 


531 9 


517 7 


Galttfnore MSA 


131 7 


132 6 


131 5 


51 3 


53.4 


53 2 


259 3 


275 5 


2656 


Ballinfiore Crty 


44 8 


451 


4^ 0 


27 3 


28 1 


28 1 


97 4 


98 6 


97 4 


Suburban Maryland-0 C ... 


34 4 


356 


35 2 


260 


28 8 


27 5 


189.1 


200 4 


192 3 


MaatachuMtta . 


602 6 


592 5 


589 8 


1258 


131,9 


128 4 


703 5 


740 5 


711 9 


Boston 


282 8 


278 3 


277 2 


74 3 


76 1 


74 0 


383 4 


400 6 


391 0 


BrCCMon ... 


113 


11 5 


11 3 


51 


52 


50 


21 4 


23 0 


22 2 


Fan River 


17 1 


170 


168 


1 9 


1 8 


1 8 


13 6 


154 


146 


Fitchburg-Leo minster 


120 


11 5 


11 5 


1 5 


1.7 


1 7 


9 7 


104 


98 


Lawrence-Haverhilt . 


516 


51 0 


51 7 


66 


70 


66 


353 


37 4 


36 5 


Lowell ... ... 


360 


36 2 


36 2 


34 


38 


36 


22 4 


23 1 


221 


New Bedford 


199 


19 1 


19.7 


26 


30 


2 8 


159 


16.9 


16 5 


Pittsfield 


124 


11 3 




1 0 


1 1 


(?) 


9 3 


103 


(?) 


SpnnQfieid 


506 


51 5 


51 3 


96 


97 


9 8 


54 4 


58 8 


57 3 


Worcester 


456 


46 9 


46 6 


81 


89 


8 4 


47 1 


49 7 


47 7 


Michigan 


982 1 


961 8 


936 2 


148 2 


1508 


147 8 


828 2 


893 3 


860 2 


Ann Artx>r 


4C 4 


39 8 


38 8 


4 1 


46 


4 3 


26 9 


30 5 


28 5 


Battle Creek 


149 


15 2 


152 


1 9 


1 8 


1 8 


10,9 


120 


11 6 


Rnntnn HarbOr 


21 4 


21 7 


21 5 


23 


23 


2 3 


120 


13 5 


128 


Detroit . 


481 5 


463 7 


450 6 


83 2 


86 5 


84 8 


425 8 


458 6 


442 4 


Rint 


60 8 


532 


49 5 


47 


4 4 


44 


43 3 


46 8 


45 


Grand Rapids 


94 8 


97 6 


96 9 


110 


11 2 


11 1 


77 4 


84 8 


80 7 


Jackson 


129 


13 0 




42 


4 0 


(2) 


11 4 


12 1 


(?) 


Kalamazoo 


29 5 


301 


30 0 


32 


34 


34 


22 3 


24 5 


22 9 


Lansing-East Lansmg .... 


37 1 


34 8 


33 0 


59 


57 


58 


40 7 


43 7 


42 0 


Muskegon 


173 


17 5 


173 


24 


23 


23 


120 


12.9 


122 


Saginaw-Bay City-Midland 


44 4 


43 2 


42 1 


69 


68 


66 


34 8 


38 3 


36 7 


MInntaota 


363 8 


379 2 


376 4 


98 0 


102 6 


100 3 


469 0 


502 2 


485 2 


Duluth 


7 1 


77 


77 


55 


57 


56 


21 1 


22 3 


21 4 


Minneapolis-St Paul 


218 5 


257 1 


256 3 


68 4 


72 0 


70 7 


305 9 


328 0 


319 1 


Rochester .. . 


103 


10 8 


108 


1 6 


1 7 


1 7 


11 3 


11 8 


11 4 


St Qoud 


11 3 


1<i3 


122 


33 


34 


3 4 


20 6 


22 2 


21 7 


MiaaltaJppI . . 


221 8 


232 6 


232 5 


406 


42 3 


42 3 


179 4 


192 1 


1859 


Jackson . .. 


197 


20 9 


20 7 


119 


127 


12 7 


41 2 


43 4 


42 3 




4157 


421 3 


4i6e 


139 5 


144 3 


141 0 


518 3 


552 9 


534 4 


Kansas City 


111 7 


111 2 


111 4 


554 


566 


55 0 


187 2 


196 7 


191 2 


St Joseph 


8 2 


83 




23 


28 


(2) 


8 8 


9 4 


(?) 


St Louis 


2175 


219 2 


215 5 


72 2 


74 4 


.73 9 


266 5 


281 2 


272 3 


QnrinnfiAlrl 


19 4 


21 1 


21 0 


67 


7 1 


69 


29 4 


31 1 


30 5 


Montana .... 


20 3 


21 2 


20 6 


19 5 


195 


190 


69 3 


73 5 


71 6 


Nebraska 


84 0 


909 


90 3 


41 9 


43 7 


43 5 


166 5 


173 5 


1696 


Lincoln 


130 


13 4 


13 4 


58 


58 


5 8 


25 0 


2o 2 


25 3 


Omaha 


33 0 


35 0 


34 3 


22 3 


23 4 


22 9 


75 1 


78 1 


76 5 


Nevada 


221 


24 0 


23 9 


26 7 


28 4 


27 8 


95 8 


106 4 


1031 


Las Vegas 


8 1 


90 


89 


14 8 


16 1 


157 


565 


63 0 


61 0 


Reno 


84 


8 1 


8 2 


68 


93 


92 


28 0 


31 2 


301 


New Hampahire 


117 1 


1216 


121 8 


167 


172 


17 1 


124 7 


136 0 


131 5 


Nasnua ... 


35 6 


37 4 


36 9 


22 


2 1 


2 1 


21 0 


22 2 


21 3 


Portsmouth-Dover-Roc hester,NH-ME 


20 3 


207 


20 7 


28 


30 


28 


26 0 


29 3 


27 7 


New Jeraay 


674 5 


671 3 


663 2 


232 8 


243 0 


239 0 


839 6 


894 9 


858 0 


Atlantic Crty 


82 


85 


84 


61 


60 


60 


28 8 


310 


30 7 


Bergen- Passaic 


158 5 


1603 


159 6 


28 2 


291 


28 6 


188 5 


203 1 


1952 


Camden 


7?0 


72 2 


71 1 


183 


18 1 


184 


1129 


121 7 


1172 


VJersey City 


47 7 


48 5 


46 3 


29 7 


31 2 


28 8 


57 1 


62 4 


61 2 


Middlesex-Somerset- Hunterdon 


1126 


1151 


1146 


42 3 


44 0 


44 1 


121 8 


131 5 


1272 


Monmouth-Ocean 


30 9 


30 3 


30 2 


156 


166 


16 2 


83 0 


90 0 


87 9 


Newark 


182 1 


181,2 


1801 


800 


81 5 


80 3 


194 7 


203 7 


1951 


Trenton 


31 4 


314 


31 


63 


67 


66 


30 9 


33 0 ! 


32 1 


Vineland-Millville-Bndgeton 


150 


150 


{') 


21 


23 




1J6 

i 


120 i 





See footnotes at end of table 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-8. Employees on nonagrlcutturat payrolls in States and selected areas by major Industry— Continued 

(tn thousands) 



State and area 



Maryland 

Baltimore MSA 
Baltimore City . 
Suburban Maryland^O.C . 

Maasichuacttt 

Boston 

Brockton 
Fall River . 
Fitchburg>Leominster 
Lawrertce-Haverhill . . 
Lowell 

New Bedford 

Pittsfield 

Spnngfield . . 

Worcester 

Michigan 

Ann Arbor 
Battle Creek 
Benton Harbor 
Detroit 
Flint 

Grand Rapids . 
Jackson 
Kalamazoo . . . 
Lansing-East Lansing . 
Muskegon 

Sagina«v-Bay City-Midland 

MInntaota . . . 

Ouluth .. 

Minneapotis-St Paul 

Rochester .... 

St Cloud .. . 

MlaalaaippI 

Jackson 

Mlatouri 

Kansas City 
St Joseph .. 
St Louts 
Spnnglietd 

Montana 

Ntbraakt 

Lincoln 
Omaha . . 

Ntvada . . 

Las Vegas 
Reno 



Fmance. in&urance, 
and real estate 



Naw Hampahlr« 

Nashua . 

Portsmouth-Dover-Rochester.NH-ME 

Ntw Jeraty 

Atlantic City 
Bergen- Passaic 

Camden . . 

Jersey City .. . 

Middlesex-Somerset-Hunterdon 
Monmouth-Ocean . 
Newark . .. 

Trenton . . .. 

Vineland-Miltville-Sndgeton 

See footnotes at end of table 



Services 



Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


1987 


1987 


1988'' 


1987 


1987 


1988P 


1987 


1987 


1988" 


120 2 


1261 


125 7 


f07 2 


542 0 


536 3 


388 3 


394 3 


3896 


72 6 


75 3 


74 8 


269 8 


287 9 


280 8 


202 7 


203 5 


200 7 


49 2 


44 0 


43 6 


132 7 


140 8 


138 3 


83 5 


84 5 


843 


39 5 


416 


41 4 


196 8 


209 5 


207 3 


149 0 


150 0 


146 1 


208 8 


220 8 


222 8 


809 5 


864 7 


845 8 


388 1 


407 5 


398 C 


144 3 


152 4 


152 8 


529 1 


563 9 


550 3 


197 4 


207 6 


205 6 


30 


3 1 


3 1 


143 


153 


14 9 


11 8 


11 9 


11.7 


29 


3 1 


3 1 


99 


103 


102 


67 


67 


64 


1 7 


1 8 


1 8 


72 


80 


80 


45 


4 4 


43 


60 


6.4 


65 


30 5 


33 1 


32,8 


199 


20 8 


20 9 


4 1 


4 3 


4 3 


19 3 


20 5 


19 7 


13 0 


13 7 


13 7 


24 


25 


24 


122 


13,1 


12 8 


98 


10 4 


98 


20 


2 1 




97 


102 




4 7 


5 1 




156 


163 


16 4 


54 4 


58 4 


56 2 


37 6 


37 7 


39 2 


1, 1 


14 3 


14 4 


46 1 


51 1 


49 4 


23 4 


25 4 


25 1 


174 5 


183 1 


182 2 


798 6 


819 2 


813 0 


608 6 


635 2 


623 2 


4 4 


47 


46 


30 8 


33 9 


34."! 


51 0 


53 5 


52 5 


38 


33 


33 


11 8 


123 


12 1 


108 


11 5 


112 


2 5 


2 C 


2 6 


14 0 


14 3 


14 4 


82 


86 


83 


102 9 


107 2 


107 7 


449 8 


461 9 


457 3 


236 0 


246 8 


244 3 


58 


59 


58 


30 0 


31 4 


30.9 


24 1 


26 3 


25 5 


138 


138 


13.8 


63 9 


676 


65 9 


30 8 


31 9 


31 3 


1 8 
45 


1 8 




93 


95 




94 


10 1 




48 


49 


22 6 


23 4 


23 2 


17 1 


182 


173 


110 


12 0 


119 


35 5 


37 6 


37 0 


65 4 


69 3 


689 


1 4 


1 3 


1 3 


11 1 


11 8 


11 4 


88 


9 1 


9 1 


5 9 


62 


6 1 


30 7 


33 6 


33 1 


199 


22 2 


21 7 


1170 


121 5 


121 2 


453 9 


485 2 


476 6 


3133 


322 5 


3200 


30 


32 


32 


198 


20 3 


20 2 


22.1 


22 2 


22 0 


90 9 


95 0 


95 0 


310 0 


329 1 


322 0 


170 3 


176 2 


174 3 


1 5 


1 5 


1 6 


22 7 


24 1 


24 1 


59 


63 


61 


23 


^4 


24 


13 7 


146 


14 2 


12 4 


134 


12.8 


37 9 


38 7 


38 6 


134 1 


140 1 


139 4 


192 1 


198 1 


1978 


14 0 


144 


143 


36 5 


39 4 


39 1 


38 7 


39 6 


39 6 


131 5 


134 0 


134 0 


481 5 


505 8 


497 9 


342 8 


353 1 


344 0 


57 2 


57 7 


58 1 


163 0 


1696 


167 9 


109 3 


111.0 


109 6 


1 8 


1 9 




68 


70 




58 


6 1 


(^) 


72 6 


73 6 


73 6 


270 9 


286 2 


283 2 


137 5 


142 3 


138 5 


48 


47 


47 


26 3 


27 0 


27 3 


136 


14 1 


136 


130 


128 


126 


61 7 


64 1 


63 6 


70 6 


70 2 


69 5 


47 3 


47 5 


47 8 


146 5 


1508 


148 3 


133 9 


139 5 


135 5 


79 


84 


83 


22 2 


23 5 


23 3 


29 8 


31 5 


29 6 


28 6 


28 4 


28 7 


78 7 


80 7 


79 9 


44 4 


45 5 


45 1 


22 5 


24 0 


23 7 


209 8 


225 7 


225 8 


62 0 


66 8 


65 1 


13 4 


147 


146 


128 4 


137 5 


138 5 


31 3 


34.2 


33 5 


69 


69 


68 


49 7 


54 9 


54 7 


154 


16 9 


163 


30 1 


32 8 


33 7 


108 4 


1163 


115 1 


64 7 


664 


65 7 


36 


40 


4.1 


16 3 


180 


17 4 


65 


70 


7 1 


62 


68 


68 


178 


197 


196 


24 2 


25 6 


25 3 


218 9 


230 7 


230 9 


831 5 


882 8 


871 3 


536 6 


550 7 


545 3 


69 


71 


72 


63 5 


67 9 


66 7 


23 9 


24 2 


24 2 


35 9 


38 6 


38 7 


145 8 


154 0 


154 1 


66 4 


68 2 


67 9 


23 4 


25 4 


25 8 


94 4 


99 7 


98 6 


69 9 


72 4 


71 1 


11 9 


12 8 


130 


40 0 


42 5 


42 2 


40 2 


40 8 


40 9 


352 


35 7 


35 9 


99 5 


105 3 


104 5 


68 2 


71 8 


69 8 


172 


180 


179 


79 7 


85 7 


83 9 


59 7 


61 3 


61.4 


74 9 


77 8 


78 4 


236 3 


2506 


247 1 


132 1 


1354 


134 0 


92 


95 


95 


54 0 


57 9 


562 


53 6 


55 4 


55 3 


2.9 


3 1 


1 


98 


10 7 


{') 


11 4 


116 


0 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 



B*8. Employees nonagrlcuttural payrolts in States and selected areas by major industry— Continued 



(In thoosands) 



State and area 


Total 


Mrning 


Construction 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


N«w Mexico 


516 5 


5364 


526 2 


143 


156 


154 


30 2 


300 


281 


Albuquerque 


224 9 


234 7 


230.5 


2 


1 


2 


154 


153 


145 


Las Cruces 


40 0 


41 2 


40 7 


1 


1 


1 


2 1 


2.1 


2.0 


Santa Fe 


52 0 


549 


53 8 


1 


1 


1 


23 


25 


23 


Ntw York 


7i839 3 


8 219 5 


8 025 8 


5.1 


5 8 


5 3 


287 8 


338 4 


308 6 


Albany-Scheneciady-Troy 


387 8 


414 5 


404 8 


3 


3 


2 


15 6 


20 2 


17.9 


Btnghamton 


1176 


123 1 


120 6 


(') 


D 


O 


43 


52 


47 


Buffalo ... 


419.2 


446 4 


431 8 


3 


4 


3 


13 3 


168 


';4 4 


Elmira .. 


3S2 


39.9 


39 3 


(') 


() 


(') 


1 3 


1 5 


13 


Glens Falls 


43 7 


46 5 




(') 


(') 


{') 


1 7 


24 




Nassau -Suffolk 


1,097 9 


1 160 4 


1 127 9 


2 


2 


2 


52 5 


63 6 


57 6 


New York PMSA 


4!031 1 


4.188 0 


4J02 1 


1 2 


1 2 


1 2 


140 0 


158 8 


1492 


New York Dty . .. . 


3.520 0 


3.649.3 


3.578.7 


8 


.6 


6 


1105 


123 4 


1172 


Niagara Falls 


76 8 


830 


79 8 


(') 


(') 


V) 


24 


36 


34 


Orange County 


97.4 


103 8 


102 3 


(') 


(') 


V) 


4 6 


60 


56 




113 1 


120 1 


1 16.5 


I / 


I ) 


\ ) 


5 7 


6 3 


5 6 


Rochester 


451 0 


472.7 


464.2 


.6 


8 


7 


155 


193 


174 


Rockland Cou'>ty 


94 5 


99 8 


97 6 




{') 


0) 


4 4 


57 


51 


Syracuse 


289 2 


3080 


300 7 


1 


2 


2 


12 4 


165 


15 1 


Utica-Rorne 


115.9 


123 3 


120 9 


1 


2 




28 


38 


33 


Westchester County 


399 3 


420 3 


407.4 


3 


3 


3 


23 8 


27 9 


25 4 


North Carolina 


2,779.4 


2.930 5 


2.884 1 


48 


50 


50 


147 9 


161 4 


152 6 


Asheville . . 


74 4 


78 8 


76 7 


1 


1 


1 


3 7 


42 


40 


Charlotte-Gastonia-Rock Hiil . 


556 7 


596 3 


587 2 


.4 


4 


4 


31 6 


35 6 


34 7 


Green sborO-Winston-Salem-High Point 


455 2 


473 0 


465 3 


3 


3 


3 


23 7 


24 8 


24.4 


Raleigh-Durham 


372.8 


390 7 


383 4 


3 


4 


4 


20 7 


21 5 


20 3 


North Dakota . . 


243 6 


254 4 


248 7 


37 


4 3 


43 


7 7 


90 


76 


Bismarck .... .... 


35 7 


36 8 


36 2 


2 


2 


2 


1 2 


1 3 


1.2 


Fargo-Moorhead 


68 6 


72 5 


71 3 


(;) 


D 


(') 


25 


3 1 


27 


Grand Forks 


28 6 


30 7 


29 2 


(') 


\ ) 


\ 1 


1 3 


1 3 




Ohio . . 


4.447 6 


4,676 9 


4,567 6 


21 4 


20 5 


199 


147 5 


182 9 


163 2 


Akron 


258 9 


271 9 


263 9 


6 


6 


6 


7 5 


89 


7 8 


Canton . 


151 9 


158 9 




1 0 


1 1 




4 9 


68 




Cincinnati 


650 1 


694 9 


678 9 




5 


5 


CO 0 


31 2 


28 3 


Cleveland 


867 1 


910 2 


890.5 


1 2 


1 1 


1 1 


23 7 


28 7 


25 8 


Columbus 


642 1 


676 4 


662 3 


9 


1 0 


9 


23 1 


28 2 


25 8 


Dayton-Sprrngfield 


4192 


435 9 


426 6 


4 


4 


3 


14 0 


170 


151 


Toledo . . .... 


271 2 


288 6 


281 1 


2 


2 


2 


90 


114 


102 


Youngsiown-Warren . . . 


183 9 


191 5 


187 1 


7 


6 


6 


55 


73 


62 


Oklahoma 


1,097 7 


1.108 3 


1.078 7 


46 3 


46 6 


44 5 


33 1 


32 4 


28 8 


Enid 


21 9 


22 0 


21 8 


1 1 


1 1 


10 


6 


6 


6 


Lawton 


33 5 


34 2 


33 3 


2 


.2 


2 


1 2 


1 1 


10 


Oklahoma City 


398 8 


404 1 


392 7 


12 0 


11 3 


110 


11 5 


126 


112 


Tulsa . 


287 7 


289 9 


284 9 


152 


154 


153 


10 3 


95 


89 


Oregon 


1.050 2 


1.1165 


1.094 5 


1 3 




12 


29 6 


33 8 


30 8 


Eugene-Spnngfietd 


101 0 


1059 


104 3 


2 




1 


25 


30 


28 


Portland . 


535 6 


571.9 


558 7 


5 




5 


169 


19 6 


179 


Salem 


89 4 


96 0 


93 9 


1 


1 


1 


2.7 


3 1 


28 


Pennsylvania 


4.760 4 


5.016 5 


4,901 5 


31 2 


30 4 


29 6 


191 3 


223 4 


200 8 


Allentown-Bethlehem 


264 0 


273 6 


269 1 


5 


6 


5 


11 2 


138 


12 9 


Altoona .... 


48 3 


51 6 


50 3 


0) 


(') 




2Z 


26 


23 


Beaver County 


49 7 


50 8 


49 7 


0) 


(') 


{') 


3 8 


37 


34 


Ene 


107 0 


1125 


1105 


2 


2 


2 


28 


33 


28 


Harnsburg- Lebanon-Carl isle .... 


283 1 


298.5 


294.2 


3 


3 


3 


11 3 


122 


11 7 


Johnstown . 


75 7 


78 4 


77 3 


37 


3 6 


36 


22 


27 


2.2 


Lancaster 


171 7 


182 4 


1790 


3 


4 


4 


93 


108 


10 3 


Philadelphia PMSA 


2.092 6 


2.204 0 


2.151 7 


1 0 


. 1 


1 0 


91 9 


108 8 


100 5 


Philadelphia City 


759 9 


793 0 


775 5 




(') 




16 5 


183 


158 


Pittsburgh . . 


828 3 


8650 


847 9 


59 


58 


58 


35 7 


39 7 


35 2 



See footnotes at end of table 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B-8. Employees on nonagrlcultural payrolls In States and selected areas by major Industry-Continued 

(In thousands) 



State and area 



Naw Mexico . 

Albuquerque 
Las Cruces 
Santa Fe 

New York 

Albany-Schenectady-Troy , 
Bingham ton 

Buffalo 

Elmira 

Glens Falls 

Nassau-Suffolk 
New York PMSA 

New York Crty 

Niagara Falls 

Orange County 
Poughkeepsie .... 

Rochester 

Rockland County 
Syracuse . . 

Utfca-Rome 

Westchester County 



North Carollrta 

AsheviHe 

Charlotte-Gastonia-Rock HjII . 
GreensbOfo-Winston-Salem-High Point 
Raletgh-Ourham 

North Dakota 

Bismarck 

Fargo-Moorhead 
Grand Forks 

Ohio 

Akron „ , , 

Canton 

Cincinnati 
Cleveland 

Columbus .... ... 

Oayton-Spnngfield 
Toledo 

Youngstown-Warren . .. 

Oklahoma 

Enid . 
La*."ton 

Oklahoma City . 

Tulsa 

Oregon ... 

Eugene-Springfield , .. . 

Portland 

Salem 

Pennsylvania . . 

Allentown -Bethlehem 

Altoona .... 

Beaver County .. . 

Ene 

Harnsburg-Lebanon-Carlisle 
Johnstown .... 

Lancaster . , „ 

Philadelphia PMSA 
Philadelphia City 

Pittsburgh 

See footnotes at end of table 



Manufactunng 



TransportaMn and 
public utilities 



Wholesale and retail trade 



Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


1987 


1987 


1988P 


1987 


1987 


1988^ 


1987 


1987 


1988'' 


36 5 


39 4 


39 1 


28 7 


29 5 


28 4 


123 9 


132 2 


127.5 


197 


202 


201 


12.1 


12 6 


125 


57 5 


61 8 


60 1 


3.8 


4 1 


4 1 


1 4 


1 3 


1 3 


76 


89 


8 5 


1 6 


1 7 


1 7 


1 1 


1 3 


1 2 


10 1 


11 0 


106 


1.211 5 


1.224 9 


1.208 6 


4001 


4108 


403 0 


1.658 2 


1.763 8 


1.681 2 


48.7 


49 3 


48 4 


160 


167 


16 3 


83 6 


91 2 


87 1 


37 3 


386 


38 3 


43 


4.5 


4 5 


26 0 


27 0 


263 


75 8 


77.5 


76 4 


20 8 


221 


21 0 


105 7 


113 0 


1086 


7.1 


83 


85 


1 4 


1 4 


1 4 


10 1 


11 0 


105 


10 2 


10 5 


{) 


1 3 


1 3 




101 


11 4 




179 5 


176 8 


176 0 


476 


49 4 


4W7 


296 2 


319 0 


302 6 


453 3 


460 4 


4501 


238 8 


243 7 


239 5 


752 0 


790 5 


759.3 


370 0 


3769 


367.0 


213 5 


2174 


213.6 


629 2 


659 2 


634 7 


24 4 


24 0 


23 7 


34 


39 


36 


176 


196 


186 


14 2 


14 7 


14 5 


5 8 


60 


59 


26 0 


28 2 


27 8 


30 8 


JOO 


29 7 


3.2 


33 


33 


21 3 


252 


24.1 


131 8 


1321 


131.8 


144 


146 


14 5 


96 7 


104 4 


100 5 


149 


146 


147 


39 


4.1 


4 1 


22 6 


24.5 


23 6 


53 0 


52 4 


52 2 


17.5 


181 


178 


663 


73 5 


72 1 


23 8 


24 3 


24 3 


4 1 


46 


4 5 


256 


27 8 


266 


665 


669 


666 


208 


21 6 


21 1 


95 9 


1026 


96 7 


640 8 


866 7 


8648 


135 8 


144 9 


143 7 


622 6 


6700 


649 5 


19.2 


196 


194 


36 


38 


37 


177 


191 


18 5 


151 2 


156 4 


155 5 


47 0 


49 5 


49 0 


133 3 


1460 


142 5 


152 2 


153 5 


152 5 


26 2 


280 


27 5 


100 5 


107 5 


103 9 


57 2 


59 0 


584 


173 


170 


16 9 


80 2 


858 


826 


14.9 


158 


158 


159 


163 


16 0 


65 2 


688 


66 7 


1 8 


1 9 


1 9 


26 


2.7 


27 


9.5 


100 


97 


4 7 


4 7 


4 8 


4 3 


4 7 


4 7 


20 2 


21 5 


20.7 


1 5 


1 7 


1 6 


1 6 


16 


1.5 


80 


85 


82 


1.086 5 


1.10^9 


1.095 6 


201 7 


2096 


203 0 


1.060 9 


1.1406 


1.0966 


667 


67 0 


665 


12 8 


131 


127 


64 1 


67 9 


65 3 


43 1 




{} 


5 5 


57 




38 4 


40 7 




142 4 


1456 


1450 


34 2 


361 


35 8 


164 4 


177 1 


170 5 


199.9 


203 3 


202.4 


40 5 


41.6 


39 7 


209.4 


224 1 


215 4 


104 0 


102 3 


102 3 


27 3 


288 


27 8 


161 9 


1759 


169 8 


103 9 


103 2 


102 6 


150 


154 


15 1 


94 2 


101 3 


97 4 


61 9 


62 5 


62 2 


13 1 


140 


13 4 


67 1 


728 


70 4 


49 2 


49 4 


49.1 


75 


76 


75 


46 3 


500 


48 3 


153 8 


1550 


154 8 


63.1 


61 8 


61 4 


266 5 


271 3 


262 4 


1 6 


1 6 


1 6 


22 


20 


20 


63 


6C 


6 3 


33 


33 


33 


1 5 


1.2 


1 2 


8 7 


90 


8.3 


47 5 


47 1 


47 0 


198 


192 


190 


100 7 


102 0 


983 


47 4 


47.5 


47 2 


23 0 


23 5 


23 5 


70 0 


71 1 


69 4 


191.9 


205 2 


2031 


568 


601 


583 


264 2 


288 7 


280.2 


18 5 


19 3 


19 2 


4.1 


43 


4.1 


25 7 


270 


26 5 


901 


97 2 


95 3 


33 7 


35 7 


34 6 


140 7 


152 0 


147 3 


11 5 


12 5 


119 


28 


30 


29 


20 3 


22 5 


21 6 


1,024 4 


1.051.7 


1.047 4 


240 4 


249 7 


244.5 


1,090 3 


1.1668 


1.124 7 


77 6 


75 5 


760 


13 9 


138 


136 


58 8 


622 


60 0 


10 5 


11 3 


11.2 


4 5 


46 


46 


12.3 


134 


128 


96 


98 


95 


51 


52 


51 


11 2 


11 2 


10 8 


34 3 


34.8 


34 9 


39 


39 


38 


22 9 


24.7 


23 1 


505 


53 1 


52 8 


177 


185 


181 


64 1 


668 


67 2 


12 5 


12 9 


130 


51 


52 


51 


156 


164 


159 


59 0 


59 4 


59 3 


68 


70 


68 


40 9 


44 4 


42 9 


371 3 


378,0 


375 5 


964 


99 6 


97 5 


489 1 


522.6 


504 0 


96 5 


966 


95.1 


43 8 


453 


44 9 


1459 


1552 


149 2 


121 5 


125 3 


1253 


44 1 


44 5 


43 1 


209 6 


2206 


2132 
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ESTABLfSHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

B-8. EmployMt on nonagrlcultural payrolls In States and atlected artas by major lnduatry*--Contlnued 



(In thouMnds) 



Stat« and area 


Finance, insurance, 
and real estate 


Services 


Government 


Jan. 
1987 


Dec. 
1987 


Jan 

19881' 


Jan 
1987 


Dec 
1987 


Jan 

1988'' 


Jan, 
1987 


Dec, 
1987 


Jan 
1988'' 


Ntw Mf xlco 


26 4 


272 


271 


119,3 


122 6 


121 3 


137,2 


139 9 


1393 




144 


151 


147 


61,8 


63 9 


63,8 


43,8 


45 7 


44 6 




1.5 


16 


16 


61 


6.5 


65 


174 


166 


16.6 


Santa Fa 


20 


2.0 


2.0 


133 


143 


141 


21,5 


220 


21 8 


Ntw York 


771 0 


802 0 


7988 


2,124 0 


2.245 3 


2.209 3 


1.381.5 


1.4284 


1.411 0 


Albany-Schanactady-Tfoy 


21.6 


2Z9 


22 9 


94 6 


102 4 


1016 


107.3 


111.5 


110 3 


BmQhamton 


39 


4.0 


4.0 


20 8 


22 0 


' 21 9 


20 9 


21 6 


20 9 


Buffalo 


25 3 


271 


268 


1061 


114 0 


1105 


72 0 


75 4 


73 7 


Elmira 


1.3 


1 4 


1 4 


88 


9.8 


99 


63 


64 


63 


Glens « alls 


1,9 


20 




95 


9 3 




8,9 


93 




Nawau-Suffolk 


72 9 


768 


768 


271 4 


287 9 


283 2 


1776 


1868 


182,8 


New York PMSA 


5688 


5887 


584 8 


1.223 4 


',277 0 


1.257 0 


653 6 


667 7 


661 0 


New York City 


536 7 


554 9 


551 0 


1.085.9 




1.115,0 


573 2 


564 5 


579.5 


Niagara Falls 


1 8 


1 9 


1 9 


150 


16.8 


159 


12,1 


131 


126 


Orange County 


4.0 


4 0 


40 


21 1 


22 0 


22 0 


2l.tf 


22.8 


22 5 


Poughkeepste^ 


43 


45 


4,6 


23 8 


25 9 


24 5 


23 9 


250 


24.7 


Rochester 


21 3 


218 


21,8 


107 3 


112 8 


1116 


633 


669 


660 


Rockland County 


48 


52 


53 


23 1 


24,1 


23,9 


207 


21,5 


21 0 


Syracuse 


18 8 


194 


194 


69 6 


75 7 


73 0 


49,5 


52.1 


51 0 




64 


68 


68 


24 6 


26 5 


26 5 


28 4 


294 


28.8 


Westchester County „ . . 


26 6 


278 


27 7 


109 4 


115 3 


1128 


560 


57 9 


569 


North CaroHna .... 


121 4 


129 5 


1292 


463 6 


494 7 


488 5 


442,4 


4564 


450 8 


Asheville 


27 


2.6 


2,5 


159 


17 5 


169 


11 4 


119 


11.7 


Charlotte-Gutonta-Rock Hill 


35 2 


36 7 


36 7 


98 4 


108 0 


106 1 


59 7 


63 7 


62 2 


Greensboro-Winston-Selem-High Point 


22 0 


231 


23.1 


78 4 


81 6 


801 


52,0 


543 


53 5 


Raleigh-Ourham 


22 1 


233 


23 3 


89 2 


96 0 


95.7 


85,7 


87 8 


85 8 


North Dakota 


125 


12.4 


12,2 


59 1 


61 7 


61 3 


646 


661 


64,8 


asmarck 


1 6 


1 6 


1 6 


10.4 


10 6 


106 


8,4 


85 


8,3 


Fargo-Moorhead 


4 3 


4 5 


4 5 


184 


19,4 


193 


142 


146 


146 


Grand Forks . . 


1 1 


12 


1 1 


63 


68 


68 


88 


36 


89 


Ohio 


236 6 


24B.7 


245 7 


1.003 5 


1.064.7 


1,047 8 


689 5 


7089 


695 7 


Akron 


10.3 


106 


106 


54,4 


58,8 


57,2 


42 6 


45 0 


43 3 


Canton 


64 


65 




34 0 


35 4 




18,5 


189 




Oncinnati 


38 9 


41 3 


41 0 


157 5 


173 3 


169 7 


86 9 


398 


87,9 


Cleveland 


53.0 


551 


55 2 


223 9 


237 3 


233 6 


115 4 


1190 


1173 


w<uinuu« 1 mil • . . 


55 7 


583 


581 


148 8 


158 3 


1558 


120 4 


1235 


121 9 


Oayton>Spnngf>old ... 


17 3 


178 


177 


1005 


106 3 


105 0 


74,0 


74,5 


73 4 


Toledo 


11.0 


115 


113 


67 2 


72 5 


71 1 


41 8 


436 


42.4 


Youngstown-Warren 


8 1 


82 


81 


42 3 


43 8 


43 4 


24,3 


246 


24.0 


Oklahoma 


59 8 


58 0 


57 3 


225 2 


231,6 


225 5 


247 9 


251,6 


244 0 


En»d ... 


1 0 


1 0 


1 0 


54 


5 7 


5,7 


37 


3,7 


36 


Lawton ... 


1.6 


1.5 


1,5 


54 


5,9 


58 


11,6 


120 


12,0 


Oklahoma City ... , , , . 


25 0 


243 


23 9 


86 2 


906 


886 


96,1 


970 


93,7 




17 1 


173 


169 


68 6 


70 4 


683 


381 


35 2 


35.4 


Oregon 


70 1 


719 


716 


233 0 


245 9 


2412 


203 3 


2096 


208 1 


Eugene-Spnngfteld ... 


47 


46 


4,7 


22 8 


24,0 


23 8 


22,5 


236 


231 


Portland 


45.7 


47 4 


47 1 


131 3 


1402 


137 3 


76 7 


793 


78.7 


Salem 


54 


55 


55 


18 1 


19 7 


19 1 


28 5 


296 


30 0 


Pennayhrania 


285 6 


292 0 


291,4 


1.225 4 


1.299,6 


1,279,1 


671,8 


7009 


684 0 


Allentown>Bethlehem 


11 1 


115 


116 


616 


062 


64,8 


29 3 


300 


29,7 


Altoona 


1.4 


16 


16 


10 2 


108 


10 7 


7 1 


73 


7 1 


Beaver Ccunty , , , 


1.7 


1 8 


18 


10,7 


11 3 


112 


76 


78 


7,9 


Ene .. . 


52 


54 


53 


24 5 


26 4 


26 7 


132 


138 


137 


Harrisburg>lebanon->Carti8le 


16.5 


174 


174 


58 5 


61 1 


605 


64 2 


671 


66 2 


Johnstown 


47 


4,7 


4,8 


193 


20 1 


201 


126 


128 


12,6 




6.5 


68 


69 


34 2 


37.1 


36,7 


147 


162 


15,7 


Philadelphia pmSa .... 


159 8 


1629 


163 6 


587 7 


625 9 


610 2 


295,4 


3051 


299 4 


Philadelphia Oty 


72 5 


73,7 


72 7 


245 0 


258 4 


253 9 


139 7 


145 5 


143 9 


Pittsburgh 


53 0 


534 


53 3 


256 7 


269 7 


2693 


101 8 


1060 


102.7 



Sm footnotes at end of table. 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

B^. Employees on nonagricultural payrolls in States and selected areas by major industry— Continued 

(in tttousands) 



State and area 



Psnntylvanla^^ontinutd 

Reading 

Scranton-Witkes-Barre 

Sharon 

State College 

Wiiliamsport , , , , 
York 



Rhode Island 

Pawtucket-Woonsocket-AttletxKO , 
Providence ., , 



South Carolina 

Charleston 

Columbia 

G reenville-Spartanburg 

South Dakota . 

RapKJCrty 

SKHix Falls 



TannMstt ... 

Chattanooga 

Johnson City-Kingspon-Bnstoi 

Knoxville 

Memphfs . . 
Nashville . 



Texas 

Abilene , , .. 
Amanlk) . 

Austin 

Beaumont-Poft Arthur 

Brazona . 

Brownsvilie-Hariingen , , . 
Bryan-College Station 

Corpus Chnsti 

Dallas 

El Paso ... 
Ft Worth-Arlington 

Gah^eston-Texas City 

Houston . ... 

Killeen-Temple 

Laredo . . . . 

Longvrew-Marshalt 

Lubbock 

McAllen-Edinburg-Mission 

Midland 

Odessa 

San Angelo 

San AntOniO 

Sherman- Denison . 

Texarkana 

Tyler 

Victona 

Waco 

Wichita Falls 



Utah 

Provo-Orwn 

Salt Lake City-Ogden 

Vermont 

Barre-MOntpelier „ . 
Burtington 

See footnotes at end of table. 



Total 


Mtntng 


Construction 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


1987 


1987 


1988«* 


1987 


1987 


1988P 


1987 


1987 


1988» 


144 2 


151 5 


148 8 


C) 


C) 


{') 


57 


67 


63 


279.7 


2936 


289 2 


08 


0.6 


06 


95 


11 7 


99 


38 9 


41 5 


(?) 


2 


2 




Q 

.9 


1 C 


l7\ 


49 8 


538 


(?) 






{) 


1 £ 


2 1 




47 2 


52 1 


51 5 






\ } 


1.€ 


1 fi 


1 7 


164 4 


173 7 


171 9 


4 






8 £ 


10 2 


9 4 


440 3 


458 3 


446 7 


.1 


1 


1 


16 7 


199 


17.8 


129 3 


134 4 


130 5 


1 


1 


1 


44 


50 


47 


3102 


325 2 


316.7 


1 


\ 




12 2 


14 8 


13 2 


1.345 1 


1.422 1 


1.396 4 


1 6 


1 6 


1 C 


84 ' 


86 7 


82.9 


179.3 


189 7 


189 2 


(') 


I t 


rh 


12 S 


13 S 


13 3 


218 6 


227 9 


227 5 


(') 


fM 
I / 


\ } 




1 3 S 


13 3 


299 6 


312.9 


309 2 


(') 


\ / 


0\ 
\ 1 


20 2 


21 7 


21 1 


246 3 


2563 


249 6 


2 4 


2 4 


2 4 




Q 0 

9 C. 


7 8 


32 8 


34 5 


(?) 


2 


2 


I } 


1 9 


2 0 




62 3 


047 


63 4 


(') 




rM 


0 n 

c. U 


£.0 


2 3 


1.937.5 


2.056 7 


2,025 4 


66 


66 


6 3 


86 7 


101 .5 


92 5 


185 3 


191 4 


188 3 


7 


3 


7 


7 5 


8 6 


8 0 


155 9 


165 4 


160 8 


3 


3 


3 


5 5 


7 c 


6 3 


242.2 


?49 5 


245 8 


1 9 


1 9 


1 9 


1 1.3 


12 0 


10.5 


405 4 


432 1 


427.2 








17 7 




19 2 


464 9 


4701 


461 1 


6 


7 


g 


27 0 


26 8 


25 2 


6.440 6 


6.580 8 


6.517 7 


181 4 


184 7 


182 5 


350 6 


337.2 


324 3 


48 8 


49 1 


49 1 


22 


2 0 


2 0 




c. u 


2 0 


77 1 


78 7 


78 3 


1 4 


1 3 


1.3 


3 4 


3 7 


■1 7 


354 7 


354.0 


349 9 


8 


g 


g 


18 4 


16 4 


162 


128 3 


129 1 


127 1 


1 5 


1 5 


'1 4 


8 1 




7.3 


55 3 


57 8 


57 1 


1 7 


1 9 


1 9 


5 3 


5 9 


5 7 


64.5 


664 


65 9 




\ 






0 1 


2 1 


45 7 


48 6 


45.4 


6 


7 


7 


2 0 


0 0 


2 1 


124 1 


124.5 


124 1 


4.7 


3 9 


39 


7 8 


O J 


6 1 


1,319 9 


1,342 1 


1.328 3 


19 5 


18 4 


18 3 


66 9 


57 5 




183 6 


187 6 


187 2 


2 


1 


1 


98 


94 


90 


508 5 


5189 


512 7 


36 


36 


35 


25 8 


21 4 


20 3 


70 5 


70 2 


69 3 


5 


g 


5 


4.7 


3 3 


3.2 


1,361 5 


1,401 3 


1 .386 4 


62 8 


63 2 


62 9 


84 4 


81 4 


79.7 


685 


701 


698 


1 


.1 


1 


37 


34 


34 


34.7 


360 


36 3 


1 6 


21 


21 


13 


1 3 


1 3 


640 


65 1 


64 6 


3.5 


3 6 


3 5 


0 Q 
£.a 


3 1 


3 0 


89 6 


92 9 


908 


5 


4 


4 


3 4 


1 0 
O d 


3 0 


89 5 


91 9 


93.1 


9 


9 


9 


39 


3.9 


39 


43,2 


44 4 


43 4 


96 


10 1 


99 


1 3 


1 1 


1 2 


41 1 


43 9 




5.7 


63 


(') 


2.2 


22 




36 0 


37 0 


361 


5 


5 


4 


1 7 


1 5 


1 5 


495 9 


507 0 


503 6 


27 


2.6 


26 


304 


29.7 


28 9 


37.1 


38 0 


37 7 


1 


1 


1 


16 


1 6 


1.5 


45 2 


460 


45 3 


.1 


.1 


1 


18 


22 


20 


604 


61 5 


0 


1 9 


1.9 


(') 


26 


23 




26 7 


27 5 




1 6 


1 5 


1 


1 7 


1.7 




76 9 


78 2 


77 1 


1 


1 


36 


33 


34 


49 4 


50 3 


502 


1.8 


1 9 


1 9 


1 8 


1 7 


17 


625 3 


652 9 


616 0 


77 


3 S 


8.2 


25 0 


25 3 


20 5 


72 3 


79 4 


77 5 








23 


2.5 


20 


436 8 


456 5 


446 4 


23 


2.7 


27 


18 1 


18 2 


161 


237.9 


262 3 


249 6 


4 


5 


4 


138 


176 


171 


32 5 


34 1 


34 2 


1 


2 


.1 


1 8 


20 


1.9 


71 2 


76 8 


75 3 


(') 


(') 




40 


5 1 


50 



72 



75 



ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

M. EmploytM on nonagrlcultural payrolls In States and selected areas by major Industry-^ontlnued 



(In thousands) 



State tnd area 


Manufacturing 


Transportation and 
put)ltc utilities 


Wholesale and retail trade 


Jan 
1987 


Dec 
1987 


J^n 
1988" 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Jan 
1987 


Dec 
1987 


Jan 
1988" 


PtimtylvanUhContimMd 




















Reading 


48 2 


49 0 


49 2 


65 


68 


68 


31.9 


34.0 


33 1 


Scranton-Wilkes-Barre 


71 2 


71.3 


71 0 


14.9 


15 8 


15.5 


63 9 


690 


67 5 


Sharon 


9.0 


99 


(') 


16 


1 6 


{') 


10 1 


10 7 






72 


73 


{') 


1 2 


1 3 


{') 


98 


104 




Williamspoft 


14 9 


169 


16.7 


1 8 


1.9 


1 8 


10.7 


120 


11 8 


York . 


57 6 


602 


604 


6.9 


7.5 


75 


39 3 


41 9 


40 9 


Rhode laland 


1159 


1166 


1140 


149 


157 


155 


100.4 


107 0 


103 1 


Pawtucket-Woonsocket-Attteboro 


53 4 


53 8 


52.7 


34 


3 5 


3,5 


31 1 


33 4 


31 8 


Providence .... 


73 2 


72 8 


71 2 


115 


12? 


121 


668 


730 


70 2 


South Carolina 


365 4 


378 5 


376 0 


569 


606 


596 


289.7 


3253 


3156 


Charleston 


190 


19,7 


19 8 


89 


9.9 


99 


43 6 


47 7 


47.4 


Colun^ 


26 6 


29 1 


29 3 


100 


10 3 


103 


48 1 


504 


502 


Greenviile<^partanbtirg 


98 4 


101 1 


100 7 


10 8 


11 4 


115 


67 9 


73 4 


71.5 


South Dakota ... 


27.9 


29 8 


29 4 


123 


12.4 


121 


63 9 


67 3 


65 2 




3 1 


32 




1 8 


1 8 




92 


98 




aoux Falls 


82 


87 


85 


45 


46 


45 


17 0 


175 


17.2 




486 4 


501.7 


498 4 


98 9 


105.0 


104 5 


456 1 


489 8 


476 4 


Chattanooga 


45 4 


46 5 


45.8 


86 


8 3 


83 


42 6 


450 


43 2 


Johnson Crty-Kingsport-Bnstol 


53 3 


53 7 


53 5 


60 


6 1 


60 


34 7 


37 7 


35 8 


Knoxvitle 


508 


509 


50 8 


91 


10 0 


100 


600 


62.4 


61 4 




507 


52.3 


51 7 


37 5 


39 6 


392 


112 2 


121 .9 


120 4 


Nashville 


89.1 


88 2 


87 3 


22 9 


24. f 


24 2 


1139 


1166 


1153 


Ttiaa 


914 9 


943 3 


940 7 


377 6 


388 4 


3832 


1.640 0 


1,667 1 


1.637 6 


Atxlene 


4 6 


46 


4 6 


2.5 


2.5 


24 


13 5 


137 


13 6 


Amanlto . . 


98 


98 


98 


57 


57 


57 


22 5 


233 


22 8 




39 6 


39 7 


39 3 


110 


10 7 


107 


78 0 


804 


78.2 




24 7 


24 8 


24 8 


101 


98 


97 


31 3 


32.2 


31 2 


Brazona 


153 


155 


154 


22 


2.3 


23 


10 9 


11.2 


11 0 


Brownsville-Harlingen 


97 


10 1 


10 1 


30 


3 1 


30 


17 1 


176 


176 


Bryan^'College Station . . 


30 


32 


C.I 


1.6 


1 6 


1 6 


10 0 


97 


9 5 


Corpus Chnsti ... ... 


11.7 


112 


11 2 


71 


69 


69 


31 4 


32.3 


32 2 




218 9 


222 8 


221 5 


87 6 


90 1 


89 8 


350 3 


353 4 


347 9 


El Paso 


351 


37 0 


37 6 


101 


10 3 


102 


45 8 


47 5 


46 8 


Ft Worth -Arlington 


113 1 


117 4 


1161 


28 4 


30 4 


302 


135 8 


139 1 


135 9 


Galveston- Texas Oty 


88 


85 


84 


58 


50 


48 


134 


141 


138 


Houston 


142 8 


149 0 


148 8 


969 


97 9 


97? 


350.3 


3610 


353 0 


Kilteen-Tenf>ple 


83 


79 


79 


26 


2 7 


27 


16 3 


164 


16 3 


Laredo 


1 7 


1.7 


1 8 


42 


46 


46 


10 2 


104 


10 4 


Longview-Marshall . ... 


14.7 


157 


157 


31 


3 1 


30 


16.7 


168 


16 7 




72 


72 


73 


49 


5 1 


50 


26 3 


27 9 


27 2 


McAHen- Edintxjrg-Mission 


128 


127 


137 


30 


2 8 


28 


27 1 


27 5 


27 6 


Midland .... 


29 


2.9 


27 


21 


2 1 


21 


10 2 


106 


10 3 


Odessa ... 


3.5 


37 




20 


22 




120 


129 






56 


57 


56 


32 


32 


32 


92 


99 


95 


San Antonio 


46 5 


466 


46 3 


182 


18 1 


181 


127 5 


133 8 


1324 


Sherman-Denison . 


11 0 


11.0 


11 0 


21 


20 


20 


62 


84 


83 


Texarkana 


74 


74 


73 


1 9 


1 7 


1 7 


10 7 


109 


10 4 




10 8 


10 8 




26 


28 




166 


167 




Victona 


27 


30 




1 4 


1 5 




80 


80 




Waco .... 


14 5 


146 


14 7 


34 


33 


33 


16 9 


19 7 


19 0 


Wichita Falls 


83 


84 


84 


26 


26 


26 


12.0 


124 


122 


Utah 


887 


95 8 


93 9 


369 


38 4 


37 4 


150 4 


157 8 


149 7 


Provo-Orem 


100 


122 


123 


26 


3.1 


30 


152 


173 


16 0 


Salt Lake City-Ogden . 


605 


626 


61 6 


284 


29 3 


290 


110.7 


1174 


1131 


Varmont 


48 7 


502 


49 2 


98 


10 4 


104 


54 4 


590 


57 6 


Barre-Montpeiier . .... 


42 


47 


45 


8 


9 


9 


70 


74 


73 


Burlington 


16 3 

1 


168 


16 7 


28 


30 


29 


165 


179 


174 



See footnotes at end of table 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

M. Emptoytts on nonagrtculturai payrolls In States and selectsd areas by major Industry-Continued 

(in thousands) 



State and area 



Pennaylvania-Continutd 

Reading 

Scranton-Wiikes-Barre , 

Sharon 

State College 

Wiiiiamsport 

York 



Rhode Island 

Pawtucket-WoonsocKet-Attleboro , 
Providence 

South CarollfM 

Charleston 

Columbia 

Greerwille-Spananburg 



South Dakota ,„ 

Rapid Oty 

Sioux Falls .... 



Tennaaaee 

Chattanooga 

Johnson dty-Kmgsporl-Bnstol , 

Knoxville 

Memphis 

Nashville 



Taxaa 

AtNlene 

Amanlto 

Austn 

Beauffwnt-Port Arthur .... 

Brazoria 

BrownsvHIe-Harlingen , .. 
Bryan-Collage Station . .. 

Corpus Chnsti 

Dallas 

El Paso 

Ft Worth-Arlington 

Galveston-Texas Oty ... 

Houston 

Killeen-Twnple 

La/edo 

Longview-Marshail 

Lut)bock 

McAllen-Edinburg-Missjon 

Midland 

Odessa 

San Angeto 

San Antonio 

Sharman-Denison 

Taxarkana 

Tyler 

Victoria 

Waco 

Wichita Fails 



Utah 

Provo-Orem 

Salt Lake City-Ogden 



Finance, insurance, 
and real estate 



Jan 
1987 



Varmont 

Barra-Montpeliar , 

Burlington 



Sae footnotes at and of table. 



74 

120 
1 3 
1,6 
22 
47 

25.0 
36 
21 0 

63 1 
79 
176 
11 8 

14.2 
1.7 
6 1 

98.3 
11 6 
52 
9 1 
23.6 
32 6 

442 3 
2.6 
4.6 
25 2 
52 
1 9 
33 
1 8 
67 

132 6 
94 
27.7 
4.2 

101.4 
29 
1 6 
3.4 
53 
38 
2.7 
1.6 
1 8 

39.1 
16 
1.8 
3.7 
1.5 
48 
24 

33 2 
23 
27.1 

11 6 
30 
35 



Dec 
1987 



76 
128 
1.3 
17 
23 
50 

25 5 
36 
214 

641 
83 
180 
11 9 

14.2 
1 7 
60 

102 5 
11 7 
54 
96 
24.7 
33 4 

439 5 
27 
44 
24.8 
53 
2.0 
36 
1 7 
69 

131.4 
96 

27 6 
41 

98 3 
29 
1.6 
27 
5,2 
38 
25 
1 7 
1,8 

39,7 
1,7 
1 9 
37 
1,5 
46 
23 

33,8 
24 

28 0 

12,1 
30 
36 



Jan 



7,6 
12,9 

23 
5,0 

25 4 
36 
21,4 

638 
8,3 
17,9 
12,0 

14 1 

60 

101 2 
11,8 
54 
96 
25,0 
33,1 

438 8 

2,7 
4,5 

24,7 
53 
20 
35 
1,7 
68 

131 0 
95 

273 
4,1 

97,2 
29 
16 
27 
52 
38 
25 

1,8 
398 
18 
1 9 

{') 

46 

2,3 

33 5 
23 
276 

120 
30 
37 



Services 



Jan, 
1987 



28 1 
666 
107 
89 
94 
291 

1091 
23,4 
795 

225 8 
38 1 
413 
490 

592 
82 
170 

384 7 
359 
27,4 
488 
93,7 

1124 

1,390,8 
12,9 
159 

83 5 

27,6 
74 

12,8 
8,0 

27 5 
2962 

33 6 
1092 

125 
337 3 

14 3 
58 

11,3 

21,1 

140 
83 
67 
7,4 
1170 
74 
9,0 

134 
54 

194 

11,1 

141 2 
266 
956 

61,0 
75 
17,3 



Governnwnt 



Dec, 


Jan 


Jan, 


Dec 


Jan 


1987 


1988^ 


1987 


1987 


1988^ 


30 1 


29 5 


16 4 


173 


163 


706 


706 


40 8 


41 8 


41 2 


115 




5,1 


51 




9,5 




19 1 


21,4 




10 1 


100 


66 


7 1 


7.2 


30 3 


30,3 


17,9 


182 


18 0 


1 14,3 


111,9 


58,2 


59 2 


589 


24 8 


24,0 


9,9 


10,2 


10,1 


857 


836 


43 8 


45,2 


44,9 


243 1 


240 9 


258,1 


262 2 


2560 


40 1 


403 


48,8 


50,4 


50,1 


43,7 


43,9 


598 


62,5 


62,3 


53,7 


536 


41,3 


39,4 


38,5 


60,9 


59,8 


58 8 


60,1 


588 


8,9 




6 7 


7,0 




17 9 


17,6 


7,3 


7,4 


72 


413 6 


412,8 


319,9 


335,9 


333,3 


36 5 


369 


33 0 


33,9 


33 6 


30,1 


29,7 


23 5 


24,7 


238 


0',** 


50,1 


51 3 


51,2 


51 5 


99 3 


97 9 


69 9 


73 6 


737 


112 2 


1084 


665 


683 


67.0 


1 450 


1 ,449 5 


1,143 0 


1,170 5 


1.161.1 




13,1 


8 3 


85 


8.7 


16 2 


162 


13 8 


14 3 


143 


84 0 


83 1 


98,2 


97 2 


969 


27 9 


27,3 


19,8 


20,2 


20,1 


8 0 


79 


106 


11,0 


10,9 


13 8 


13 5 


16 1 


16,1 


161 


8 5 


83 


18,7 


21 0 


18 4 


29,0 


290 


27 2 


280 


28 0 


316 9 


314,7 


147,9 


151,6 


1506 


J4 / 


350 


39 8 


390 


390 


112,0 


1118 


64,9 


67,4 


67 6 


13,9 


13,7 


206 


20,7 


208 


361 9 


360 3 


185,6 


1886 


187,3 


15,0 


15,0 


20,3 


21,7 


21 5 


5,8 


60 


83 


85 


8,5 


116 


11,5 


84 


8,5 


8,5 


21 9 


21,5 


20,9 


22.0 


21 2 


14,7 


14 7 


24 0 


256 


257 


86 


84 


6,1 


65 


63 


7 2 


{) 


7,4 


7,7 




77 


7,7 


6,6 


6,7 


64 


1J0,5 


120,5 


114,5 


1160 


1150 


8,9 


8,7 


51 


4,3 


43 


93 


9,4 


12 5 


12,5 


12,5 


14 3 




8,8 


9,0 




5,7 




4,4 


4,6 


e) 


200 


198 


12,2 


12,6 


12,2 


11 5 


11 5 


9,4 


9,5 


9,6 


151,0 


151,2 


142,2 


142,3 


141.8 


28 4 


28 2 ' 


13 3 


135 


13.7 


103 6 


102,4 


94,1 


94,7 


93.9 


61,5 


64,1 


38 2 


41,0 


38.8 


7,6 


82 


8,1 


83 


8.3 


182 


18,7 


108 


12,2 


10.9 



74 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

Emptoytes on nonagrlcultural payrolls in States and selected areas by major lndustry--Contlnued 



(in thousands) 



State and area 


Tola' 


Joining 


Construct'On 


Jan 
1987 


Dec 

1QA7 
190/ 


Jan 
1968^ 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 


Virginia 


2.588 4 


2.744 7 


2.701 1 


15.9 


158 


157 


1686 


184.1 


174 4 


Bnstd 


30 5 


322 


31 9 


1 


1 


1 


8 


1 0 


.9 


\^IIOIIVIIVOVIII« t > »»» » » »» »« • •■««««■«■«««« 


62i5 


68 6 


67 1 








3 3 


3 6 


34 


Danville .. .. 


39 2 


40 8 


40 4 








1 4 


1 8 


1 7 


Lynchtxirg 


71 2 


73 1 


71 8 








3.0 


3 6 


3.2 


i^Vf lUiiwiiyiiHa Doouii't^owpui 1 iiowo 


532 9 


559 3 


547 8 








37 7 


38.9 


36 7 


MorlhAm X/irOiiUA 


679.6 


731 14 


723 0 


5 


5 


5 


483 


53 6 


51 3 


nK>lin<UIIU~rUlUl3UUiy ihhmx i hxi • • • < II iiii II IK 


425 0 


448 6 


442 9 


4 


5 


5 


258 


30 1 


28 6 


nWOIWnv II 1 1 II 1 


117 4 


121 0 


119 2 


i1 


.2 


.2 


6 7 


7 6 


69 


llWIItliyiWII II 11 11 I <<«« 


1.7o8 8 


1,680 4 


1,845 3 


2 7 


3 1 


3 0 


77 5 


86 7 


60.9 




898 0 


961 7 


950 3 


5 


.5 


5 


43 0 


47 5 


468 




584 7 


607 3 


591 8 


37 6 


361 


34.7 


19 4 


22i6 


190 




104i4 


107i1 


104 7 


23 


21 


21 


33 


39 


3.2 


Huntinoton-AshlAnH 

nwiiunyivii ^^**oifw 1 iiMiii 


1002 


1039 


101i2 


1.1 


1 3 


1 3 


35 


40 


34 


Parkersburg-Manetta i 


57 2 


603 


58 9 


6 


.6 


i6 


23 


27 


23 


Wheeling 


58.1 


58 9 


57 8 


2 2 


2 3 


2 3 


1 5 


20 


1 6 


Wisconsin . . 


9 nnt ft 




2 073 8 


1i4 


1.9 


1 5 


58 8 


68 9 


63 1 




137i5 


147 2 


143 8 


(') 




(') 


5.2 


6 6 


6 4 




52i4 


556 


53 8 


(') 


(') 


(•) 


1 3 


1 3 


1.2 


Qf^^^ Bay M mil M 


904 


966 


94i4 


(') 




(') 


31 


3 1 


27 




52 8 


559 


55 0 


(') 


? 


(') 


1 3 


1 3 


12 


Kenosha ..hi 


38 1 


42 8 


42 1 


(') 




(") 


1i2 


.9 


6 


1^ Dosse 1 . . 


49.0 


538 


51 7 


(') 




(') 


12 


1 4 


1.3 


Madison 


191 0 


203 5 


1981 


(') 




(') 


59 


75 


73 


IVI 1 1 WoU PltTV 


678 3 


7125 


699 8 


(') 




(') 


;oi 


21 8 


203 


Racine 


685 


71 5 


70 2 


(') 




V) 


1i7 


1.9 


1 8 


Sheboygan 


45 6 


471 




(') 






1 4 


1 4 




Wausau 


43.4 


466 


45.7 


(') 




(') 


1 3 


1 5 


1 3 


Wyoming .i 


1763 


1772 


1730 


17 1 


178 


17i4 


88 


82 


7 1 


Pu«rto Rico . ..1 


736 2 


777 5 


763 8 


8 


8 


8 


30 7 


35 7 


35 0 


Caguas h i i 


47 8 


51 0 


£0 3 


(') 


(') 


(') 


(') 


(') 


(') 


Mayaguez . . 


54.1 


566 


55 5 


(') 


(') 


(') 


(') 


(') 


(') 


Ponce 


47 8 


507 


49 8 


1 


2 


2 


24 


3 1 


32 


San Juan 


454 1 


480 9 


472 9 


5 


4 


4 


23 2 


^6 5 


260 


Virgin Itiwids . . i .. 


388 


402 


39.6 


(') 


(') 


(') 


2.0 


20 


20 



See footnotes at end of table 
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ESTABLISHMENT DATA 

STATE AND AREA EMPLOYMENT 

NOT SEASONALLY ADJUSTED 

Employees on nonagrlcultural payrolls In States and selected areas by major lndustry-~Continued 

(In thousands) 



State and area 



Virginia . 

Bnstol .... 
Charlottesville . 
Danville 

Lynchburg 

Norfolk^Virginia Beach-Newport News 

Northern Virginia 

Richmond-Petersburg ... 
Roanoke 

Wtahington . .. 

Seattle 



Wtat Virginia 

Charleston 

IHuntington-Ashland 
Paricersburg-Manetta 
Wheeling 

Wisconsin . .. 

Appleton-Oshkosh-Neenah 

Eau Claire 

Green Bay 
Janesville-Betoit 

Kervosha 

La Crosse 

Madison 
Milwaukee 

Ractne 

Sheboygan 
Wausau .... 

Wyoming 

Puerto Rico . 

Caguas 

Mayaguez 
Ponce 
San Juan 



Manutactunng 



Jan 
1987 



Virgin Islands 



See footnotes at end of table 



423 3 
101 
86 

16 7 
24.1 
662 
351 
62 3 
20.0 

304 3 
176 5 

845 
114 
19.1 
135 
64 

508 3 
48 2 
99 
23.7 

17 1 
11 4 
10 7 
21 7 

167 0 
24 4 
190 
116 

76 

1472 
14.7 
200 
93 
63 4 

1 9 



Dec. 
1987 



430.6 
10 4 
89 
168 

23 4 
J86 
35 3 
62.8 
19 7 

323 3 
189 4 

85 8 
11.0 
19 3 
13 9 
70 

533 5 
508 
100 

24 8 
179 
152 
11.3 

23 1 
171 9 

24 7 

19 6 
12 9 

8.3 

154.7 
154 

20 6 
96 

65.9 

22 



Jan 
1968^ 



428 6 
106 
89 
167 

23 3 
682 
351 
62 5 
196 

320 5 
189 4 

856 
109 
192 
13.9 
71 

532 3 
506 
97 

24 7 
179 
150 
11 1 
22 9 

1726 
24.7 

126 

80 

152 9 
151 
20 0 
94 
652 

21 



Transportation and 
public utilities 



Jan 
1987 



138 2 
1 1 
22 
1 0 
2.8 
25 3 
4/9 
22 3 
8.9 

94 5 
566 

35 8 
83 
76 
20 
3 1 

91.1 
50 
32 
6 1 
23 
1 3 
24 
67 

34 4 
22 
1 4 
26 

13 1 

166 

(') 
C) 

131 

26 



Dec 
1987 



145 3 
1 1 
2.3 
I 1 
29 
25 9 
508 
23 6 



1004 
59 9 

36 3 
86 
77 
21 
33 

968 
54 
35 
64 
22 
1.4 
25 
72 

359 
24 
1 5 
28 

12.7 



154 

V) 
(') 



27 



Jan 
1988" 



1430 
1 1 
24 

1 0 

2.8 
25 2 
50 4 
23 1 

8.7 

1001 
59 3 

36 5 
86 
77 

2 1 
32 

93 9 
52 
36 
62 
2.4 
1 3 
24 
70 

34.9 
22 

28 

12 8 

153 

a 
n 



26 



Wholesale and retail trade 



Jan 
1987 



588 2 
77 
12 7 
80 
142 
130 7 
1561; 
1050 
31 8 

432.6 
220 0 

1350 
27.4 
25 9 
142 
153 

472 6 
29 8 
150 
24 6 
129 
85 
136 
42 5 

154 7 
160 
86 
10 7 

39 6 

133 3 
9 1 
7.6 
79 
92 0 

92 



Dec 
1987 



643 6 
84 

14 1 
8 7 

15 1 
139 6 
169 0 
1105 

33 5 

469 5 
239 8 

1458 
29 0 
27 5 
150 
163 

513 3 
"•9.6 

16 7 
26 0 
137 

90 
148 
47 9 
167 1 
175 
92 
11 6 

40 3 

147 6 
100 
83 
86 

103 1 

37 



Jan 
1988" 



6238 
82 
138 
86 
147 
1331 
163 8 
108 3 
32 5 

450.7 
232 7 

140 5 
27.9 
264 
14 4 
160 

492 7 
30 6 
16 0 
25 3 
13.1 
88 
14 2 
44 6 

161 5 
16 9 

11 3 

386 

1391 
99 
7.9 
79 
97 6 

95 
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ESTABLISHMENT DATA 
STATE AND AREA EMPLOYMENT 
NOT SEASONALLY ADJUSTED 

M. Employees on nonagiicultural payrolls In States and selected areas by major Industry-^Contlnued 



(In thousands) 



State and area 


Finance, insurance, 
and real estate 


Services 


Government 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988'' 


Virginia 


137 5 


145 3 


144 4 


593 6 


635 6 


631 4 


523.1 


544 5 


539 6 


Bnstol ... 


1.1 


1 3 


13 


44 


49 


49 


51 


5.1 


50 




33 


3.6 


36 


10 8 


119 


115 


21 6 


24 1 


23 4 


Danville 


12 


1.2 


1 3 


57 


58 


58 


51 


53 


53 


Lynchburg 


36 


38 


38 


14 1 


143 


143 


93 


100 


97 


Norfoik-Virgima Beach-Newport News 


25 6 


27.1 


27 0 


120 6 


131.1 


130 9 


126 8 


127.9 


126 6 


Northern Virgtn4a 


44 1 


47 4 


47 7 


210 8 


2283 


228 3 


136 8 


146 5 


1458 


R-chmond-Peterslxjrg 


346 


35 9 


360 


86 0 


93 5 


92 8 


88 6 


91 7 


91 2 


Roanoke 


7.9 


83 


83 


26 7 


27 6 


27 4 


15 1 


154 


155 


Washington 


104 7 


107 2 


106.1 


397 8 


429 5 


426 5 


352 7 


360 7 


357 5 


Seattle 


666 


680 


67 4 


205 7 


2251 


223 8 


129 1 


131 5 


1304 


West Virginia 


23 6 


24.5 


24 4 


120.9 


125 1 


122 9 


127 9 


131 .1 


128 2 


Charleston 


59 


6 1 


61 


24 5 


25 5 


25.1 


21 0 


20 9 


208 


Huntington-Ashland 


3 9 


3 9 




19 5 


20 1 


19 9 


19 6 


20 1 


19 4 


Parkersburg-Manetta 


2.2 


23 


23 


12 8 


13.7 


13 4 


96 


100 


99 


Wheeling 


26 


27 


26 


158 


157 


155 


92 


96 


95 


Wlaconain 


1092 


1133 


1121 


435 5 


460 8 


453 4 


326 9 


332 9 


324 8 


Applmon-Oshkosh-Neenah .... .... 


6.9 


7.2 


71 


25 9 


27 5 


27 3 


162 


169 


164 


EauCtatre 


1 9 


1.9 


1 9 


115 


1 1.9 


118 


9 6 


10 2 


9 6 


Green Bay 


33 


3 5 


35 


19 2 


21 6 


21 1 


10 5 


11.1 


109 


Janesville-Betott 


1.6 


1 6 


1 6 


11 0 


122 


120 


66 


69 


67 


Kenosha 


12 


1 3 


1.3 


83 


86 


85 


6 1 


65 


64 


La Crosse 


1 4 


1.5 


1 4 


13 1 


141 


13 8 


67 


83 


76 


Madison 


17 1 


18 1 


17 8 


40 9 


430 


42 7 


561 


56 4 


558 


Milwaukee 


47.3 


49.5 


490 


172 9 


184 3 


180 3 


81 6 


81 7 


810 




2.2 


23 


23 


13 9 


14.3 


142 


8.1 


85 


8.2 


Sheboygan .... 


21 


22 




74 


76 




56 


55 




Wausau 


33 


3 4 


34 


78 


81 


81 


60 


63 


61 


Wyoming 


76 


7.3 


73 


31 0 


30.9 


30 8 


51.4 


51.7 


510 


Puerto Rico . . 


34 1 


36 6 


358 


107.1 


1140 


111 4 


266 4 


273 7 


273 5 






(') 


<') 


(') 


(') 


(') 


152 


156 


156 


Mayaguez 


(') 


0 


<') 


0 


<') 


(') 


17.9 


185 


18.5 


Ponce . . 




D 


V) 


90 


9.6 


9.5 


163 


167 


167 




27 8 


29 0 


291 


77 7 


81 0 


79 7 


156 4 


162 3 


1621 


Virgin Islands 


1 6 


1.7 


1 7 


90 


93 


93 


12.5 


12.6 


1t4 



^ Not a/aitabte NOTE. Area definitions are published annually in the May issue of this publication 

^ Pubticai'on of data has been suspended because of budget cuts All State and area data have been adjusted to March 1987 benchmarks except 

^ Comblne^1 with construction Colorado Data for Colorado have been adjusted to December 1986 benchmarks 

f> = pretimiitary 
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Data available 

• Number of reporting units, employment, 
total annual wages, and average weekly 
wages for 1.005 industries 

Coverage 

• 99 percent of American wage and salary 
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Source of data 
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ESTABLISHMENT DATA 
HISTORICAL HOURS AND EARNINGS 



C-1. Avtragt hours and tamlnga of production or nonauparvisory worktrs' on privato nonagrlcultural 
payrolla by major Induatry, 1964 to data 



Year and 


Total private' 


Mining 


Construction 




















month 


Weekly 


Houriy 


Weekly 


Weekly 


Hourty 


Weekly 


Weekly 


Houriy 


Weekly 




hours 


earnings 


earnings 


hours 


earnings 


earnings 


hours 


earnings 


earnings 




Annual averages 


1964 


38.7 


$2.36 


$91.33 


41.9 


$2.81 


$117.74 


37.2 


$3.55 


$132.06 


1965 


38.8 


2.46 


95.45 


42.3 


2.92 


123.52 


37.4 


3.70 


138.38 


1966 


38.6 


2.56 


98.82 


42.7 


3.05 


130.24 


37.6 


3.89 


146.26 


1967 


38.0 


2.68 


101.84 


42.6 


3.19 


135.89 


37.7 


4.11 


154.95 


1960 


37.8 


2.85 


107.73 


42.6 


3.35 


142.71 


37.3 


4.41 


164.49 


1969 


37.7 


3.04 


114.61 


43.0 


J>'>0 


154.80 


37.9 


4.79 


181.54 


1970 


37.1 


3.23 


119.83 


42.7 


3.85 


164.40 


37.3 


5.24 


195.45 


1971 


36.9 


3.45 


127.31 


42.4 


4.06 


172.14 


37.2 


569 


211.67 


1972 


37.0 


3.70 


136.90 


42.6 


4.44 


189.14 


36.5 


'06 


221.19 


1973 


36.9 


3.94 


145.39 


42.4 


4.75 


201.40 


36.8 


6.41 


235.89 


1974 


36.5 


4.24 


154.76 


41.9 


5.23 


219.14 


36.6 


6.81 


249.25 


1975 


36.1 


4.53 


163.53 


41.9 


5.95 


249.31 


36.4 


7.31 


266 08 


1976 


36.1 


4.86 


175.45 


42.4 


6.46 


273.90 


36.8 


7.71 


283.73 


1977 


36.0 


5.25 


189.00 


43.4 


6.94 


301.20 


36.5 


8.10 


295.65 


1978 


35.8 


5.69 


203.70 


43.4 


7.67 


332.88 


38.8 


8.66 


318.69 


1979 


35.7 


6.16 


219.91 


43.0 


8.49 


365.07 


37.0 


9.27 


342.99 


1980 


35.3 


6.66 


235.10 


43.3 


9.17 


397.06 


37.0 


9.94 


367.78 


1981 


35.2 


7.25 


255.20 


43.7 


10.04 


438.75 


36.9 


10.82 


399.26 


1982 


34.8 


7.68 


267.26 


42.7 


10.77 


459.88 


36.7 


11.63 


426.82 


1983 


35.0 


8.02 


280.70 


42.5 


11.28 


479.40 


37.1 


11.94 


442.97 


1984 


35.2 


8.32 


292.86 


43.3 


11.63 


503.58 


37.8 


12.13 


458.51 


1985 


34.9 


8.57 


299.09 


43.4 


11.98 


519.93 


37.7 


12.32 


464.46 


1986 


34.8 


8.76 


304.85 


42.2 


12.44 


524.97 


37.4 


12.47 


466.38 


1987 


34.8 


8.98 


312.50 


42.3 


12.45 


526.64 


37.7 


12.66 


477.28 




Monthly data, not seasonally adjusted 


1987: 




















February 


34.5 


$8.92 


$307.74 


42.0 


$12.56 


$527.52 


36.8 


$12.51 


$460.37 


March 


34.6 


8.92 


308.63 


41.8 


12.51 


522.92 


37.4 


12.59 


470.87 




34.6 


8.91 


308.29 


41.8 


12.43 


519.57 


37.4 


12.55 


469.37 


May 


34.8 


8.93 






1?42 


526.61 


38.5 


12.60 


485.10 


June 


35.0 




312.20 


42.4 


12.4*^ 


527.46 


38.1 


12.61 


480.44 


July 


35.1 


8.91 


312.74 


;2.1 


12.31 


518.25 


38.6 


12.57 


485.20 




35.3 


8.94 


315.58 


42.4 


12.32 


522.37 


38.6 


12.67 


489.06 


September 


34.7 


9.06 


3l4.3e 


42.1 


12.43 


523.30 


36.4 


12.77 


464.83 


October 


34.9 


9.09 


317.24 


42.7 


'2.34 


526.92 


38.8 


12.79 


496.25 


November 


34.8 


9.14 


318.07 


42.3 


1?.47 


527.46 


37.1 


12.80 


474.88 


December 


34.9 


9.13 


318.64 


42.8 


VcSQ 


535.00 


37.6 


12.78 


480.53 


1988: 




















January* 


34.4 


9.18 


315.79 


42.0 


12.67 


532.14 


36.0 


12.92 


465.12 


February* 


34.6 


9.17 


317.28 


41.9 


12.60 


527.94 


36.2 


12.74 


461.19 



See footnotes at end of table. 



ESTABLISHMENT DATA 
HISTORICAL HOURS AND EARNINGS 



nlLnrh! mJ?«,"[!JI"» of production or nonsupervlsory workers' on private nonagricultural 

payrolls by major Industry, 1964 to date— '^--ntlnued 



1964 

1965 

1966 

1967 

1968 

1969. 



1970. 
1971 , 
1972 , 
1973 . 
.374 
1975., 
1976 
1977 
1978 .. 
1979 . 



1980. 
1981 . 
1982. 
1983 . 
1984. 
1985 
198C., 
1987 



Yaai and 
month 


T 

Manufactunng 


Transportation and public 
utilities 


Wholesale trade 


Weekly 
hours 


Hourly 
earnings 


hourly 
earnings, 
excluding 
overtime 


Woekly 
earnings 


Weekly 
hours 


Hourly 
earnings 


Weekly 
earnings 


Weekly 
hours 


Hourly 
earnings 


Weekly 
eai '.ngs 



Annual averages 



1987: 

February ... 

March 

Apnl 

May 

June 

July 

August 

September 
October .. . 
November . 
December . 
19dS: 

Januai/ 

February* „ 



40 7 
41.2 

41 4 
40.6 
40 7 
40 6 

39 8 
'^9 9 

40 0 
40.7 
40.0 

39 5 
40.1 
40.3 

40 4 
40 2 

39 7 
39.8 
38.9 
401 
40.7 

40 5 
40.7 

41 0 



40 8 
40.9 

40 4 
40.9 

41 1 
40.6 
40.9 

40 6 

41 3 
41 4 
41.8 

41.0 
40.7 



See footnotes at end of table 



$2.53 
2.61 
271 
2.82 
3 01 
3 19 

3.35 
3.57 

3 82 
4.09 
4.42 

4 83 

5 22 

5 68 
6.17 

6 70 

7 27 
7.99 

8 49 
8.83 
9.19 
9.54 
9.73 
9.91 



$9.84 
3.85 
9.87 
9 87 
9.87 
9 87 
9.86 

10.00 
9.95 

10 01 

10.08 

10 07 
10.07 



$2.43 
2.50 
2.59 
2,71 
2.88 
3 05 

3 23 
3.45 
3.66 
3.91 

4 25 
4.67 

5 02 
5 44 
5 91 
6.43 

7.02 

7 72 
8.25 

8 52 
8.82 
9.16 
9.34 

9 48 



$102 97 


41.1 


$2 89 


$118.78 


40 7 


$2 52 


$102 56 


107 53 


41 3 


3 03 


125 U 


40.8 


2 61 


106 49 


112.19 


41.2 


3 11 


128,13 


40 7 


2 73 


111.11 


114.49 


40 5 


3 23 


130.82 


40,3 


2 88 


11606 


122 51 


40.6 


3 42 


138 85 


401 


3,05 


122.31 


129.51 


40.7 


3 63 


147 74 


40 2 


3.23 


129.85 


133.33 


40.5 


3.85 


155.93 


39 9 


3.44 


137.26 


142.44 


401 


4 21 


168.82 


39 5 


3 65 


144.18 


154 71 


40.4 


4.65 


187 86 


39.4 


3 85 


151,69 


166.46 


40.5 


5 02 


203.31 


39.3 


4.08 


160 34 


176.80 


40 2 


541 


217 48 


38.8 


4 39 


170 33 


190.79 


39.7 


5.88 


233.44 


38.7 


4.73 


183.05 


209.32 


39.8 


6.45 


256 71 


38 7 


5.03 


194.66 


228.90 


39.9 


6.99 


278.90 


38.8 


5.39 


209 13 


249.27 


40.0 


7.Z.7 


302.80 


38 8 


5.88 


228.14 


269 34 


39 9 


816 


325.58 


38.8 


6 39 


247 93 


288.62 


39 6 


8 37 


351 25 


38 5 


6 96 


267.96 


318.00 


39.4 


9 70 


382,18 


38.5 


7.56 


291.06 


330 26 


39.0 


10 32 


402,48 


38 3 


8.09 


309.85 


354.08 


39.0 


10 79 


420 81 


38.5 


8 55 


329.18 


374.03 


39.4 


11.12 


438.13 


38.5 


8.89 


342.27 


386.37 


39.5 


11.40 


450.30 


38.4 


9.16 


351.74 


396.01 


39 2 


11.70 


458.64 


38.4 


9.35 


'^59.04 


406.31 


39 1 


12.01 


469.59 


38.2 


9.61 


38710 



Monthly data, not seasonally adjusted 



$9 44 
9.44 
9 48 
9.45 
9 44 
9.46 
9.42 
9.53 
9.49 
9.54 
9.60 

9 63 
r;.t>4 



$401.47 


39.0 


$11.93 


$465.27 


37.9 


$9.55 


$361.95 


402.87 


38.9 


ll.i.0 


462.91 


37.9 


9 53 


361.19 


398.75 


38.8 


11 94 


463.27 


38.1 


9.53 


363.09 


403.68 


39.0 


11.95 


46605 


38 3 


9 57 


366.53 


405.66 


39.1 


11.91 


465 63 


38.4 


9.57 


367.49 


400 72 


39.4 


12.00 


472.80 


38 3 


9 57 


366,53 


403.27 


39.6 


12.04 


476.78 


38.4 


9.62 


369.41 


408.00 


39 2 


12 09 


473 93 


38.1 


9 67 


368,43 


410.94 


39 3 


12.09 


475.14 


38.4 


9.67 


371.33 


414.41 


39.2 


12.17 


4/7.06 


38 3 


9.74 


373.04 


421.34 


39.2 


12.17 


477.06 


38.3 


9 74 


373.04 


412.87 


38.9 


^2.12 


471.47 


38.0 


1 

9.79 


372.02 


409 85 


38.9 


12. 


472.25 

L 


37 1) 


9.81 


371.80 



ESTABLISHMENT DATA 
HISTORICAL HOURS AND EARNINGS 



C-1. Avertfle hours and earnings of production or nonsupervlsory workers' on prWate nonagrlcullural 
payrolls by major Industry, 1964 to date— Continued 



Year and 


Retail trade 


Finance, insurance, 
and real estate 


Services 




month 


Weekly 
hours 


Hourly 
earnings 


Weekly 
earnings 


1 

Weekly 
hours 


1 

Hourly 
earnings 


Weekly 
earnings 


Weekly 
hours 


Hourly 1 
earnings 


Weekly 
earnings 




Annual averages 






37 0 


$1.75 


$64 75 


37 3 


$2.30 


CQR 7Q 

WO. fM 


OC 1 
OO 1 


$1 94 


$70.03 




36.6 


1.82 


66.61 


37.2 


2.39 


QQ Qi 


<3R Q 


£ Us/ 


73.60 




35 9 


1.91 


68.57 


37 3 


2 47 


92 13 




9 17 


77.04 




35.3 


2 01 


70.95 


37.1 


2.58 


QR 70 

iiO.f C 


1R 1 

CD. 1 


9 9Q 


80.38 




34.7 


2.16 


74.95 


37.0 


C.fO 


lUl fO 


7 


2.42 


83 97 


1969 


34.2 


2.30 


78 66 


37.1 


2.93 


ino 7n 


*\A 7 


2.61 


90 57 


1970 


33.8 


2.44 


82 47 


36 7 


3 07 


112.67 


34 4 


2.81 


96 66 




33.7 


2.60 


87.62 


36.6 


■^.22 


117.85 


33.9 


3.04 


103.06 




33 4 


2.75 


91.85 


366 


3.36 


122.98 


33.9 


3 27 


110.85 




33.1 


2.91 


96.32 


36.6 


3.53 


129.20 


33.8 


3.47 


11729 




32.7 


3.14 


102.68 


36.5 


3 77 


137.61 


33.6 


3 75 


126.00 


1975 


32.4 


3 36 


108 86 


36.5 


406 


148.19 


33 5 


4.02 


134.67 




32.1 


3.57 


114.60 


36 4 


4.27 


155.43 


33.3 


4.31 


143.52 




31.6 


3.85 


121.66 


36.4 


4.54 


165.26 


33 0 


4.65 


153 45 


1978 


31 0 


4.20 


130 20 


36.4 


4.89 


178.00 


32.8 


4 99 


163 67 


1979 


30.6 


4.53 


138.62 


36.2 


5.27 


190 77 


32.7 


5 36 


175.27 


1980 


30.2 


4.88 


147.38 


36 2 


5.79 


209.60 


32.6 


5 85 


190.71 




30.1 


525 


158.03 


36.3 


6.31 


229 05 


32.6 


6.41 


208 97 


1982 


29.9 


548 


163.85 


36.2 


6 78 


245.44 


32 6 


6.92 


225.59 




29.8 


5.74 


171.05 


36.2 


7.29 


263.90 


32.7 


7.31 


239.04 




29.8 


5 85 


174 33 


36.5 


7.63 


278 50 


32.6 


7 59 


247.43 


1985 


29.4 


5.94 


174.64 


36 4 


7.94 


289.02 


32 5 


7.90 


256.75 




29.2 


6.03 


176 08 


36.4 


8.35 


303.94 


32.5 


8.16 


265 20 




29.3 


612 


179 32 


36 2 


8 76 


317.11 


32.5 


8 47 


275.28 








Monthly data, not seasonally adjusted 




19S7: 
















$8 43 


$273 13 


rouruary 


28.7 


$6.09 


$174.78 


36 4 


$8 75 


$318 50 


32.4 


28.9 


6.08 


175 71 


36.3 


8.72 


316.54 


32.4 


8.41 


272 48 




29.2 


6.09 


177.83 


36 3 


8.71 


316.17 


32 3 


8 40 


271.32 


May 


29.3 


6.09 


178 44 


36 3 


8.72 


316.54 


32 4 


8.38 


271.51 


29 6 


6.08 


179 97 


36.4 


8.68 


315 95 


32.6 


8 35 


272 21 


July 


30.0 


6.07 


182.10 


36.2 


869 


314.58 


32.8 


8.33 


273.22 




30.3 


6.06 


183.62 


36.4 


£81 


320.68 


32.9 


8.40 


276.36 


September 


29 6 


6.20 


183.52 


36.0 


6.79 


316 44 


32.4 


8 55 


277 02 




29 2 


616 


179.87 


36.2 


8.81 


318.92 


32.5 


8.61 


279.83 


November 


2S.0 


6.19 


179.51 


36 3 


8.94 


324.52 


32 5 


8.71 


283 08 


December 


29.3 


6.19 


181.37 


36 0 


8 87 


319.32 


32.4 


8 73 


282.85 


ISSS: 
















8 78 


285 35 




28.3 


6 23 


176.31 


36.2 


9.01 


326.16 


32.5 


February* 


28.6 


6.22 


177 89 


36.6 


905 


331.23 


32 7 


8.80 


287.76 



' Data relate to production workers in mining and " = preliminary, 

manufacturing: construction workers in construction; and NOTE Establtshment survey estimates are currently 

nonsupervisory workers in transoorlation and public utilities; projected from March 1986 benchmark levels. When more 

wholesale anj retail trade, finance, Insurance, and real estate; recent benchmark data are introduced, all unadjusted data 

and services 'fO"^ Ap"' ''986 forward are subject to revision 



84 



81 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



Sdu.lJ?'*"* production or non.uprvl.ory wcrktr.' on privaf non.flrlcultur.l payroll, by detailed 



Industry 



Total private . 
Mining 



1972 
SIC 
Code 



Metal mmsng 

Iron ores 

Copper ores .„ 



Coal mining 

Bituminous coal and lignite mining 

Oil and gas extraction 

Crude petroleum, natural gas, and natural gas liquids . 
Oil and gas fi€id seiVices 



Nonmetallic minerals, except fuels . 
Crushed and broken stone 



Conatructlon . 



General building contractors 

Rssjderitial buildjng construction 

Operative builders 

Nonresidential building construction . 



Manufacturing 

Durable goode . 



Lumber and wood products 

Logging camps and logging contractors 

Sawmills and planing mills 

Sawmills and planing mills, general .."..,„" , 

Hardwood dimension and flooring 

Millwori<, plywood, and structural members * 

MillwofK 

Wood kitchen cabinets 

Hardwood veneer and plywood 

Softwood veneer and plywood 

Wood containers 

Wood buildings and mobile homes 

MoWIe homes 

Miscellaneous wood products 



Fumltura and fixtures 

HousehokJ furniture 

Wood household furniture 

Upholstered household furniture ... 

Matal household furniture 

Mattretses and bedsprlngs 

Office furniture 

Pubte buikJing and related furniture ! 

partitions and fixtures 

Miscelleneous fumltura and fixtures . 



Stone, clay, and glass products 

Flat glaaa 

Glass and glassware, pressed or blown ! 



10 
101 
102 

11,12 
12 

13 

131.2 
138 

14 
142 



15 
152 
153 
154 



16 
161 



Heavy constnjction contractors 

Highway and street construction ^, 

Heavy construction, except highway 162 

Special trade contractors 

Plumbing, heating, and air conditioning 
Painting, paper hanging, and decorating 

Electrical wori< 

Masonry, stonework, and plastering 

Carpentering and floonng 

Roofing and sheet metal work 



17 
171 
172 
173 
174 
175 
176 



See footnotea at end of table. 



24 

241 

242 

2421 

2426 

243 

2431 

2434 

2435 

2436 

244 

245 

2451 

249 

25 

251 

2511 

2512 

2514 

2515 

252 

253 

254 

259 

32 
321 
322 



Average weekly hours 



Avg. 
1987 



34 8 

42.3 

42.0 
41.2 
42 8 

41.9 
42.0 

41.8 
41.3 
42.0 

45.2 
46 5 

37.7 

37.4 
36.9 
38.2 
38.0 

41.5 
41.9 
41.2 

36.8 
38.0 
35.8 
38.6 
34.8 
35.1 
33.6 

41.0 

41.5 

40.6 
39.3 
41.7 
41.9 
41.4 
40.9 
40.8 
40.1 
41.1 
42.2 
38.5 
38.8 
38.3 
40.5 



39.9 
39.7 
40.1 
38.7 
41.3 
38.8 
40.6 
40.2 
40.3 
39.7 

42.3 
46.0 
41.3 



Jan. 
1987 



34.4 
42 5 

41 7 
41.4 

42 9 

42.1 
42 2 

42.8 
44.2 

41 9 

42 8 

43 7 

37.2 

37.1 
36.2 
39.2 
37.9 

40.0 
39 0 
40.5 

36.6 
38.0 
35.0 
38.7 
34.8 
34.6 
32.3 

40.8 

41.5 



40.1 
39.5 
41.5 
41.6 
41.4 
40.1 
39.5 
39.8 
41.5 
41.6 
37.4 
37."^ 
37.2 
40.1 

39.8 
39.7 
39.9 
39.2 
41.4 
38.5 
40.7 
39.4 
40.3 
38.3 

41.4 
48.0 
41.1 



Dec. 
1987 



34 9 
42.6 



42.7 
42.8 

42.3 
42.5 
42.2 

44.9 
464 

37.6 

37 4 
36.6 
37.6 
38.2 

41.4 
408 
41.6 

36.6 
38.3 
35.8 
39.2 
35.0 
34.4 
32.0 

41.8 

42.4 

40.4 
38.9 
41.6 
41.7 
41.7 
40.7 
39.6 
40.9 
42.0 
42.0 
38.9 
38.3 
37.4 
40.9 

41.0 
40.7 
41.3 
39.5 
42.9 
38.6 
43.4 
40.a 
41.0 
40.0 

42.2 
46.9 
41.0 



Jan. 
1988° 



34 4 

42.0 



42.6 42.7 
42.4 41.4 
43.2 44.7 



42.9 
43.0 

41 5 
42.4 
41 0 

41.9 
41.8 

36.0 

35 8 
35 0 
36.8 
36.7 

39.1 
38 4 
39.5 

35.2 
37.4 
33.8 
38 1 
32.8 
33.1 
30 0 

41.0 

41.6 

39.6 
39.0 
41.2 
41.6 
40 3 
39.3 
38.8 
38.1 
40.2 
42.5 
37.1 
37.0 
35.2 
39.9 



39.2 
39.0 
38.6 
37.3 
41.6 
38 6 
40.5 
40.3 
39.1 
38.6 

40.9 
45.6 
41.1 



Feb 
1988' 



34 6 
41.9 



362 



10.7 



41.3 



40.0 



38.9 



40.9 



Average overtime hours 



Avg 
1987 



Jan. 
1987 



Dec. 
1987 



Jan. 
1988' 



Feb 
1988'* 



3.7 


3.5 


4.2 


3.8 


36 


3.8 


3.6 


4.3 


3.9 


38 


3.8 


3.3 


3.7 


3.2 




4.2 


3.5 


4.2 


4.1 




4.5 


4.1 


4.5 


4.3 




4.7 


4.2 


4.7 


4.5 




3.9 


3.9 


3.8 


3.5 




3.6 


3.0 


3.4 


2.7 




3.0 


1.9 


2.5 


1.8 




3.2 


3.0 


3.3 


2.2 




4.0 


3.9 


4.2 


3.8 




4.9 


4.7 


4.7 


4.5 




2.8 


2.1 


2.9 


2.6 




2.6 


1.9 


2.2 


1.6 




2.2 


1.5 


1.8 


1.0 




3.3 


3.2 


3.4 


3.2 




2.8 


2.6 


3.3 


2.7 




2.7 


2.5 


3.1 


2.6 




2.8 


2.6 


3.2 


2.6 




2.2 


2.4 


2.6 


1.9 




3.8 


3.5 


4.3 


3.9 




3.0 


2.6 


2.5 


2.6 




2.9 


2.7 


4.0 


3.0 




3.3 


2.7 


3.9 


4.3 




3.4 


2.7 


4.0 


3.0 




2.6 


2.0 


2.9 


2.0 




5.1 


4.4 


4.9 


4.4 




6.8 


7.1 


7.7 


7.7 




4.7 


4.3 

1 


4.5 


4.3 





ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



C-2. Average hours and earnings of production or nonsupervisory workers' on private nonagrlcultuial payrolls by detailed 
industry— Continued 



Industry 


1972 
SIC 
Code 




Average hourly earnings 






Average weekly earnings 




Feb 
1988' 


, 

Avg 
1987 


Jan 
1987 


Dec 
1987 


Jan 
1988^ 




Feb. 
1988' 


Avg 
1987 


Jan. 
1987 


Dec. 
1987 


Jan 
1988' 




Total private 





$8 98 


$8.90 


$9.13 


$9.18 


$9 17 


$312 50 


$306 16 


$318 64 


S315 79 


$317 28 


Mining 




1245 


1 C.OO 


1 9 cn 

1 C 9U 


1 9 R7 
1 c Of 


12.60 


52664 




cqc nn 


532 14 


527 94 


Mciai II III III ly • 


10 


13 00 


1 9 OA 


1 9 7R 
1 c /O 


IQ nR 




546 00 




544 43 


557 66 




IfOO ores .... 


101 


14 48 


14.84 


13.19 


14 33 


- 


596 58 


614.38 


559.26 


593 26 


- 


W^^TJI VI 99 ..... . .. . 


102 


1 1.47 


11 40 


11 54 


11.59 




490 92 


^89.06 


498 53 


516 




Coal mining ... 


11.12 


15 75 


15 75 


16 00 


16.10 


- 


654.78 


663 08 


683 20 


690.69 




Bituminous coal and lignite mining 


12 


15 80 


1C R9 


16 05 


16.15 


- 


658 86 


667.60 


686.94 


694.45 




Oil and gas extraction 


13 


11.42 


11 72 


11 43 


11 53 




477.36 


501.62 


483.49 


478 50 




Crude petroleum, natural gas. and natural gas liquids . 


131,2 


14.04 


14.10 


14 32 


14.42 


- 


579.85 


623.22 


608 60 


611 41 


- 


Oil and gas field services 


138 


9 98 


10.16 


9.97 


9 99 


- 


419.16 


425 70 


420 73 


409.59 




Nonmetallic minerals, except fuels 


14 


10.64 


1043 


10.78 


10.77 




480 93 


446.40 


484 02 


451 26 




Crushed and broken stone 


142 


10 03 


9 58 


10 20 


10.00 


- 


466.40 


418 65 


473 28 


418 00 


- 


ConttructiOfT . .. . 




12.66 


12.58 


12 78 


12 92 


12 74 


477 28 


467 98 


480 53 


46512 


461 19 


General building contractors 


15 


11.75 


11.57 


11 97 


12.10 


- 


43945 


429.25 


447.68 


433.18 


- 


Residential building construction .. 


152 


11 09 


1 n Qc 


1 1 38 


1 1 48 




409.22 




416 51 


401.80 




Operative builders 


153 


10 33 


9.95 


10 86 


11 01 




394.61 


390 04 


408 34 


405.17 




Nonresidential building construction 


154 


12 53 


1 9 9Q 


12.65 


12 81 




476.14 


465.79 


483 23 


470.13 




Heavy construction contractors 


16 


11.99 


1 1 7n 
11/0 


1 1 RR 


1 1 flfl 

1 1 00 




497 59 


471 20 


491.00 


464 51 




Highway and street construction 


161 


11 92 


11 33 


11 64 


11 80 


- 


49945 


441.87 


474.91 


453 12 


- 


Heavy construction except highway 


162 


12 02 


11.98 


11.98 


11 92 




495 22 


485 19 


498 37 


470 84 




Special trade contractors 


17 


13.24 


13.23 


13.39 


13.53 


- 


487.23 


484 22 


49007 


476 26 




Plumbing, heating, and air conditioning 


171 


13 43 


1331 


13.5J 


13.61 


- 


5 1 0.34 


505.78 


520.50 


509 01 




Painting, paper hanging, and decorating 


172 


12.49 


12.54 


12.50 


1277 


- 


447 14 


438.90 


447.50 


431 63 


- 


Eiectncal work 


173 


14 68 


14.54 


14.72 


14.73 


- 


566 65 


562.70 


577 02 


561 21 




Masonry, stonework, and plastering 


174 


13 39 


13.29 


13 42 


13.48 


- 


465 97 


462 49 


469 70 


44214 




Carpentenng and ftoonng 


175 


1264 


12.46 


1290 


1289 


- 


443 66 


431 12 


443 76 


426 66 




Roofing and sheet metal work .... 


176 


11.59 


11.59 


11 96 


1216 


- 


389 42 


374.36 


382.72 


364 80 


- 


Manufacturing 




9.91 


9.84 


10 08 


1007 


10 07 


406 31 


401 47 


421 34 


412.87 


409 85 


Durable goods 




1045 


1038 


10 63 


10 62 


10.61 


433 68 


430.77 


450 71 


441 79 


438 19 


Lumber and wood products .... 


24 


8 40 


8 27 


8 45 


8.52 


• 

8 53 


341 04 


331.63 


341.38 


337 39 


341 20 


Logging camps and togging contractors 


241 


1083 


10 56 


10 74 


1089 




425 62 


417.12 


41779 


424 71 




Sawmills and planing mills 


242 


8 55 


8 45 


8 65 


8 72 


- 


356.54 


350 68 


359 84 


359 26 


- 


Sawmills and planing mills, general 


2421 


8 92 


8.84 


9.01 


9.10 


- 


373.75 


367 74 


375 72 


378 56 


- 


Hardwood dimension and ftoonng . . 


2426 


680 


6 92 


7.00 


6.94 


- 


281.52 


274.07 


291.90 


27968 


- 


Miilwork, plywood, and structural members 


243 


8 34 


8.19 


8.36 


8.54 


- 


341 11 


328 42 


340 25 


33562 




Miilwork 


2431 


8 61 


8.33 


8 54 


8 89 


- 


351 29 


329 04 


33818 


344 93 


- 


Wood kitchen cabinets . 


2434 


7 66 


7.63 


7.79 


766 


- 


307 17 


303.67 


31861 


291 85 




Hardwood veneer and plywood 


2435 


6.85 


6 77 


6.89 


7.00 


- 


281 54 


280 96 


28938 


281.40 




Softwood veneer and plywood 


2436 


9.74 


9 62 


9 80 


9 99 


- 


411 03 


400 19 


411 60 


424.58 




Wood containers 


244 


613 


D.UU 


R OR 


R 91 


- 


236.01 


224.40 


243 51 


23 1 . 1 3 




Wood buildings and mobile homes 


?45 


7.89 


7.74 


7.98 


7.67 




306.13 


291 80 


305.63 


283 79 




MohilA hnmA^ 


2451 


7.97 


7 76 


8 05 


7.84 




305.25 


288.67 


301.07 


275 97 




Miscellaneous wood products 


249 


7.30 


7 25 


7 35 


7.33 


- 


295 65 


290.73 


300.62 


292.47 


- 




25 


/.67 


7 61 


7 79 


781 


7.73 


'^06.03 


302 88 


31939 


30615 


300 70 


Household furniture 


251 


7.08 


700 


7.20 


7.21 




281.08 


277.90 


293.04 


281 19 




Wood household furniture 


2511 


6 56 


6 48 


6.69 


6.74 




263.06 


258.65 


276 30 


266 90 




Upholstered housel;otd furniture 


3512 


7.77 


7.70 


7 97 


7.93 




300.70 


301 84 


314.82 


295 79 




Metal household furniture 


2514 


7 04 


6.91 


6 91 


7.02 




290.75 


286.07 


29644 


292 03 




Mattresses and bedspnngs 


2515 


7.60 


7.57 


7.64 


7 58 




294.88 


291.45 


294.90 


292 59 




Office furniture 


252 


8.69 


8 72 


8.82 


9.07 




352.81 


354.90 


382.79 


367 34 






253 


8.01 


791 


7.96 


8.17 




322 00 


311.65 


322 38 


329 25 






254 


917 


9 04 


9 39 


9 20 




369 55 


364 31 


384 99 


359.72 






259 


8 09 


8 12 


8.19 


8.28 




321.17 


311.00 


327 60 


319.61 




Stone, clay, and g'ass products 


32 


10 27 


10 17 


10 33 


1037 


10.38 


434 42 


421.04 


435 93 


424.13 


424 54 


Flat glass 


321 


14 47 


14.29 


14.99 


14 99 




665 62 


657.34 


703 03 


683.54 




Glass and glassware, pressed or blown 


322 


11.39 


11 27 


11.43 


11.72 




470.41 


463.20 


46863 


481 69 





See footnotes at end of table. 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

fn^us^'^lmn^^^ production or nonsupervisory workers' on private nonagrlcuitural payrolls by detailed 



industry 



Durable goods— Continued 

Stone, clay, and glass products— Continued 

Glass containers 

Pressed and blown glass, nec 

Products of purchased glass 

Cement, hydraulic 

Structural clay products 

Pottery and related products 

Concrete, gypsum, and plaster products . . 

Concrete block and bnck 

Concrete products, nec 

Ready-mixed concrete 

Misc. nonmetallic mineral products 

Abraswe products 

Asbestos products 




Pnmary metal industnes 

Blast furnaces and basic steel products 

Blast furnaces and steel mills 

Steel pipe and tubes 

Iron and steel foundries 

Gray iron foundries 

Malleable iron foundnes 

Steel foundnes. nec 

Pnmary nonferrous metals 

Pnmary aluminum 

Nonferrous rolling and drawing 

Copper rolling and drawing 

Aluminum sheet, plate, and fal 

Nonferrous wire drawing and insulating 

Nonferrous foundnes 

Aluminum foundries 

Fabncated metal products 

Metal cans and shipping containers 

Metal cans * 

Cutlery, hand tools, and hardware 

Hand and edge tools, and hand saws and blades 

Hardware, nec 

Plumbing and heating, except electnc 

Plumbing fittings and brass goods 

Heating equ^)ment. except electnc 

Fabncated structural metal products 

Fabncated structural metal 

.^etal doors, sash, and tnm 

Fabricated plate work (boiler shops) 

Sheet metal work 

Archrteclural metal work 

Screw machine products, bolts, etc 

Screw machine products 

Bolts, nuts, nvets. and washers 

Metal forglngs and stampings 

Iron and steel forgings 

Automotive stampings 

Metal stampings, nec 

Metal services, nec 

Plating and polishing 

Metal coating and allied services 

Ordnance and accessones, nec 

Ammunition, except for small arms, nec 

Mjsc, fabncated metal products 

Volves and pipe fittings 

Misc. fabncated wire products 



3221 

3229 

323 

324 

325 

326 

327 

3271 

3272 

3273 

329 

3291 

3292 

33 

331 

3312 

3317 

332 

3321 

3322 

3325 

333 

3334 

335 

3351 

3353 

3357 

336 

3361 



34 

341 

3411 

342 

3423.5 

3429 

343 

3432 

3433 

344 

3441 

3442 

3443 

3444 

3446 

345 

3451 

3452 

346 

3462 

3465 

3469 

347 

3471 

3479 

348 

3483 

349 

3494 

3496 



Machinery, except electrical hs 

Ermines and turbines i'i5l 

Turbines and tuft)ine gerierator sets 3511 

Internal combustion engines, nec 351 9 

Farm and garden niachinery 352 

Farm niachinefy and equipment 3523 



See footnotes at end of table 



Avg 
1987 



Average weekly hours 



Jan 
1987 



Average overtime hours 



I 



41 4 
41 3 
41.6 
42.0 
41.9 
40.3 
43.5 
45.1 
43 1 
42.7 
42.0 

41 8 

42 8 

43.1 

43 6 
43.7 
42.9 
42 8 
42.9 

41 3 

42 3 
43.7 
44.5 
43.4 
43.5 
44.3 
43.0 
41 8 
42.3 

41.5 

44 0 
44 1 
41 2 
41.4 

40 9 

41 1 
41 6 
40.3 
40.8 
41.7 i 
39.7 
42.1 

40 0 
404 
42.8 

41 3 
44.3 

42 4 
41 9 

43 7 
41 1 
41 0 

40 8 
41.4 

41 3 
404 
41 3 

41 6 
40.9 

42.2 

43 2 
39.9 

44 3 
41.9 

42 4 



413 

40 8 

41 5 
41.9 
41.9 
39.8 

41 6 
43 8 

42 7 
394 
41.4 
40.6 

43 9 

42.6 
42 5 

42 5 

43 2 
42.6 
42.5 
40.9 
41.9 
43 2 
43 7 
43 2 
43.3 
43 4 
43 7 
41.9 
42.5 

41.5 
43.2 
43.0 
41 5 
413 
41 6 
40.7 
41.2 

39 8 

40 6 

41 5 

39 2 
41.3 
40.5 
402 
43 0 
41.2 
44.8 
42.9 
41.3 
44.4 
41.6 

40 6 

40 4 

41 1 

41 1 
40.7 
41.1 
40.7 
41.0 

42 0 

43 3 
39.7 
44.7 
41 8 
41.5 



Dec, 


Jan 


„ 

; Feb 


T 

i Avg 


! Jan 


! Dec 


1 

! Jan 


Feb 


1 1987 


1988'' 


1 1988'^ 


j 1987 


1 1987 


, 1987 


; 1988^ 


1988" 


40 9 


1 i 

! 

40 3 i 


[ 
1 

1 57 


T ■ " 

1 

i 5 2 1 5.3 


50 


- 


41,2 


42.0 1 - 


i 36 


! 32 


; 3.6 


1 36 i 


41.7 


41 2 1 - 


3.7 


37 


1 3.7 


1 32 


41 9 


42 2 


- 


3.6 


I 44 


36 


1 4U 




42 1 


41 3 


- 


4.3 


! 40 


46 


! 41 




41 7 


40 7 


- 


3.1 


! 27 


37 


i 


- 


42.0 


39 5 




64 


5.1 


55 


4 6 




44 3 


41.3 


- 


78 


69 


66 


50 




43 2 


41.8 


- 


58 


5 2 


5 6 


55 




40.1 


36.5 




63 


42 


5.0 


34 




43.7 


42.3 




4.6 


40 


52 


5.0 




44.6 


42.4 




3.6 


29 


49 


4.2 




44.9 


43 7 




54 


54 


70 


5.6 




44 2 


43.5 


43.3 


50 


4.4 


5.5 


52 




AA R 
*f** D 


43.8 


44.1 


5 1 


4.2 


57 


54 


_ 


44.8 


44.0 




51 


42 


58 


55 




44.4 


43 1 




51 


44 


64 


57 




44.1 


43.7 




50 


4.7 


56 


55 




44.0 


43.6 




54 


51 


5.6 


59 




42.3 


42.4 




3.7 


3.1 


4.6 


43 




44.1 


43.9 




4.2 


36 


56 


50 




44 2 


43 6 




4.7 


42 


4.9 


48 




44 8 


43.8 




48 


4 1 


44 


45 




44.3 


43.4 




55 


51 


{ 5.9 


56 




44.7 


43.7 




57 


52 


1 64 


60 




45.6 


45 5 




72 


66 


1 7.2 


7.8 




44 0 


42 9 




51 


51 


1 5.5 


4.9 




42.9 


42.3 




3.8 


37 


1 4.4 


4.0 




43 3 


42.9 




41 


42 


1 46 


42 




42 7 


41.8 


41.3 


39 


3.6 


4.5 


4.1 




45.2 


43.8 




58 


5.4 


53 


54 




45 3 


44 1 


- 1 58 


53 


53 


56 




42 7 


41.7 


1 33 


31 


43 


3.8 




42.6 


42.2 


- ! 33 


27 


4.2 


4.0 




42.5 


41 2 


- i 34 


34 


43 


38 




43.2 


42.2 




3.0 


4.5 


42 




43 6 


42 7 


31 


27 


4.3 


42 




43 0 


41.5 


- 1 3.2 


2 4 


4.5 


3.9 




41.5 


40 4 




3.4 


30 


39 


33 


42 8 


41 1 




3.8 


33 


45 


36 


39.0 


38.2 




2.9 


2.4 


27 


22 




44 1 


43.1 




39 , 


35 


49 


4 7 




408 


40.0 




31 


30 


3.5 


2.9 




40 9 


39.7 




33 


33 


36 


3.4 




AA 0 
C 


43.9 




4.9 


50 1 


61 


5.9 




42.8 


42 3 




37 ' 


3.6 


5.1 


4.9 




45.7 


45 7 




63 


64 1 


7 1 


6.9 




43.6 


42.7 




47 


48 j 


52 


4.9 




43.9 


42.7 j - 


39 


33 


5.4 


4.4 , 


44.7 


43.6 


56 


58 


5.7 


56 




422 


41.7 




39 


40 


4.7 


4.3 




41.8 


40.8 




3.6 


32 


43 


3,7 




41.7 


40 5 




3.5 1 


3.1 


43 


3.7 




41.9 


41.4 




3.7 1 


34 


43 


3,6 




42 7 


42.8 




30 i 


2.9 


37 


3.5 




41 9 


41 4 




2.4 


26 


30 


26 




42.8 


422 




36 I 


3.1 


4.5 


4.1 ! 


43 7 


43 2 




37 


2.7 


5.4 


47 




41.7 


412 




32 


3,0 


3.8 


35 




43.6 


42 8 


42 5 


40 


37 


50 


44 




44.7 


44 7 




5.3 


61 


6.1 


5.7 




41.3 


39 7 




4.0 


36 


3.7 


1.3 




45 8 


463 




5.8 


70 


6.8 


7.1 




43.1 


43.0 




3.8 


3.0 


4.5 


4.4 




43.3 


42.5 


- 4.5 


31 




4.3 
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HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



C-2» Average hours and earnings of production or nonsupervlsory workers' on private nonagrlculturat payrolls by detailed 
industry— Continued 





1972 




Average hourly earnings 




Average weekly earnings 


Industry 


SIC 


Avg 


Jan 


Dec 


Jan 


Feb 


Avg. 


Jan 


Dec 


^ Jan 


Feb 




Code 


1987 


1987 


1987 


1988" 


1989" 


1987 


1987 


1987 


1988" 


1988" 


Durabtt goods— Continutd 




















i 1 


Stone, clay, and glass products— Continued 






















Glass containers 


3221 


$11 88 


$11 73 


$11.90 


$1202 




$491 83 


$464 45 


S486 71 


$484.41 j - 


Pressed and blown 9'ass, nec 


3229 


10 84 


10 74 


10.93 


1 1.41 




447.69 


438.19 


450 32 


479.2£ [ - 




323 


8 89 


8 99 


8.77 


8 90 




OCA OO 

369.82 


373.09 


365 71 


35668 


Cernent» hydraulic 


324 


13 47 


13 65 


13 46 


13.38 




565.74 


571 94 


564.81 


564 64 , - 


Structural clay products 


325 


8 57 


8 32 


8 76 


8.83 




359 08 


348.61 


368 80 


364 66 


Pottery and related products 


326 


9.01 


8.95 


9.27 


9 23 




363 1 0 


356 21 


JOD -jO 


375 6'3 ' - 


Concrete, gVP^^nii and plaster products . 


327 


10.01 


9.79 


9.99 


9 96 




435 44 


407 26 


419 58 


' 393/12 




3271 


8.93 


8 70 


9.08 


9 02 




402 74 


381 06 


402 ?A 


37253 1 - 


Concrete products, nec . 


3272 


8.88 


8 66 


8 94 


8.97 




382 73 


369 78 


386 21 


374 95 




3273 


10.87 


10 72 


10.83 


10 87 




464 15 


422 37 


43^ 28 


I 39676 


Misc. nonmetallic mineral products . 


329 


10 40 


10.28 


10 56 


1043 




436 80 


425 59 


461 47 


f?^1 19 


Abrasive products 


3291 


9.71 


9 56 


9 91 


9.94 




405 88 


388 14 


441 99 


.M2146 


Asbestos products 


3292 


10 37 


1025 


10 73 


1055 




443 84 


449 98 


481 78 


461 04 


Pnmary metal industries 


33 


1 1.98 


11 76 


12 15 


1210 


$12.13 


516 34 


50098 


537 03 


52635 


S525 22 


Blast furnaces ar)d baste steel products . 


331 


13 84 


13 55 


14.03 


13.92 


14.07 


603 42 


575 88 


625 V4 


Ano 7n 
OUa /u 


eton AQ 
DcU <la 


Blast furnaces and steel mills 


3312 


14.54 


14.28 


14.76 


14 63 




635 40 


fine on 
wo av 


661 25 


643 72 




Steel pipe and tubes 


3317 


11 07 


11.00 


1 1 .13 


11 21 




474.90 


475 20 


494 17 


A01 1 c 




Iron and steol foundnes 


332 


10 72 


10 66 


10 85 


10 89 




458 82 


454 12 


478 ^9 


A7K. flO 
Oa 




Gray iron foundnes 


3321 


1115 


11 08 


11 32 


11.39 




478 34 


470.90 


498.08 


49660 






3322 


11 66 


1 1.44 


11 81 


11.83 




481.56 


467.90 


499.56 


501.59 




Steel foundnec. noc . 


3325 


1008 


10.07 


10.20 


;0.17 




426.38 


421.93 


449.82 


44646 




Pnrrwy nonferrous metals 


333 


13 03 


12.98 


13.14 


13 00 




569.41 


560.74 


580.79 


566 80 






3334 


13 32 


13.36 


13 35 


13 27 




592.74 


583 83 


598 08 


581 .23 






335 


1 1 .41 


11.24 


1 1.53 


11.53 




495.19 


485 57 


510.78 


500 40 






3351 


10.54 


10 44 


10.74 


10.74 




458.49 


452 05 


480 


^69 34 






3353 


13-91 


13 76 


13 87 


13 94 




616 21 


597.1 8 


632.47 


634 ?7 




Nonferrous wire drawing and insulating . 


3357 


11.36 


1 1.12 


1 1 49 


1 1 43 




488.48 


485.94 


cnc cc 

3U3 3D 


49035 


- 




336 


9 56 


9.63 


9 73 


9 62 




399 61 


403 50 


417 42 


406.93 






3361 


9.83 


9.91 


10.05 


9 63 




415 81 


421 18 


435.17 


421 71 




Fabncated metal products 


34 


10.03 


9.98 


10 24 


10.19 


1018 


416 25 


414 17 


437.25 


425 94 


420 43 


Metal cans and shipping containers 


341 


13.24 


13.24 


13.42 


13.40 




582 56 


571 97 


DvD DO 


58692 






341 1 


14 01 


14.01 


14 22 


14 21 




617 84 


602 43 


644 17 


62666 




' Cutlery, hand tools, and hardware . . 


342 


9.93 


9.90 


10.14 


10.12 




409.12 


41085 


432 98 


422.00 




Hand and edgo tools, and hand saws and blades 


3423,5 


9-13 


9 05 


9 26 


9.24 




377 88 


373 77 


394.48 


38993 




Hardware, n6c 


3429 


10.34 


10.33 


10 61 


10 63 




42? 91 


429.73 


450.93 


43796 


- 


Plumbing and heating, except electric 


343 


9.21 


9.17 


9.27 


9 28 




376.53 


373 22 


Ann Afi 


391.62 




Plumbing fittings and brass goods . 


3432 


8 74 


0 Do 


fl OA 


fl QQ 
0.99 




3()3.58 


ICC cc 
J33 3D 


ion 

Jav.DO 


38387 




Heating e<)Uipment, except olectric . . 


3433 


9-19 


oil 

3.1 1 


9.1 1 


9 04 




370 36 


362 58 


391 73 


375.16 




Fabncated structural metal products .... 


344 


9 29 


9 22 


9 53 


9 47 




371* 03 


374 33 


IQC CA 


382.59 






3441 


9 86 


9 66 


10 06 


10.02 




41 1.16 


Acsn flo 
hXaJ Oa 


AH AO 


41182 




Metal doors, sash, and trim 


3442 


7 72 


7 82 


7 97 


8 02 




306.4C 


306 54 


310 83 


30636 




Fabncated plate work (boilei shops) 


3443 


10 30 


1020 


10 50 


10.43 




433.63 


421 26 


463.05 


449 53 




Sheet metal work 


3444 


9 62 


9.47 


Q 7fi 


9.67 




384.80 


383.54 


398.21 


38680 






3446 


8.79 


8 69 


9.06 


866 


- 


355.12 


349 34 


370.55 


34380 




Screw machine products, bolts, etc 


345 


9.76 


9.59 


10.00 


996 


- 


417.73 


412:37 


442.00 


437 24 




Screw machine products 


3451 


9 04 


8 95 


9.25 


9.24 




373 35 


368 74 


IQC OA 

oas au 


39085 




Bolts, nuts, rivets, and washers 


3452 


1047 


1019 


10 75 


1U Da 




463 82 


AC A CI 


itOI OA 
**ai £0 


488 53 




Meta) forgmgs and stampings 


346 


1 1.92 


1 1 92 




19 1Q 
l£ la 




505.41 


*1 1 17 
J1 1 J/ 


cii 91 


520 51 






3462 


12 63 


12.43 


13 18 


12 87 




529.20 


517.09 


578 60 


54955 




Automotive stampings 


3465 


13 93 


13.92 


14 29 


14 36 




608.74 


61805 


638.76 


626.10 




Metal stampings, nec 


3469 


9.23 


9 25 


9 39 


9 44 




379.35 


384 80 


396.26 


39365 






347 


8.03 


7.92 


8.20 


812 




329.23 


32155 


342.76 


33130 




Plating and polishing 


3471 


7 99 


7.87 


8.18 


822 




325.99 


317.95 


341 11 


332.91 






3479 


8 10 


8.01 


8.23 


7.93 




lie tA 


32921 


344.84 


32830 




Ordnance and hccessones, nec 


348 


10.96 


10.78 


11.19 


11.20 




452 65 


443 06 


477.81 


47936 




Ammunition, except for small arms, nec 


3483 


10.54 


10.46 


10.73 


10.78 




425.82 


425 72 


449 59 


44629 




MfSc. fabncated meta! products 


349 


936 


9.25 


9.57 


9.51 




386 57 


380.18 


409 60 


401 32 




Valves and pipe fittings 


3494 


9.98 


9 77 


10.32 


10.15 




415 17 


397 64 


450.98 


438.48 




Misc. fabricated wire products 


3496 


846 


8 39 


8 60 


8 56 




346 01 


343.99 


358 62 


352.67 




Machinery, except electncal 


35 


10 77 


1064 


1096 


10.92 


10.91 


454.49 


446 88 


477.86 


467 38 


463 68 


Engines and turbines 


351 


13 33 


13.22 


13 43 


13.63 




575 86 


57:' 43 


600 32 


60926 




Turbines and turbine generator sets 


3511 


13 02 


12.60 


13 67 


13 72 




519 50 


500 22 


564.57 


544 68 




Internal combustion engines, nec 


3519 


13.43 


13.42 


13 36 


13.61 




594 95 


599 87 


611.89 


63014 




Farm and garden machinery 


352 


10.17 


9 29 


10.49 


1030 




42612 


388.32 


452 12 


44290 


Farm machinery and equipment 


3523 


10.?9 


1001 


11.34 


11 13 




465 98 


41542 


491 02 


473.03 I - 








„ 




t _ - , 









See footnotes at end of table. 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



C-2. Average hours and earnings of production or nonsuparvlsory workers' on private nonagrlculturai payrolls by detailed 
industry— K;ontlnued 



Industry 



Durable goods—Contlnueci 

Machinery, except electncal'-Continued 
Construction and related machinery 

Construction machinery 

Mming machinery 

Oil field machinery 

Conveyors and conveying equipment . . 

Industnal trucks and tractors 

Metal working machinery 

Machine tools, metal cutting types 

Machine tools, metal forming types 

Special dies, tools, jigs, and fixtures 

Machine tool accessones 

Power dnven hand tools 

Special industry machinery 

Food products rnachineiy 

Textile machinery 

Printing trades machinery 

General industnal machinery 

Pumps and pumping equipment 

Ball and roller bearings 

Air and gas compressors 

Blowers and fans 

Speed changers, dnves, and gears 

Power transmission equipment, nec 

Office and computing machines 

Electronic computing equipment 

Refngeration and service nwchinery 

Refrigeration and heating equipment 

Misc. machinery, except electrical 

Carburetors, pistons, nngs, and valves ... 

Machinery, except electrical, nec 



Electrical and e'«^ronic equipment 

Electric distnbuting equipment 

Transformer? 

Switchgear and switchboard apparatus . . 
Electrical industnal apparatus 

Motors and generators 

Industnal controls 

Household appliances 

Household refngerators and freezers 

Household laundry equipment 

electric housewares and fans 

Electric lighting and winng equipment 

Electric lamps 

Current-carrying wiring devices 

Noncurrent-carrying wiring devices...., 

Residential lighting fixtures , 

Radio and TV receiving equipment 

Radio and TV receiving sets ... 

Communication equipment 

Telephone and telegraph apparatus 

Radio and TV communication equipment . 
Electronic components and accessones 

Electronic tuties 

Semiconductors and related devices 

Electronic components, nec 

Misc. electrical equipment and supplies 

Sto. ige batteries 

Engine electrical equipment 



1972 
SIC 
Code 



353 

3531 

3532 

3533 

3535 

3537 

354 

3541 

3542 

3544 

3545 

3546 

355 

3551 

3552 

3555 

356 

3561 

3562 

3563 

3564 

3566 

3568 

357 

3573 

358 

3585 

359 

3592 

3599 

36 

361 

3612 

3613 

362 

3621 

3622 

363 

3632 

3633 

3634 

364 

3641 

3643 

3644 

3645 

365 

3651 

366 

3661 

3662 

367 

3671-3 

3674 

3679 

369 

3691 

3694 



See footnotes at end of table. 



Average weekly hcurs 



Avg. 
1987 



42.5 
43.4 
42.5 
42 4 
42.6 
40.6 
42 5 
42.1 

42 4 

43 3 
41.5 
41.2 
41.9 
42.0 
43.0 
40.0 
42.1 
42.8 
43.3 
42.0 
41.0 
42.6 
41.7 
42.4 
42.2 
41.6 
42.0 
41.6 
41.9 
41.6 

40.9 
40.9 
41.7 
40.3 

41 2 
41.1 
40 3 
40.2 
40.6 
41.2 
40.7 
40.1 
40.1 
40 0 
41.1 
38.9 

40 8 
40.8 
41.4 
42.1 
41.2 
40.8 

42 4 
40.7 
41.0 

41 6 
41.4 
42.4 



Average overtime hours 



Jan 


Dec 


Jan 


Feb 


Avg 


Jan. 


Dec. 


1 

I Jan 


Feb. 


1987 


1987 


1988^ 


1988'' 


1987 


1987 


1987 


1988'* 


1988'* 


41 4 


44 7 


43.4 




38 


28 


5.2 


45 




42.1 


45.6 


40.4 ! 


3.4 


24 


4.7 


48 


_ 


42 2 


44 1 


42.8 


- 


4.2 


3.3 


5.4 


4.4 


_ 


40.0 


44.9 


41 9 


- 


54 


35 


66 


49 


_ 


41 8 


44.0 


42.2 


- 


4.0 


34 


5.1 


J.9 


_ 


40.1 


43.3 


41 6 


- 


31 


2.4 


4.7 


3.6 


_ 


42.7 


44.2 


43 5 




47 


4.7 


5.8 


54 


_ 


42.1 


43 8 


43.1 




38 


37 


5.2 


4.7 




41.2 


45.2 


44 3 


- 


5.0 


4.1 


7.2 


64 


_ 


43.8 


44.9 


43 9 


- 


5.5 


59 


6.4 


6.1 


_ 


41.2 


43 5 


43.1 


- 


3.9 


35 


5.4 


5.0 


_ 


42.5 


42.0 


41 9 


- 


29 


2.7 


34 


O.C 


_ 


42.1 


43.3 


42 6 


- 


4.0 


39 


5.2 


4.7 




42.0 


43 4 


42 4 


- 


37 


3.5 


4.7 


4.3 




43.8 


43.9 


42 9 


- 


4.1 


45 


4.9 


4 1 


- 


40.9 


40.7 


41.3 


- 


4.1 


4.1 


4.8 


5 5 




42 0 


43 0 


43.0 


- 


3.9 


3.4 


5.0 


4.5 




42.4 


44.6 


43 4 




3.9 


31 


5.3 


47 




43.1 


43 8 


44.5 


- 


50 


48 


5.1 


C.5 


_ 


41.8 


44.0 


43.3 




3.6 


2.8 


5.4 


4.2 


_ 


41.0 


43.2 


40.5 


- 


2.9 


3.0 


3.9 


26 




44.0 


44.9 


44.4 




42 


4.2 


58 


5.1 




41.1 


43.9 


42.2 


- 


4.2 


3.6 


5.4 


4.7 




42.1 


43 0 


41.9 


- 


3.5 


2.8 


4.3 


3.3 




42.3 


42.6 


41 7 




3.4 


29 


40 


3.1 




41 6 


42 6 


42.1 




3.4 


3.1 


3.6 


3.3 




41.9 


42.8 


42.9 




35 


33 


3.7 


3.8 




41.5 


42 8 


42.1 


- 


3.9 


3.6 


4.8 


44 




42.3 


43.2 


42 0 




39 


39 


42 


3.3 




41.3 


42.8 


42.1 


- 


4.0 


3.6 


4.9 


45 




41.1 


42.0 


41 3 


40 5 


3.0 


2.8 


3.8 


3.3 




40 9 


42.2 


41 7 


- 


29 


24 


3.7 


3.5 




42 0 


42 6 


40.9 


- 


2.9 


2.5 


3.6 


3.0 




39.6 


41 8 


424 


- 


2.9 


22 


3.9 


39 




40 8 


42 8 


42.1 




3.3 


2.7 


4.3 


33 




41.0 


424 


41.5 


- 


3.6 


33 


4.5 


3.5 




39.5 


42 6 


42.2 




2.2 


1.3 


34 


2.4 i . 


40.8 


41.1 


40.9 




27 


2.9 


3.2 


3.0 




40 6 


42.0 


40.0 




3.1 


2.7 


46 


2.4 




42.0 


40 7 


42 5 




2.7 


1.9 


2.2 


3.0 




39.9 


43.0 


42.1 




2.8 


25 


3.7 


3.6 




40.4 


41.5 


41.2 




2.8 


2.8 


3.8 


37 




40.7 


41.5 


41 8 




3.1 


29 


5.0 


4.5 




40.5 


41.5 


41.1 




2.8 


2.6 


3.7 


35 




40.9 


42.5 


42 0 




28 


25 


3.9 


3.6 




39 5 


40.2 


39.2 




1.6 


1.7 


2.4 


25 




41.1 


41.5 


40 2 




2.5 


2.3 


29 


2.2 




41.4 


42.5 


39.9 




2.1 


20 


2.9 


1.7 




41.8 


42.2 


41.5 




2.7 


26 


3.4 


28 




41.7 


43.6 


43.5 




2.7 


23 


4.1 


3.9 




41.8 


41.7 


40.7 




2.7 


2.7 


3.1 


2.5 




40.8 


41.8 


41.0 




32 


30 


40 


3.6 




43.6 


448 


43.9 




2.6 


3.4 


3.5 


3.4 




40.8 


41.3 


40.3 




3.6 


3.3 


4.2 


3.6 




40 7 


42 0 


41.0 




3.3 


30 


4.1 


3.0 




At 5 


43.3 


41.9 




35 


3.6 


4.3 


3.6 




39.3 


43.9 


41.8 




3.6 


26 


46 


4.1 




42 9 


436 


42 2 




4.2 


4.8 


4.9 


4.0 





£3 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



C-2. Average hours and earnings of production or nonsupervlsory workers' on private nonagrlcuttural payrolls by detailed 
industry^ontinued 



Industry 



1972 
SIC 
Code 



Average hourly earnings 



Average weekly earnings 



Avg. 


jan 


uec. 


Jan. 


Feb. 


Avg. 


Jan. 


Dec. 


Jan 


Feb 






19o7 


iaoop 


1966* 


1967 


1967 


1967 


1966" 


1966*' 


$1 1.ID 




Ci i 00 


Ci i 00 




$474.30 


S452.50 


$504.66 


5467 38 




12 49 


12.09 


12.73 


12.66 




542 07 


506.99 


5bo 49 


575.67 




1 l.Of 


1 1.1 1 


1 1.42 


1 1.26 




463.23 


468.64 


503 62 


462 76 


— 


1 1.13 


i i nc 


1 1.03 


10.61 




47 1 .91 


442.40 


495 25 


452.94 




\7.77 


Q Qi 
9.9 1 


9.66 


9.77 




416.20 


414.24 


434 72 


412.29 




O 7C 

y fo 


9.09 


10.00 


9.91 




39626 


366.57 


433.00 


412 26 




1 1.14 


i i nc 


1 1.35 


1 1.34 




473.45 


471.64 


501.67 


493.29 




1111 


i i nfi 


i i 00 

1 1.J J 


1 1.19 




467.73 


465.63 


496.25 


462.29 




1 1.44 


i i oc 


1 1.76 


i i AD 
1 1.00 




465.06 


468 03 


531 55 


517.42 




1 1.90 


1 1.76 


12.13 


12.16 




51 5.27 


515.09 


544.64 


533.62 




10.02 


9.96 


10.17 


10.1 1 




415.83 


411.16 


442.40 


435.74 




6.52 


6.42 


6.71 


6.73 




351.02 


357.65 


365.62 


365.79 




iU.D7 


i n cc 


10.97 


10.93 




447.07 


444.56 


475.00 


465.62 






10.74 


1 1.07 


i n Oil 
1U.94 




451.50 


451 .06 


460.44 


463.66 




6.76 


6.66 


6.97 


6.97 


_ 


377.54 


379.31 


393.76 


364.61 




11 41 


1130 


11.69 


11.76 


- 


456.40 


462.17 


475.76 


466 5; 


- 






in C7 


i n 

1U.49 




436.26 


433.66 


464.02 


451.07 


— 


i i ntt 


1 n OQ 


1 1.22 


1 1.19 




473.37 


465.96 


500.41 


465.65 


— 


in 


1 n f*o 


10.92 


in on 




473.70 


466.77 


476.30 


480.60 


— 




mil 


m AH 


m 07 




43 1 .34 


430.96 


459 80 


444.69 






Q OA 


9.42 


Q AO 

9.4o 




379.<?5 


376.64 


406.94 


361 .92 




in iA 


in QQ 


m Oi 


m 00 
1U.CC 




>IOO A7 

400.07 


454.52 


462.92 


453.77 




in CO 


m Atx 


10.62 


in CA 
iU.D4 




436.66 


431.14 


466.22 


449 01 




m Qi 

1U. 01 


in 1 A 


10.44 


m AO 




437.14 


427.74 


446.92 


437.02 




in QQ 

1U. 


m 01 


m ii7 

ivAf 


in AO 




435.93 


431 .66 


446.02 


434.93 






m Af\ 


m AC 


m CO 
1U.Dc 




ilOO Ofi 


432.64 


453.69 


442.69 




in ftQ 


in AQ 


m txA 

lU.O*» 


m 7C 




446 46 


445.40 


463 95 


461.16 




m AO 


in QQ 


m cfl 


m CI 




433.47 


428.70 


451.97 


442 47 




19 7A 


10 An 


13.1 7 


12.63 




534.64 


526.75 


568.94 


536.66 




in nc 


0 QA 
9.9O 


m lA 

lU.lD 


m lA 




ii i 0 no 


412.1 7 


434.65 


427.74 






0 HA. 


m nc 


mm 


Cin ni 

9IU.UI 


404.91 


404.42 


422.10 


413.41 


$405.41 


Q 9Q 
V.CO 


Q 1Q 
9.10 


Q 00 
9.09 


Q Ae\ 
9.4U 




377.51 


373.42 


396.26 


391.96 


** 


0 n? 


0 ni 


Q i Q 
9. 19 


0 00 
9.C0 




376.22 


376.42 


391.49 


377 51 




Q Q7 


0 OC 

9 do 


Q CO 
9.D9 


Q CC 
9.DD 




377.61 


368.15 


400 66 


404.92 




0 nn 


0 AQ 
9.D9 


Q QQ 
9.99 


tx 70 

9.79 




>inO TA 


395.35 


427.5'' 


412.16 




Q 71 


Q AO 


in An 


Q 00 




399.06 


394.42 


424.00 


407. d5 




Q C7 


9.D4 


Q Oi 

9.01 


Q CO 
9. DC 




369.70 


376.63 


417.91 


401.74 




Q 09 
V.OC 


Q 7C 
9.f D 


Q Qi 
9.9 1 


Q 00 
9.90 




394.76 


397.60 


407.30 


406.16 




1 1 OA 


1 1.12 


i i CO 
1 1.DO 


1 1.43 


** 


457.16 


451 .47 


466.36 


457.20 




14 71 


1 1.47 


12.02 


12.15 




482 45 


461.74 


469.21 


516.36 




7 QO 


7 OC 


7 07 


7 OA 

7.J4 




297.92 


293.27 


316.91 


309 01 




9.12 


Q nA 
9.U0 


9.22 


9.27 




365.71 


366.02 


362.63 


361.92 




10.36 


10.09 


10.57 


10.72 


- 


415.44 


410 66 


436.66 


446.10 


- 


9.DU 


0 CO 


6.69 


6.57 




344.00 


345.47 


360.64 


352.23 




9.39 


9.32 


9.43 


9.42 




365.93 


361.19 


400.76 


395.64 




6.71 


6.62 


6.61 


7.02 




261.02 


261.49 


273.76 


275.16 




9.29 


9.40 


9.44 


9.53 




379.03 


366.34 


391.76- 


363.1 1 




9.60 


9.76 


9.70 


9.90 




391.66 


404.69 


412.25 


395.01 




11.75 


11.56 


11.96 


11.67 




466.45 


463.21 


505.56 


492.61 




11.17 


11.16 


11.26 


11.26 




470.26 


465.37 


491.61 


490.66 




11.96 


11.71 


12.23 


12.10 




492.75 


469.46 


509.99 


492.47 




6.95 


669 


9.12 


9.09 




365.16 


362.71 


361.22 


372.69 




11.05 


10.92 


11.13 


11.12 




466.52 


476.11 


496.62 


466.17 




10.69 


10.59 


10.97 


11.03 




435.06 


432.07 


453.06 


444.51 




6.06 


6.04 


6.21 


6.14 




331.28 


327.23 


344.62 


333.74 




10.53 


10.58 


10.70 


10.66 




436.05 


439.07 


463.31 


446.65 




11.16 


10.92 


11.55 


11.36 




462.65 


429.16 


507.05 


475.66 




11.11 


11.25 


11.19 


11.23 




471.06 


462.63 


467.66 


473.91 





Durable goods— Continued 

Machinery, except electrical— Continued 
Constnjction and related machinery 

Construction machinery 

Mining machinery 

Oil field machinery 

Conveyors and conveying equipment 

Industrial trucks and tractors 

Metalworking machinery 

Machine tools, metal cutting types 

Machine tools, metal forming types 

Special dies, tools, jigs, and fixtures 

Machine tool accessones 

Power driven hand tools 

SpeciaUndustry machinery 

Food products machinery 

Textile machinery 

Printing trades machinery 

General industrial machinery 

Pumps and pumping equipment 

Ball at id toiler bearings 

Air and gas compressors 

Blowers and fans 

Speed changers, dnves. and gears 

Power transmission equipment, nec 

Office and computing machines 

Electronic computing equipment 

Refngeration and service machinery 

Refrigeration and heating equipment 

Misc. machinery, except electrical 

Carburetors, pistons, rings, and valves , 

Machinery, except electncal, nec 



Electrical and electronic equipment 

Electnc distnbuting equipment 

Transformers 

Switchgear and switchboard apparatus 

Electrical industrial apparatus 

Motors and generators 

Industrial controls 

Household appliances 

Household refrigerators and freezers 

Household laundry equipment 

Electric housewares and fans 

Electric lighting and wiring equipment 

Electric lamps , 

Current-carrying wiring devices 

Noncurrent-carrying wiring devices 

Residential lighting fixtures 

Radio and TV receiving ';quipment 

Radio and TV receiving sets 

Communication equipment 

Telephone and telegraph apparatus 

Radio and TV communication equipment . 
Electronic components and accessorias 

Electronic tubes 

Semiconductors and related devices 

Electronic components, nec 

Misc. electrical equipment and supplies 

Storage batteries 

Engine electrical equipnDent 



353 

3531 

3532 

3533 

3535 

3537 

364 

35.^1 

354;^ 

3544 

3545 

3546 

355 

3551 

3552 

3555 

356 

3561 

3562 

3563 

3564 

3566 

3568 

357 

3573 

356 

3585 

359 

3592 

3599 

36 

361 

3612 

3613 

362 

3621 

3622 

363 

3632 

3633 

3634 

364 

3641 

3643 

3644 

3645 

365 

3651 

366 

3661 

3662 

367 

3671-3 

3674 

3679 

369 

3691 

3694 



See footnotes at end of table. 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



Industry-^o^ earnings of production or nonsupervlsory workers' on private nonagrlcultural payrolls by detailed 



Industry 



Durable goods— Continued 

Transportation equipment 

Motor vehicles and equipment 

Motor vehicles and car bodies 

Truck and bus oodies 

Motor vehtcle parts and accessones 

Truck trailers 

Aircraft and parts 

Aircraft 

Aircraft engines and engine parts 

Aircraft equipment, nec 

Ship and boat building and repainng 

Ship building and repainng 

Boat building and repairing 

Railroad equipment 

Guided missiles, space vehicles, and parts . 

Guided missiles and '^pace vehicles 

Miscellaneous transportation equipment .... 

Travel trailers and campers 



Instruments and related products 

Engineering and scientific instrumpr.is . 
Measunng and controlling devices 

Environmental controls 

Process control instruments 

Instruments to measure electncity 

Optical instruments and lenses 

Medical instruments and supplies 

Surgical and medical instruments 

Surgk^i appliances and supplies 

Ophthalmic goods 

Photographic equipment and supplies 
Watches, clocks, and watchcases 



Miscellaneous manufactunng 

Jewelry, silverware, and plated ware 

Jewelry, precious metal 

Musical instruments 

Toys and sporting goods 

Dolls, games, toys, and children's vehicles . 

Sporting and athletic goods, nec 

Pens, pencils, office, and art supplies 

Costume jewelry and notions 

Costume jewelry 

Miscellaneous manufactures 

Signs and advertising displays 



Nondurable goods 

Food and kindred products 

Meat products 

Meat packing plants 

Sausages and other prepared meats 

Poultry dressing plants 

Dairy products 

Cheese, natural and processed 

Fluid milk 

Premved fmits and vegetables 

Canned specialties 

Canned fruits and vegetables 

Frozen fonts and vegetables 

Grain mill products 

Flour and other grain mill products 

Prepared feeds, nec 

Bakery products 

Bread cake, and related products 

Cookies and crackers 



1972 
SIC 
Code 



37 

371 

3711 

3713 

3714 

3715 

372 

3721 

3724 

3728 

373 

3731 

3732 

374 

376 

3761 

379 

3792 

38 

381 

382 

3822 

3823 

3825 

383 

384 

3841 

3842 

385 

386 

387 

39 

391 

3911 

393 

394 

3942,4 

3949 

395 

396 

3961 

399 

3993 



20 
201 
2011 
2013 
2016 
202 
2022 
20^ 
203 
2032 
2033 
1037 
204 
2041 
2048 
205 
2051 
2052 



See footnotes at end of table. 



Average weekly hours 



Average overtime hours 



AVQ 


Jan. 


Dec. 


Jan 


Poh 
PoU. 


Avg 


Jan. 


Dec 


Jan 


Feb 


1987 


1987 


1987 


1988^ 


1988^ 




1 on 7 


1987 


1988" 


1 1988" 


42,1 


42.5 


42 7 


42 2 


*t I 


A *i 
** o 


t 

' A 9 
** 0 


4.6 


4 3 


1 

i 


42 3 


43.1 


42 9 


42 4 


42,3 




A 7 


4.4 


4 4 




41.8 


42.8 


41.5 


40.9 




4.0 


4.5 


36 


3.8 




42.1 


42.0 


43.1 


42.3 


- 


4 1 


4.5 


4.2 


3.8 


- 


43 0 


43 8 


44 4 


44 0 




A fl 




9 4 


5 3 




40 9 


40.4 


42.0 


39.3 






9 A 

C.4 


3 4 


2.2 


- 


42.5 


42.4 


43 6 


42.6 




A Q 


A C 


C 7 
9./ 


4.6 




42 2 


41.8 


43 1 


42 4 




4 4 


O.O 


9.1 


4 5 




42 5 


43 1 


43.9 


42,9 




n 


C 9 


6.0 


4 6 




42.9 


42.6 


44.1 


42.7 






9.1 


6.6 


4.8 




40.3 


40 6 


40.7 


40.9 




9 a 


9 O 


3.1 


3.4 




40 4 


40.9 


40 8 


41.4 




C.C 


9 O 


3.2 


3.7 




40.1 


40.1 


40.7 


39.9 




9 fl 


9 a 


2.9 


2.8 




40.7 


40.9 


42.5 


40.9 




9 1 


9 n 


3.2 


3.5 




42 4 


42 9 


43.7 


43.8 




d 9 


1 Q 

0.9 


A a 

4.9 


4.7 




42 4 


43.1 


43 4 


43.8 




A 9 


A 1 
4 1 


4.7 


46 




39.9 


40 8 


39.8 


385 


_ 


35 


4.5 


3.1 


2.6 




38.3 


40.2 


37.4 


36.8 


- 


2.0 


3.0 


1.6 


1.4 




41.4 


41.2 


42.4 


41.7 






9 D 


3 7 


3,3 




41.7 


42.0 


43 5 


42.6 




o.o 


o.u 


4.4 


3.4 




41.3 


41 0 


42.3 


41 8 




9 7 


9 C 
£ 9 


9 c 
0.0 


3.1 




40.2 


40.8 


40.8 


40.9 




9 Q 
£.9 


9 9 
O.O 


9 9 
0 0 


3.5 




42.7 


41.4 


45.4 


43 8 




o.o 


9 A 
t.4 


4.9 


3.9 




40.6 


40.6 


41 2 


4'*.6 




£ O 


9 *i 

£.0 


9 9 
0 £ 


25 


42.4 


41.2 


44 6 


42.8 




0. 1 


9 C 


3.9 


2.2 




40.9 


40.6 


42.2 


41.1 




0. 1 


9 O 


3.9 


34 




41 2 


41.0 


42 4 


41,0 




O. 1 


9 n 
o U 


3.6 


2.9 




40.5 


40.4 


41.8 


40.9 




o.u 


9 C 
£.9 


4 0 


3.7 




40.5 


40.9 


39.9 


39.7 


- 


26 


2.8 


22 


2.6 




43.4 


43.0 


43.1 


43.5 


- 


3.8 


3.7 


4.3 


4.2 




39.8 


38.6 


39.4 


39 6 




2.3 


1 9 


9 Q 
£ 9 


1.7 




39.3 


39.5 


39 8 


38.7 


38.4 


9 C 


9 A 
£.4 


2.8 


23 




38.5 


38 6 


39.7 


37.6 




2.4 


9 A 
£.4 


9 9 
0.^ 


1.6 




37.7 


37.0 


39 5 


37.1 




9 1 


1 O 


9 A 

0.4 


1.5 




41.0 


41.1 


41.2 


40.7 




3.0 


9 A 


9 9 
O £. 


28 




39.3 


39.6 


39.6 


39.1 




2.4 


9 9 

C..C. 


2.4 


2.3 




38.6 


38 8 


38.0 


38.7 




2.3 


9 1 


1.9 


2.1 




40.0 


40.2 


40.9 


39.4 




9 A 
£.4 


O 9 

0 


2.8 


2.4 




40.5 


39.9 


41 6 


40 8 




9 O 
£ O 


1.6 


3.4 


2.7 




37 2 


38.7 


37.1 


36.8 




O. 1 


O D 


9 9 
^.0 


1.8 




35.3 


37.7 


35.9 


36.0 




9 7 


9 C 
O.O 


1 .9 


1.5 




40.0 


39.8 


40.5 


38.7 




9 0 


9 C 
£.9 


3.0 


2.7 




39 6 


39.7 


39 8 


38.3 




9 7 


9 C 
£.9 


3 1 


2.5 




40 2 


39.9 


40 9 


40.2 


*iQ a 


9 C 
0.6 


9 9 
0.0 


3.9 


3.6 


3.4 


40.2 


39.8 


41.1 


40.5 


'3Q c 
09.0 


A 1 
4.1 


3.6 


4.3 


4 1 




39.8 


40.0 


41.1 


41.1 




o.o 


9 a 
O.o 


4.6 


4.8 




41.7 


43.2 


43 2 


42.6 


- 


48 


5.6 


5.6 


58 




40.6 


39.6 


41.1 


40.8 




3.8 


2.9 


4.7 


4.2 




381 


37.6 


39.2 


40.4 




3.0 


2.8 


3^3 


42 




41.3 


40.4 


41.3 


40.6 




4.5 


3.7 


4.2 


3.9 




39.5 


38.9 


40.1 


38 6 




3.8 


3.2 


4.0 


3.3 




42.4 


41.5 


42.0 


41.8 




5.0 


4.3 


46 


4.7 




39.2 


39.0 


40.0 


38.9 




4.0 


3.1 


3.5 


3.2 




40.0 


42.3 


43.1 


41.2 




4.5 


5.6 


66 


5.7 




39.1 


38.6 


40.4 


39.1 




4.5 


2.4 


3.6 


3.5 




381 


38.1 


36.4 


36.6 




3.8 


3.1 


26 


26 




44.1 


44.3 


45.2 


45.1 




6.0 


5.7 


6.4 


6.4 




47.4 


46.9 


47.7 


45.9 




7.0 


56 


7.6 


6.2 




43.5 


43.8 


43.7 


44.0 




60 


5.9 


6.4 


6.6 




39.9 


38 8 


40.4 


39 4 




3.9 


3.3 


4.1 


3.8 




38.9 


37.8 


39.2 


37.9 




4.0 


3.3 


3.9 


3.6 




42.2 


41.3 


43.5 


43.3 




3.8 


32 


4.6 


4.4 





o 



81 



ESTABLISHMENT uATA 
HOURS AMD EARNINGS 
NOT SEASOhiALLY ADJUSTED 

C'2. Average hours and earnings of production or nonsupervlsory workers' on private nonagricultural payrolls by detailed 
industry-continued 



Industry 



Durable goodtContlnued 

Transportation equipment . 
Motor vehicles and equipment 

Motor vehicles and car bodies 

Truck and bus bodies 

Motor vehicle parts and accessories 

Truck trailers 

Aircraft and parts 

Aircraft 

Aircraft engines and engine parts 

Aircraft equipment, nec 

Ship and boat building an'^ repairing 

Ship bujiding and repairing 

Boat building and repairing 

Railroad equipment 

Guided missiles, space vehicles, and parts . 

Guided missiles and space vehicles 

Miscellaneous transportation equipment 

Travel trailers and campers 



Instruments and related products 

Engineerir»g and scientific instruments . 
Measunng and controlling devices 

Environmental controls 

Process control instruments 

Instruments to measure electricity ... 

Optical mstrurrwnts and lenses 

Medical instruments and supplies 

Surgical and medical instruments 

Surgical appliances and supplies 

Ophthalmic goods 

Photographic equipment and supplies . 
Watches, clocks, and watchcases 



Miscellaneous manufacturing 

Jewelry, silvenvare, and plated ware 

Jewelry, precious metal 

Musical instruments 

Toys and sporting goods 

Dolls, games, toys, and children's vehicles . 

Sporting and athletic goods, nec 

Pens, penals, office, and art supplies 

Costume jewelry and notions 

Costume jewelry 

Miscellaneous manufactures 

Signs and advertising displays 



Nondurable goods 

Food and kindred products 

Meat products 

Meat packing plants 

Sausages and other prepared meats 

Poultry dressing plants 

Dairy products 

Cheese, natural and processed 

Fluid milk 

Preserved fruits and vegetables 

Canned specialties 

Canned fruits and vegetables 

Frozen fruits and vegetables . 

Grain mill products 

Flour and other qrem mill products 

Prepared feeds, nec 

Bakery products 

Bread, cr.kc, and re'ated products 

Cookies and crackers 

See footnotes at end of table. 



1972 
SIC 
Code 



37 

371 

3711 

3713 

3714 

3715 

372 

3721 

3724 

3728 

373 

3731 

3732 

374 

376 

3761 

379 

3792 

38 

381 

382 

3822 

3823 

3825 

383 

384 

3841 

3842 

385 

386 

387 

39 

391 

3911 

393 

394 

3942.4 

3949 

395 

396 

3961 

399 

3993 



20 

201 

2011 

2013 

2016 

202 

2022 

2026 

203 

2032 

2033 

2037 

204 

2041 

2048 

205 

2051 

2052 



Average hourly earnings 


Avg. 


Jan 


Dec 


! Jan 


Feb. 


1987 


1987 


1987 


1988" 


1988^^ 


312.96 


SI 2 93 


$13 26 


$13.22 


$13 20 


13 57 


13 53 


13.90 


13 96 


13 92 


15.36 


1527 


15 87 


16 13 




11.52 


11 66 


11.79 


11.88 




12 74 


12.69 


13 04 


13 06 


- 


9.30 


9 45 


9 19 


9.20 




13.19 


12.97 


13.51 


13 37 


- 




0 


0 


0 


- 


SI 3 33 


$13.16 


$13.85 


$13.56 


- 


12.26 


11.93 


12.48 


12 29 


- 


10 33 


10.51 


10.39 


10.43 


- 


11.57 


11 67 


11 61 


11 64 


- 


7.98 


8.05 


8 09 


8.10 


- 


12.17 


12 26 


12.56 


12.57 


- 




(') 


(') 




- 






(') 


C) 




$10.57 


S10 91 


$10 51 


$10.24 




8.62 


9 05 


8.52 


8 47 


- 


9.74 


964 


988 


9.92 


9 95 


10.69 


10.44 


10 84 


10.88 


- 


1 9 60 


9 49 


9.79 


9 82 


- 


9.05 


8.97 


9 30 


9.37 


- 


9.50 


9.44 


9.66 


9 62 


- 


9 82 


9 67 


9.97 


9.97 


- 


10.50 


1051 


10 53 


10.57 


- 


8.70 


8.59 


8 84 


8.91 


- 


8 80 


8 70 


9.01 


9.05 


- 


8 59 


8.48 


8 67 


8 76 




7 40 


7.35 


7 56 


7.52 




13.19 


13.03 


13 36 


13 34 


- 


7.15 


7.10 


7.24 


7 24 




! 7.74 


7.69 


7.91 


7.96 


7 89 


8.34 


8.20 


8 54 


8 48 


- 


8 44 


8 26 


8.69 


8 62 


- 


7 47 


7 P.T 


7 76 


7.87 


- 


7.15 


7 11 


7 32 


7.33 




6.94 


7.00 


7.17 


7.21 


- 


7.32 


7.19 


7.42 


7.42 


- 


7.70 


7.69 


7.73 


7.90 


- 


6 20 


6 15 


6.40 


6.49 


- 


5 74 


5.46 


6.14 


6.15 


- 


8.54 


8.48 


8.71 


8.76 


- 


8.89 


8.91 


8.92 


9 01 


- 


9.16 


9.09 


9 30 


9.32 


9.31 


8.92 


8 90 


9.05 


9.06 


9.05 


7 43 


7.40 


7.51 


7.52 




8.37 


8 41 


8.43 


8.4G 


- 


8 81 


8 66 


8 83 


8 89 




613 


6.02 


6 23 


6.29 




9.65 


9.55 


9.76 


9.81 




8.95 


8 83 


9.01 


9.05 




10.12 


9.96 


10 22 


10.26 




8.28 


8 52 


8.58 


8.57 




10.30 


10.45 


10 62 


10 57 




8.16 


8 41 


8.52 


8.54 




7 63 


7.80 


8.01 


8.02 




10.76 


10.63 


11.05 


11.02 




10.63 


10.29 


10.97 


10.76 




8 36 


8 26 


8.58 


8.64 




10.04 


9.97 


10.23 


10.18 




10 00 


9.89 


10.19 


10.15 




10.14 


10.16 


10 31 


10.26 





Average weekly earnings 



Avg 
1987 



$545.62 
574 01 
642 05 
484 99 
547.82 
380 37 
560.58 

566.53 
525.95 
416 30 
467.43 
320.00 
495 32 
0 

$421.74 
330.15 

403 24 
445.77 
396 48 
363.81 
405.65 
398 69 
445.20 
355.83 
362 56 
347.90 
299.70 
572.45 
284.57 

304 18 
321 09 
318.19 
306 27 
281.00 
267 88 
292.80 
311.85 
230.64 
202.62 
341.60 
352.04 

368.23 
358 58 
295.71 
349.03 
357.69 
233.55 
398.55 
353 53 
429 09 
324.58 
412.00 
319.06 
290.70 
474.52 
50386 
363.66 
400 60 
389.00 
427.91 



Jan. 
1987 



Dec. 
1987 



Jan 
1988^ 



Feb 
1988' 



$549 53I 3566 20! $557.88 



585.30 
653.56 
489.72 
555 82 
381.78 
549 93 

567 20 
508 22 
426.71 
477 30 
322.81 
501 43 

C) 

C) 
$445.13 
363.81 

397 17 
438.48 
389.09 
365.98 
390 82 
392.60 
433 01 
348.75 
356.70 
342.59 
300.62 
560 2» 
274.06 

303.76 
316 52 
305.62 
297.15 
281 56 
271.60 
289 04 
306.83 
238.01 
205 84 
337 50 
353.73 

362 69 
354 22 
296.00 

363 31 
342.94 
226.35 
385 82 
343.49 
413.34 
332.28 
442.04 
324.63 
297.18 
470.91 
482.60 
361.79 
36C 34 
373 84 
419.61 



596.31 
658.61 
508.15 
578.98 
385.98 
589 04 

608 02 
550.37 
422.87 
473.69 
329 26 
533 80 
0 

$418.30 
318.65 

418.91 
471.54 
414.12 
379 44 
438 56 
410.76 
469.64 
373.05 
382.02 
362 41 
301.64 
575 82 
285.26 

314.82 
339.04 
343 26 
319.71 
289.87 
272.46 
303.48 
321.57 
237.44 
220.43 
352.76 
355 02 

380.37 
371.96 
308.66 
364.18 
362 91 
244.22 
403.09 
361 30 
429.24 
343.20 
457.72 
344.21 
291 56 
499.46 
523.27 
374.95 
413.29 
399 45 
448.49 



591 90 
659 72 
502 52 
574 64 
361 56 
569 56 

581 72 
524 78 
426 59 
481.90 
32319 
51411 
0 

$394.24 
311.70 

413.66 
463.49 
410.48 
383 23 
421.36 
404.78 
452.40 
366.20 
371 05 
358 28 
298.54 
580.29 
286.70 

308 05 
318.85 
319 80 
3^0.31 
286.60 
279.03 
292 35 
322 32 
238.83 
221.40 
339 01 
345 08 

374.66 
366 93 
309.07 
357 84 
362.71 
254.12 
398.29 
349 33 
428.87 
333.37 
435 48 
333.91 
293.53 
497 00 
493.88 
380.16 
401 09 
384.69 
444.26 



$553 08 
588.82 



412 93 



302 98 



370.54 
358.38 



S2 



89 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
Industry «-Continu ed 



Industry 



1972 
SIC 
Code 



Average weekly hours 



Average overtime hours 



Avg 


Jan 


Dec. 


Jan. 


Feb. 


Avg. 


Jan 


Dec 


Jan 


i 

Feb. 


1987 


1987 


1987 


1988'' 


1988" 


1987 

i 


1987 


1987 


1988' 


1988^^ 


**\J.O 


A(\ 


AO 1 


Ai A 

4 I.U 




t 

o o 

0.0 


O yt 

0 4 


A A 
4.U 


o y 
O.f 






A9 A 


AA A 


AC O 

43. c 




c c 

3.3 


> c o 

1 3.y 


f . 1 


fi A 

0 4 






1R Q 

00.9 


AA O 
4U.C 


OO A 




o o 

£.0 


2.1 


O 7 
C.f 


o c 
C 3 






A9 1 


AA A 
44. U 


AA i 

44. 1 




C i 

3 1 


A Q 

4.y 


C A 
3.0 


fi A 

O.U 




Af) 7 


1Q 7 

09. f 


AI 9 
•» I .C 


AA 9 
4U C 




O Q 
O.O 


1 A 
o U 


1 A 
O O 


O A 
0.4 




AO A 


AO 0 


AI A 
40.0 


Ai Q 




C O 

3.0 


A C 
4.0 


C A 
3.0 


a i 
0.1 




ACS 


1Q 1 

09. 1 


An 7 

lU f 


1Q 7 
09. f 




o c 

O.O 


O A 
£.4 


1 C 
0.3 


O A 
£.4 




'^A 7 
JO. ( 


17 1 
Of 0 


1Q 1 

09.0 


17 7 
Of . f 




O Q 

o.y 


1 1 
O.O 


O Q 
O.O 


o o 

O.C 




JO. 9 


17 1 
Of . 1 


AA 


AA C 
4U.3 


Ai C 
41 0 


O A 
c.4 


i A 

I.U 


o o 

O.O 


A O 

4 £ 






17 1 
Of . 1 


AI 9 
41 .c 


AI 1 
40.1 




9 C 
C 0 


i i 

1 1 


1 

O.f 


C 7 

3. f 






A 


A9 1 
4£.0 


Ai A 
41.4 


Ai A 
41. U 


A C 
4 3 


4.2 


4.0 


A O 

4.0 




A*k n 


AO ^ 


A9 7 
4t f 


Ai 7 
41 .f 




C Q 

3.y 


C A 

3.4 


C 7 

3. f 


c o 
3 0 




42.3 


41.7 


A9 Q 
1£.9 


A9 C 
4c.3 




A C 
4.0 


A O 

4.C 


A Q 
4.0 


A A 

4.0 




41^8 


433 


42.0 


42.9 


_ 


2.3 


4.7 


39 


3.1 


_ 


40.7 


40.5 


41.8 


41.7 


- 


35 


2.9 


3.7 


3.8 


- 


A(S 1 


1Q 1 

09. 1 


AA 7 
4U. f 


1Q A 
09 O 




O A 
0.4 


1 i 

0.1 


1 7 

O. f 


o c 
0.3 




A 

oo.o 


17 Q 

Of .9 


1Q A 
09.4 


1Q Q 




O A 

o U 


o o 

c.y 


1 i 

0. 1 


O fi 
0.0 






17 1 

Of . 1 


1Q Q 

09.9 


1Q Q 




O 7 
C.f 


O A 


1 A 
O.U 


O A 

0.4 




39.5 


1A 7 
OO. f 


1Q 

09.3 


Ifl Q 
OO.O 




1 1 
0.0 


1 A 
O.U 


1 Q 
O.O 


o o 
o.c 






1Q 9 


A9 A 
4c. U 


17 O 
Of .£ 




O A 
C.4 


o o 


O O 

e. e. 


i fi 
1 0 




^9 A 


A9 A 


AI C, 
40.3 


Ai Q 

4i.y 




c o 
3 0 


C O 

3.C 


C 7 

3. f 


C A 

3.U 




AO *X 


AD A 


A9 Q 
4c.9 


AO O 




A Q 

4.y 


A i 

4. 1 


C A 
3 U 


A O 

4.y 




■tc.v 


AI 1 


A9 A 
4c.O 


Ai C 

41.3 




4 7 


A A 

4 U 


A a 
4.0 


il o 

4.y 




1 


*»! . 1 


AI A 
40 U 


AO A 

4o.U 




4.8 


4.2 


C A 

3.4 


5 3 




A*X A 
•♦O.I 


AI 1 


AA ^ 
44.3 


Ai A 

41.4 




il o 
4.0 


A C 
4.3 


A C 
4.3 


O fi 
0.0 






A9 7 


AO 1 
4c.o 


Ai 7 

41. f 




C A 

3.U 


C A 
3 U 


4.7 


4.6 






AI Q 


AI A 

4o.U 


AO A 

4c.4 




C fi 
3.0 


C 7 

3. f 


C A 

3.U 


A O 

4.y 




lA 9 


1Q A 
OO U 


1Q O 
OO.C 


OO c 

oo.o 




2.7 


O A 
O.U 


2.7 


2.4 






>I1 C 


AA A 
44. U 


ilO o 

4o.o 




4.6 


4.6 


C A 
3.4 


5.0 






1C Q 

oo.o 


17 C 
Of .0 


OC 7 

00. 7 


OC 7 

OO.f 


1.8 


1.7 


2.1 


1.9 




1C Q 


1C Q 

od.o 


oo.» 


OC 7 

oO.f 




1.1 


1 1 


1.7 


1 6 




17 1 


1C Q 


17 C 

Of .3 


oc o 

oo.y 




i a 
1 0 


1.4 


1.8 


1.7 




17 C 
Of .0 


17 A 
Of .U 


Of .y 


36.5 




1.6 


1 4 


1.6 


1.6 




1A Q 


1C Q 


17 7 

Of .f 


07 i 

Of .1 




i o 
1.0 


1.2 


1.7 


1.7 




36.9 


36 6 


36.5 


37.0 


_ 


1.6 


1.4 


1.7 


1.9 


I 


35.6 


35.7 


36.2 


35.5 


- 


1.6 


1.6 


18 


1.7 


- 


od.d 


1C i 


03. f 


OA O 

o4.y 




1.3 


1.2 


1.4 


1.4 




od.i 


1C o 


OA Q 
04.0 


OC i 
03.1 




1.4 


1.6 


1.3 


1.5 




03. 'I 


1>l A 


1C Q 
03.0 


35.5 




1.8 


.8 


1.7 


1.6 




oO.U 


1C o 


17 1 

Of .1 


35.8 




1 8 


1.8 


2.2 


2.0 




17 7 


1C c 


1Q 1 
OO.O 


07 Q 

J7.0 




1.4 


o 

.y 


i o 

i.y 


1.8 




1Q A 
OO.U 


17 A 

Of .U 


OO.f 


07 7 




1.4 


1.0 


1.8 


1.5 




1<^ A 
03.D 


1A 9 
01. c 


1A 1 
OO.O 


OO o 
00.0 




i a 
1.0 


.0 


o o 

C.O 


3.2 




17 1 
Or .0 


1A Q 


1Q A 
OO.O 


07 c 
Of .9 




1.7 


i a 
1.0 


2.1 


2.3 




00.£ 


ic a 
oo.o 


17 A 
Of .U 


OC c 
03.3 




1 4 


1.6 


1.8 


1.9 




1A 
00.3 


17 
Of .3 


1Q A 
09.U 


07 i 

Of . 1 




2.1 


i c 

1.3 


o o 

C.O 


2.0 




Jo 1 


1Q Q 
00.9 


O9.0 


07 O 




3 0 


O i 

0.1 


O i 

0.1 


2.4 




37.3 


37.1 


36.8 


33.7 


- 


1.6 


1.1 


1.3 


.3 


- 


1Q 1 

09. 1 


17 A 
Of .O 


1Q A 
09.4 


07 Q 

of.y 




O A 
O.U 


O A 
C.U 


O Q 

c.y 


o c 
C.3 




41.3 


41.7 


42.5 


40.5 




5.6 


6.8 


5.8 


4.6 




43.4 


43.4 


44.1 


43.6 


42.8 


5.2 


4.9 


5.4 


5.1 




45.6 


45.1 


45.9 


45.4 




6.7 


6.2 


6.7 


6.2 




45.8 


45.2 


46.1 


454 




6.9 


6.4 


6.9 


6.4 




44.1 


44.1 


44.4 


44.2 




73 


7.0 


6.6 


6.4 




42.2 


42.6 


43.0 


42.6 




3.9 


3.9 


4.4 


4.3 




44.2 


44.7 


45.0 


43.8 




4.3 


4.3 


4.7 


4.0 




41.7 


42.0 


42.5 


42.2 




3.2 


3.4 


4.0 


4.2 




42.0 


43.2 


43.1 


43.0 




4.3 


4.3 


5.2 


5.1 




42.5 


42.6 


43.6 


42.8 




4.5 


4.3 


5.0 


4.6 




42.4 


42.5 


43.4 


43.4 




4.5 


4.2 


5.2 


5.2 




43.1 


43.5 


44.2 


43.4 




49 


4.7 


5.3 


4.7 




41.7 


40.8 


43.8 


42.6 




4.2 


37 


4.7 


4.5 





Nondurable goods*-Contlnued 

Food and kindred products— Continued 
Sugar and confectionery products 

Cane and beet sugar 

Confectionery products 

Fats and oils 

Beverages 

Malt beverages 

Bottled and canned soft drinks 

Misc. food and kindred products 



Tobacco manufactures . 
Cigarettes 



Textile mill products 

Weaving nf)il!s, cotton 

Weaving mills, synthetics 

Weaving and finishing mills, wool . 

Narrow fabnc mills 

Knitting mills 

Women's hosiery, except socks . 

Hosiery, nec 

Knit Outerwear mills 

Knit underwear mills 

Circular knit fabnc mills 

Textile finishing, except wool . 

Finishing plants, cotton 

Finishing plants, synthetics 

Floor covenng mills 

Yarn and thread mills 

Yarn mills, except wool 

Throwing and winding mills 

Miscellaneous textile goods 



Apparel and other textile products 

Men's and boys' suits and coats 

Men's and boys' furnishings 

Men's and boys' shirts and nightwear 

Men's and boys' separate trousers 

Men's and boys' work clothing 

Women's and misses' outerwear 

Women's and misses' blouses and waidis . 

Women's and misses' dresses 

Women's and misses' suits and coats 

Women's and misses' outerwear, nec 

Women's and children's undergarments 

Women's and children's underwear 

Brassieres and allied garments 

Children's outenvear 

Children's dresses and blouses 

Misc. apparel and accessones 

Misc. fabncated textile products 

Curtains and draperies 

House furnishings, nec 

Automotive and apparel trimmings 



Paper and allied products 

Paper and pulp mills 

Paper mills, except buikJing paper 

Paperboard mills 

Misc. converted paper products 

Paper coating and glazing 

Envelopes 

Bags, except textile bags 

Paperboard containers and box^ .. 

Folding papert>oard boxes 

Corrugated and solid fiber boxes . 

Sanitary foorJ containers 



206 

2061-3 

2065 

207 

208 

2082 

2086 

209 

21 
211 

22 

221 

222 

223 

224 

225 

2251 

2252 

2253 

2254 

2257 

226 

2261 

2262 

227 

228 

2281 

2282 

229 

23 

231 

232 

2321 

2327 

2328 

233 

2331 

2335 

2337 

2339 

234 

2341 

2342 

236 

2361 

238 

239 

2391 

2392 

2396 

26 

261,2,6 

262 

263 

264 

2641 

2642 

2643 

265 

2651 

2653 

265^1 



See footnotes at end of table. 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

C»2* Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
industry^ontinued 



Industry 



Nondurable goods— Continued 
Food and kindred products— Continued 
Sugar agd confectionery products 

Cane and beet sugar 

Confectionery products 

Fats and oils 

Beverages 

Malt beverages 

Bottled and canned soft drinks 

Misc. food and kindred products 

Tobacco manufactures 

Cigarette 

Textile mill products 

Weaving mills, cotton 

Weaving mills, synthetics 

W&aving and finishing mills, wool 

Narrow fabric mills 

Knitting mills 

Women's hosiery, except socks 

Hosiery, nee 

Knit outerwear mills 

Kmt underwear mills 

Circular knit fabric mills 

Textile finishing, except wool 

Finishing plants, cotton 

Finishing plants, synthetics 

Fkx)r covering miUs 

Yam and thread mills 

Yarn mills, except wool 

Throwing and winding mills 

Miscellaneous textile goods 



Apparel and other textile products . 
Men's and boys' suits and coats . 
Men's and boys' furnishings 



Men's and boys' separate trousers 

Men's and boys' work clothing 

Women's and misses' outerwear 

Women's and misses' blouses and waists 

Women's and misses' dresses , 

Women's and misses' suits and coats 

Women's and misses' outerwear, nec 

Women's and children's undergarments , 

Women's and children's underwear 

Brassieres and allied garments 

Children's outerwear 

Children's dresses and blouses 

Misc. apparel and accessories 

Misc. fabricated textile products 

Curtains and draperies 

House furnishings, nec 

Automotive and apparel tnmmings 



Paper and allied products 

Paper and pulp mills 

Rape,' mills, eycepi buiidmg paper ., 

Papei board mills 

Misc. converted paper products 

Paper coating and glazing 

Envelopes 

Bags, except textile bags 

Paperboard containers and boxes .. 

Folding paperboard boxes 

Corrugated and solid fiber boxes . 

Sanitary food containers 

See footnotes at end of table. 



1972 


Average hourly earnings 




SIC 
Code 


Avg 


Jan. 


Dec 


Jan 


Feb 


Avg, 




1987 


1987 


1987 


1988^ 


1988** 


1987 


. 206 


$915 


$8.89 


$9 08 


$9.26 




$370 58 


2061-3 


10 44 


10.01 


10.05 


10,15 




448 92 


. 2065 


7.95 


7.66 


7.94 


817 


- 


310.85 


207 


9.22 


8.91 


9.18 


9 17 


- 


387.24 


. 208 


11.88 


11.77 


12.00 


11.96 


- 


483 52 


. 2082 


16.61 


16.51 


16.64 


16.94 


- 


707.59 


2086 


9 44 


9.19 


9 45 


9.39 


- 


382.32 


. 209 


8 25 


8.29 


8.41 


8 42 


- 


319 28 


21 


1381 


12.97 


13.56 


14.07 


$14.23 


531.69 


211 


16.70 


15 79 


17.03 


17.27 


- 


641.28 


22 


7.18 


7.10 


7.33 


7.38 


7.36 


300 84 


. 221 


7.53 


7.37 


7.70 


7.71 


- 


323.79 


. 222 


7.72 


7.62 


7 85 


7.91 


- 


326.56 


.223 


7 65 


7.64 


7.75 


7.75 




319 77 


. 224 


6.73 


6.67 


6.73 


6.77 


- 


273.91 


225 


6.54 


6.50 


6.66 


6.76 


- 




. 2251 


6.43 


6 37 


6 60 


6 76 


- 


249.48 


. 2252 


6.21 


6.12 


6.28 


6.38 


- 


243.43 


.2253 


6.46 


6.46 


6.60 


6.63 


- 


255.17 


.2254 


6.14 


6.08 


6.20 


6 44 


- 


244 99 


2257 


7.20 


7.16 


7.36 


7.39 


- 


308.16 


. 226 


7 46 


7.34 


7 61 


7.60 


- 


315.56 


2261 


7.46 


7.34 


7.61 


7,63 


- 


317 80 


. 2262 


7.72 


7.63 


7 87 


7 87 


_ 


325.01 


227 


7 54 


7.54 


7 65 


7.69 


- 


327 24 


228 


6.79 


6.68 


6 96 


7.01 


- 


289.25 


2281 


6 80 


6.72 


6.93 


6.99 


- 


29580 


2282 


6.76 


6.55 


7.11 


7 11 


- 


258.23 


229 


8.16 


815 


8.35 


8.36 


- 


350.88 


23 


5 95 


5 94 


6,01 


6.04 


6.04 


220 75 


231 


6.74 


6.66 


6 93 


6.96 




.241.29 


232 


5.46 


5 46 


5.51 


5.60 


- 


203.66 


2321 


5.27 


5.27 


5.37 


5.48 


- 


198.15 


2327 


5.32 


5,29 


5 44 


5.45 


- 


196.31 


2328 


5.53 


5.59 


5.51 


5 61 




204.06 


233 


5 74 


5.67 


5.76 


5.78 


_ 


204 34 


2331 


5,05 


5.04 


5.08 


5.12 


- 


179.28 


2335 


6.06 


5,89 


6.13 


6,07 


- 


212.71 


2337 


656 


6 46 


6.55 


6.54 


- 


232 22 


2339 


5 59 


5.58 


5 62 


5.67 


- 


201.24 


234 


5 51 


5.46 


5.58 


5 67 


- 


207.73 


2341 


5.34 


5 30 


5,39 


5.45 


- 


202.92 


2342 


6.48 


6.36 


6.71 


6.87 




230,69 


236 


5.29 


5.20 


5.39 


5^45 


- 


197 32 


2361 


517 


5.06 


5 34 


5.40 


- 


187.15 


238 


5.74 


5.70 


5,86 


5.85 




220 99 


239 


7 22 


7.38 


7.30 


7.26 




282.30 


2391 


5.76 


5.65 


5,82 


5 83 




214.85 


2392 


6.10 


6.04 


6.13 


6.23 




238 51 


2396 


11.20 


11.67 


11.50 


11,32 




462,56 


26 


1142 


11,26 


11.54 


11.50 


11.49 


495 63 


261.2.6 


14.00 


13.73 


14,14 


14.04 




638.40 


262 


14.09 


13.81 


14.25 


14.13 




645 32 


263 


14.29 


13.92 


14.33 


14.27 




630.19 


264 


9.91 


9.81 


10 09 


10.08 




418.20 


2641 


11.06 


11.00 


11.25 


11.16 




488 85 


2642 


9.24 


9.10 


9.55 


9.57 




385,31 


2643 


9.19 


9.03 


9.29 


9.41 




385.98 


265 


9.70 


9.61 


9.82 


9.80 




412.25 


2651 


10.11 


o 


..25 


10 17 




428.66 


2653 


9.90 


9.82 


10.03 


9.96 


426,69 


2654 


9.39 


9,19 


9 59 


9.58 


- f 


391.56 



Average weekly earnings 



Jan. 
1987 



S360.05 
428 43 
297 97 
375.11 
467.27 
696.72 
359.33 
309.22 

481.19 
585.81 

293.94 
313 23 
317.75 
330 81 
27014 
254.15 
241.42 
227 05 
250 00 
238.34 
305 02 
299.47 
301.67 
313.59 
324.97 
285.24 
295.01 
248.90 
354.53 

218.59 
238 43 
201.47 
194.99 
195.20 
205 71 
202.42 
181 94 
207,33 
21964 
202.00 
199.29 
196.10 
217.51 
191.88 
185 20 
213.75 
26 "08 
209.62 
228.31 
486 64 

488 68 
619.22 
624.21 
613.87 
417.91 
491.70 
382.20 
390.10 
409.39 
423.73 
427.17 
374.95 



Dec 
1987 



Jan 
1988' 



Feb, 
1988'* 



$384,08 
466.32 
319.19 
403 92 
494 40 
725.50 
384.62 
330.51 

549 1 8 
701 64 

310 06 
328.79 
336.77 
325 50 
281.31 
271 06 
260.04 
250 57 
260.70 
260.40 
32016 
326.47 
324 19 
338.41 
34043 
294.41 
297.99 
271 60 
367 40 

225.98 
255.72 
206.63 
203 52 
205.09 
201 12 
208.51 
181 36 
213.32 
234.49 
208 50 
213.71 
208 59 
243,57. 
208.05 
197 58 
228.54 
289 08 
21418 
241,52 
488 75 

508 91 
649.03 
656.93 
63625 
433.87 
506,25 
405.88 
400.40 
428.15 
444.85 
44333 
420,04 
L 



i 

S379 66 
458 78 
318 63 
404 40 
480 79 
708 09 
372,78 
317,43 

569 84 $591.97 
744,34 



305.53 
321.51 
336.18 
332.48 
282 31 
267.70 

262 96 
253.92 
257.24 
239 57 
309.64 
320 72 
316.65 
338 41 
318.37 
292 32 
296 38 
274.45 
361 99 

221.67 
255.43 
206 64 
200 02 
202 20 
207.57 
20519 
178.69 
21306 
232 17 
202.99 
214 33 
205.47 

263 12 
204.38 
191.70 
217 04 
275.15 
196 47 
236.12 
458 46 

501.40 
637.42 
641.50 
630.73 
429 41 
488.81 
403 85 
404.63 
419.44 
441.38 
432.26 
40811 



301.73 



221.67 



491.77 



94 



91 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



0*2. Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
Industry— Continued 





1972 


Average weekly hours 


Average overtime hours 


Industry 


SIC 
Code 


Avg 


Jan. 


DeCi 


Jani 


Feb. 


Avg. 


! 

Jan 


DeCi 


I 

1 Jan. 


! Feb 






1987 


1987 


1987 


1988"^ 


1988^ 


1987 


1987 


1987 


1 1988^ 


1 1988*^ 


Nondurable goods— Continued 




















r~ 


1 
1 


Pnntrng and publishing 


27 


38iO 


37i6 


38 7 


37 7 


37 16 


3i1 


2i7 


34 


29 


- 


Nowspapors 


271 


33i7 


32 7 


1 34 3 


32i7 


- 


1i6 


1 2 


1i8 


I liO 


- 


Penodicals 


272 


38 9 


38iO 


38i7 


38i5 


- 


34 


26 


37 


3i4 


1 


Books 


273 


38i6 


39 2 


39 6 


38 7 


- 


3i6 


39 


3i6 


34 


- 


Book publishing 


2731 


38i3 


38.2 


39i2 


38.8 


- 


32 


3.3 


3iO 


3iO 


- 


Book pnnting 


2732 


39 1 


40i9 


40i3 


38 5 


_ 


4i4 


49 


45 


39 


_ 


Miscellaneous publishing 


274 


36i4 


35i8 


37 3 


37 0 


- 


26 


2i4 


29 


2.9 


- 


Commercial printing 


275 


39.5 


39i2 


39i8 


391 


- 


36 


3i2 


3i8 


34 


- 


Commercial pnnting, letterpress 


2751 


39i1 


38 8 


39i5 


38i9 


- 


3iO 


2i9 


34 


3iO 


- 


Commercial onntino. hlhnnranhir 


2752 


3'^i4 


391 


39i6 


38i9 


- 


3i7 


3i3 


3i8 


3i4 


- 


Manifold business forms 


276 


41 4 


41 16 


44i3 


42i2 


- 


38 


3.7 


58 


4i4 


- 


Blankbooks and bookbinding 


278 


38i6 


38 0 


40 6 


39i2 


- 


2i6 


20 


3i7 


3iO 


- 


Prtntino trndA <«AivirA<« 


279 


38i3 


38i1 


39i1 


38 2 


- 


36 


3i4 


4.1 


39 


- 


Chemicals and allied products 


28 


42i3 


42i2 


43i2 


42i6 


42 5 


40 


3i8 


42 


4i0 


- 


industrial inorganic chemicals 


281 


42i6 


42i3 


43i6 


43i5 


- 


4i0 


3i6 


4i5 


4i2 


- 


InHiKtrifli inorosniC rhemirAtc rtM* 


2819 


42i9 


42i9 


43.5 


43.9 




3.9 


OiD 


4.1 


4 1 




Plastics materials and synthetics 


282 


43i1 


43i1 


436 


43 5 


- 


4i4 


43 


4i6 


4i7 


- 


Plastics materials and resins 


2821 


43i7 


43i9 


44i6 


44i4 


- 


48 


4i6 


5i3 


5i2 


- 


Organic fibers, noncellulosic 


2824 


42i7 


42i7 


43i1 


42 9 


- 


4iO 


41 


3i9 


44 


- 


Drugs 


283 


41i5 


42i3 


42i0 


41.6 




3.1 


3.2 


3 5 


3 3 




Pharmaceutical preparations 


2834 


41i3 


41 17 


421 


41 0 


- 


3^1 


3!l 


3!6 


32 




Soap, cleaners, and toilet goods 


284 


41i1 


40 7 


42i5 


40i9 


- 


3i3 


3i2 


35 


3i1 


- 
- 


Soap and other detergents 


2841 


43.8 


43i4 


45i2 


43i3 


- 


53 


4i9 


56 


48 


- 


Polishing, sanitation, and finishing preparations 


2842,3 


41 15 


40 9 


42 9 


41 17 


- 


3iO 


2.6 


3i5 


3i4 


- 


Toilet preparations 


2844 


39i5 


39 0 


40i9 


39 3 


- 


23 


2i5 


2i4 


20 


- 


Paints and allied products 


285 


41i7 


41i1 


42i0 


421 


- 


36 


3i5 


29 


3i7 


- 


Industnal organic chenicais 


286 


44 1 


43i5 


45i3 


44i7 


- 


5i4 


4i8 


58 


54 


- 


Cyclic crudes and intermediates 


2865 


43 2 


43i3 


44 5 


43.3 




5.5 


5 2 


A 1 


«/i 1 




Gum, wood, and industnal organic chemicals, nec 


cOO 1 ,^ 


44i3 


43 5 


45 5 


45.1 


- 


5!3 


47 


5i7 


5i5 


- 


Agncultural chemicals 


287 


42 8 


42i7 


43i6 


43i5 


- 


46 


4i8 


48 


48 


- 


Miscellaneous chemical products 


289 


41i4 


40 9 


42i1 


41i1 


- 


3i4 


3i1 


3i6 


3i2 


- 


Petroleum and coal products 


29 


43 9 


44i3 


44i3 


44 1 


43 6 


50 


4i5 


5.0 


5i3 


- 


Petroleum refining 


291 


43i8 


44 6 


44i2 


44i5 


- 


4i5 


4i2 


45 


53 


- 


Paving and roofing materials 


295 


45i2 


44i1 


45 4 


43 5 


- 


7i8 


67 


7i5 


J.I 


- 


Rubber and misci plastics products 


30 


41.6 


41 16 


42i5 


41 19 


41 4 


40 


3i8 


4.5 


4.2 


- 




301 


44i0 


43.9 


45.4 


45 3 




5.4 


4 8 




Oil 




Rubber and plastics footwear 


302 


41 7 


40i9 


44i1 


42 5 


_ 


2i5 


22 


3.8 


2i9 


_ 


Reclaimed rubber, and njbber and plastics hose 
























and belting 


303,4 


42i4 


41 11 


45i1 


45 1 




4iO 




«>.o 


A 7 




Fabncated rubber products, nec 


306 


41i4 


41 8 


42i9 


41 9 


- 


3!6 


3i5 


4.4 


4i0 


_ 


Miscellaneous plastics products 


307 


41.3 


41i3 


41 19 


41 13 


- 


4i0 


3i8 


4.3 


40 


- 


Leather and leather products 


31 


38 1 


37.3 


38i5 


37i6 


36 7 


2i1 


1 7 


9 1 


1 A 
1 lO 




Leather tanning and finishing 


311 


41i5 


40 8 


41 16 


407 




4i2 


35 


4i6 


4i2 




Footwear, except aibber 


314 


37 8 


36i8 


38 3 


37i1 


- 


1i9 


1i5 


1i8 


1.6 


- 


Men's footwear, except athletic ,„ 


3143 


37.9 


37i4 


38i4 


37 0 


- 


1i8 


1 4 


1 8 


1 5 


- 


Women's footwear, except athletic 


3144 


37i8 


36i6 


38 1 


37iO 




2 2 


£iU 


I 7 

I I / 


1 Q 

1 i9 




Luaoaoe 


'Sic 


39i4 


37i5 


40i1 


40i4 


- 


2.2 


1 1 


2i9 


2.2 


- 


Handbags and personal leather goods 


317 


36i8 


36i9 


36i9 


366 




2i1 


1i9 


1i9 


1i8 




Transportation and public utilities 




39i1 


38i5 


39 2 


38i9 


38.9 












Railroad transportation: 

Class 1 railroads* 
























4011 


43i0 


42i4 


42 5 


409 














Local ar>d interurban passenger transit 


41 


34 3 


33i8 


34i1 


34i1 














Local and suburban transportation 


411 


38i7 


38 9 


38i4 


39i0 














Intercity highway transportation 


413 


09i7 


39i1 


39i0 


39 0 














Taicking and warehousing 


42 


38i4 


37i4 


38.6 


37 8 














Trucking and taicking terminals 


421.3 


38i4 


37i3 


38i5 


37i8 














Public warehousing 


422 


39i0 


38iO 


40i0 


38i3 














Pipe lines, except natural gas 


46 


41 19 


42i1 


43i5 


42 2 















See footnotes at end of table. 




ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

C*2. Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
industry— Continued 



industry 



Nondurable goods— Continued 

Printrng and publishing 

Newspapers 

Periodicals 

Boolts 

Book publishing 

Book pnnting 

Miscellaneous publishing 

Commercial pnnting 

Comrr^rctat pnnting. letterpress 

Commercial pnnting, lithographic 

Manifold business forms 

Blankbooks and bookbinding 

Pnnting trade services 



Chemicals and allied products 

Industrial inorganic chemicals 

Industnal inorganic chemicals, nec 

Plastics matenals and synthetics 

Plastics matenals and resins 

Organic fibers, noncellulosic 

Drugs 

Pharmaceutical preparations 

Soap, cleaners, and toilet goods 

Soap and other detergents 

Polishing, sanitation, and finishing preparations 

Toilet preparations 

Paints and allied products 

Industrial organic chemicals 

Cyclic crudes and intermediates 

Gum, wood, and industnal organic chemicals, nec 

Agricultural chemicals 

Miscellaneous chemical products 



Petroleum and coal products .. 

Petroleum refining 

Paving and roofing matenals 



Rubber and misc. plastics products 

Tires and inner tubes 

Rubber and plastics footwear 

Reclaimed rubber, and rubber and pl;».>tics hose 

and belting 

Fabricated rubber products, nec 

Miscellaneous plastics products 



Leather and leather products 

Leather tanning and finishing 

Footwear, except rubber 

Men's footwear, except athletic 

Women's footwear, except athletic ... 

Luggage 

Handbags and personal leather goods . 



Transportation and public utilities 

Railroad transportation: 

Class I railroads' 



Local and mterurban passenger transit . 
Local and suburban transportation .. .. 
Intercity highway transportation 



Trucking and warehousing 

Trucking and trucking terminals . 
Public warehousing 



1972 
SIC 
Code 



27 

271 

272 

273 

2731 

2732 

274 

275 

2751 

2752 

276 

278 

279 

28 

281 

2819 

282 

2821 

2824 

283 

2834 

284 

2841 

2842,3 

2844 

285 

286 

2865 

2861,9 

287 

289 

29 
291 
295 

30 
301 
302 

303,4 

306 

307 

31 

311 

314 

3143 

3144 

316 

317 



4011 

41 

411 

413 

42 

421,3 
422 



Pipe lines, except natural gas 
See footnotes at end of table. 



Average hourly earnings 



46 



Average weekly earnings 



Avg. 


! 

Jan. 


Dec 


Jan. 


Feb. 


Avg 


Jan. 


Dec 


Jan. 


Feb 


1987 


1987 


1987 


1988'^ 


1988" 


1987 


1987 


1987 


1988'^ 


1988" 


$10 28 


$1014 


$10 44 


$10 41 


$10.44 


$390.64 


$381.26 


$404.03 


$392.46 


$392.54 


1015 


10.07 


10 23 


10.32 


1 


342.06 


329.29 


350 89 


337.46 


_ 


10.76 


10 63 


10 76 


10 75 


_ 


418 56 


403.94 


416 41 


413.88 


_ 


9 32 


9 31 


9.34 


9.41 


- 


359 75 


364.95 


369 86 


364.17 


_ 


8.87 


8.79 


8 90 


9.05 


- 


339.72 


335.78 


348.88 


351.14 




10.05 


1013 


10.03 


9.98 


_ 


392.96 


41432 


404.21 


384.23 




9 48 


9.19 


9.76 


9.79 


- 


w45.07 


329.00 


364.05 


362.23 




10 59 


1041 


10.79 


10 71 


- 


418.31 


408.07 


429.44 


418.76 


_ 


10.18 


10.09 


10.43 


>0.37 


_ 


398.04 


391.49 


411.99 


403.39 


_ 


10 73 


1C52 


10 88 


10.83 


- 


422.76 


411.33 


430.85 


421.29 


_ 


10.74 


10.60 


11.06 


10.77 


_ 


444.64 


440.96 


489.96 


454.49 


_ 


818 


8.06 


8.43 


8.28 


- 


315.75 


306.28 


342.26 


324.58 


_ 


12.48 


12.38 


12.65 


12.84 


- 


477.98 


471.68 


494.62 


490 49 


_ 


12.37 


1218 


12.62 


12.54 


12.49 


523.25 


514.00 


545.18 


534.20 


530.83 


13.62 


13.34 


13.86 


13.81 


- 


580.21 


564.28 


604.30 


600.74 


_ 


13 70 


13.41 


13.86 


13.82 


- 


587.73 


575.29 


602.91 


606.70 


- 


1 


1 £.i34 


1 9 7*3 
1 £.r J 


ic.oU 




539.61 


CO 4 oc 
001.00 


eee no 
000. U J 


548.10 




13.52 


13 28 


13.74 


13.53 




590.82 


582.99 


612.80 


600.73 


_ 


11.97 


11.87 


12.09 


12.10 


_ 


511.12 


506.85 


521.08 


519.09 


_ 


11.64 


11.29 


11.97 


11.85 


- 


483.06 


477.57 


502.74 


492.96 


- 


1 1.31 


1 1 \ff 


1 1 AO 


1 1 .Of 




467. 1 0 


461 62 


488.36 


474.37 




10.87 


10 91 


11 09 


11.06 


_ 


446.76 


444.04 


471.33 


452.35 


_ 


14.11 


13.91 


14.48 


14.38 


- 


618.02 


603.69 


654.50 


622.65 


_ 


10 00 


10.04 


10 14 


10.18 


- 


415.00 


410.64 


435 01 


424.51 


- 


o on 


O OQ 
9. J 9 


9 d£ 






367.35 


366 21 


389.37 


374.14 




10.82 


10.74 


10.95 


11.12 


_ 


451.19 


441.41 


459.90 


466.15 




14.88 


14.55 


15 02 


14.80 


_ 


656.21 


632.93 


680.41 


661.56 




14.76 


14 44 


15.24 


14.65 


- 


637.63 


625.25 


67818 


634.35 


- 




1 4.39 


iA OA 
1 4.90 


14.84 




oo0.9o 


634 67 


con CO 

680. 68 


669.28 




11.98 


11.93 


12.49 


12.41 


_ 


512.74 


509.41 


544.56 


539 84 




11 38 


11.19 


11.60 


11.52 


_ 


471.13 


457.67 


488.36 


473 47 


_ 


14.57 


14.57 


14.72 


14.91 


14.89 


639.62 


645.45 


652.10 


657.53 


649.20 


15.72 


15.65 


15.75 


15.94 


- 


688 54 


697.99 


696.15 


709.33 


_ 


11.48 


11.26 


11 76 


11.54 


_ 


518.90 


496.57 


533.90 


501.99 


_ 


o.oo 


o.oJ 


9.UU 


O Q7 
O 9/ 


8.97 


369.4 1 


367.33 


382.50 


375 84 


371.36 


14.03 


13.91 


14.17 


14.25 




617.32 


610 65 


643.32 


645.53 




6.03 


5.94 


6.20 


6.14 




251.45 


242.95 


273 42 


260.95 




8.94 


8.92 


900 


8 95 


- 


379 06 


36661 


405 90 


403.65 


- 




O 49 


0 09 


0 77 
Off 




356 04 


354 88 


378.38 


367.46 




8 26 


8.19 


8.39 


8.32 


_ 


341.14 


338 25 


351.54 


343.62 




6.06 


6 04 


611 


6.11 


6.16 


230.89 


225.29 


23524 


229.74 


226.07 


0. 14 


7 on 

A.9U 


o.do 


o on 




337 81 


322.32 


344.45 


337 81 




5.76 


5.77 


5 87 


5.88 


_ 


217.73 


212 34 


224.82 


218.15 




616 


619 


6 21 


6 28 


_ 


233.46 


231.51 


238.46 


232 36 


_ 


5.42 


5.43 


5.57 


5.55 


- 


204.88 


198 74 


21222 


205.35 


- 


O J/ 




A AO 
O Ad 


a ofi 
O.Jo 




250.98 


233.63 


257.44 


256 94 




5 82 


5 80 


566 


5.61 


- 


214 18 


214.02 


208.85 


205.33 


- 


1201 


11.89 


1217 


12.12 


12.14 


469.59 


457.77 


477.06 


471 47 


472.25 


14.26 


14.10 


14.37 


14.20 




613.18 


597.84 


610 73 


580 78 




8.30 


8.15 


8.29 


8.35 




284 69 


275.47 


282 69 


284.74 




8 89 


8 71 


9.00 


8 99 




344.04 


338.82 


345.60 


350.61 




11.67 


11.80 


11.40 


11.53 




463 30 


461 38 


444.60 


449.67 




10.81 


10.70 


10.96 


10 87 




41510 


400.18 


423.06 


410 89 




11.00 


10.90 


11.16 


11.06 




422.40 


406.57 


429 66 


418.07 




8.29 


817 


8 44 


8.55 




323.31 


310.46 


337 60 


327.47 




15 38 


15.37 

L 


15.78 

_i 


15.78 




644.42 

J 


647 08 


686 43 


665.92 





06 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

C*2. Average hours and earnings of production or nonsupervlsory workers' on private nonagrlcultural payrolls by detailed 
industry— Continued 





1972 


Average weekly hours 


Average overtime hours 


Industry 


SIC 
Code 


Avg 


Jan 


Dec 


Jan 


Feb 


Avg. 


Jan 


Dec. 


Jan. 






1 QP7 


1987 


1 987 


1 QOOi^ 
1 900 


1 QOO^ 
1 900 


1Qfl7 
1 90r 


1 Q07 
1 90.' 


1Q07 
1 90r 


1 QOO^ 
1 900 


Trantportation and public utilities-^Contlnued 






















Communication 




Af\ n 


1Q 7 
09. r 


40.1 


40.1 












Telephone communication 


481 


41.3 


40.9 


41 4 


41 1 
*♦ 1 o 












Radio and television broadcasting 


483 


OD O 


Ob *» 


1R 1 
OD 1 


1R C 
0D.9 














49 


^1 ^ 


41 ^ 

H \ 9 


41 0 

H 1 .0 


41 7 
*l 1 . r 














491 


41 9 
** 1 .c 


41 ^ 


41 ^ 
H 1 .9 


41 R 
*l 1 D 












Gas production and distribution 


492 


40 8 


41.4 


41 2 


41.4 


_ 


_ 




_ 


_ 


Combination utility services 


493 


42.4 


42 0 


43.2 


42.9 


- 


- 


- 


- 


- 


Sanitary services 


495 


AO T 


41 ^ 
H 1.9 


41 7 
1 . r 


40 4 












WholeMie trade 






10 1 
OO. 1 


10 1 
OO.O 


10 n 
00. u 


17 Q 

or 9 


_ 








Durable goods 


50 


10 7 


10 R 
OO D 


10 Q 

00.9 


10 c 
00.9 












Motor vehicles and automotive equipment 


501 


10 1 


10 0 


10 7 
00. r 


10 0 
00 c 












Furniture and home furnishings 


502 


17 1 
Or O 


17 n 

Or \J 


10 1 
OO 1 


17 0 

Or .0 












Lumber and construction matenats 


503 


1Q A 


10 O 
OO.O 


IQ A 

09.1 


10 0 
OO.c 












Sporting goods, toys, and hobby goods 


504 


36.4 


36.7 


36.3 


35 5 


_ 


_ 


_ 


_ 


_ 


Metals and minerals, except petroleum 


505 


40.7 


405 


41.8 


41 1 


- 


- 




- 




Clectncal gooc's 


506 


38.4 


38.7 


38.4 


38 2 










: 


Hardware, plumbing, and heating equipment 


507 


38.4 


38.0 


38.5 


38.5 


- 


- 


- 


- 


- 




508 


1Q 1 
09. 1 


38 9 


IQ 0 
09 c 


in n 












Miscellaneous durable goods 


509 


17 Q 
Or 9 


17 R 
Or .D 


10 1 
OO. 1 


17 0 
Or c 












Nondurable goods 


51 


37.5 


37.4 


37.6 


37 2 


- 


- 


- 




- 


Paper and paper products 


511 


17 1 
Or . 1 


17 1 
Or 1 


17 A 
Or *l 


1R 7 
OD. r 












Drugs, propnetanes, and sundnes 


512 


17 A 
Or ** 


17 ^ 
Or .9 


17 Q 
Or 9 


17 R 
Or .D 












Apparel, piece goods, and notions 


513 


1R 0 
OD.O 


1R 1 
OD O 


17 ^ 
Or .9 


1R Q 
OD 9 












Grocenes and related products 


514 


38 0 


37 7 


381 


37.8 


_ 


_ 


_ 


_ 


_ 


Chemicals and allied products 


516 


39.1 


39.1 


39.3 


39.1 


- 








- 


Petroleum and petroleum products 


517 


iQ n 
oy u 


1Q A 
09 *» 


io o 

OO.O 


39.3 












Beer, wine, and distilled beverages 


518 


1C 7 

OS. r 


IK 7 

o9. r 


IK R 
09.D 


ic n 
o9 U 












Miscellaneous nondurable goods 


519 


36.9 


36.7 


36.8 


36 3 




_ 


_ 


_ 




Retail trade 




OQ 1 


00 1 

£0.0 


OQ 1 
C9 O 


OO 1 

co.o 


OQ R 
CO D 










Building rr,atenals and garden supplies 


52 


1ft 7 
OD. r 


1R 0 
OD.C 


1R A 
OD I 


1C o 
o9.o 












Lumber and other building materials 


521 


38.6 


38.1 


38.3 


37.5 


_ 


_ 




_ 


_ 


Hardware stores 


525 


33.2 


32.5 


33.3 


32 7 


- 


- 


- 


- 


- 


General merchandise stores 


53 


00 i 
CO. 1 


OR 7 
CD. r 


00 R 
cO.D 


OS 7 
c9 / 












Department stores 


531 


07 Q 
cr 9 


OR A 
CD 1 


00 O 
CO C 


OK O 

c9.c 












Variety stores 


533 


29.2 


28.4 


31.0 


261 


- 


- 


- 


- 


- 


Misc. general merchandise stores 


539 


30.1 


28.3 


31.4 


29.0 














94 


oU.1 


29.1 


29.9 


OQ 7 

C9. r 












Grocery stores 


541 


in A 


OQ A 
C9 *1 


i(^ n 


OQ O 
C9 O 












Retail bakeries 


546 


07 a. 


OR n 

CD U 


00 A 
CO H 


07 A 












Automotive dealers and service stations 


55 


36 6 


36.2 


36 4 


36 3 












New and used car dealers 


551,2 


37 4 


371 


37 3 


37 3 


- 


- 










553 


1Q 0 

09.C 


1ft A 
OO.O 


10 ^ 

OO 9 


10 1 
00.0 














554 


34 2 


33 6 


33 9 


34.1 












Apparel and accessory stores 


56 


26.9 


25.5 


27.8 


25 7 












Men's and boys' clothing and furnishings 


561 


29 7 


29.1 


30 5 


29.2 












Women's ready-to-wear stores 


562 


25.6 


24.5 


26.0 


24.1 












Family clothing stores !... 


565 


27.1 , 


24.9 


28 3 


25 5 














566 


27 9 


26 7 


28.6 


26.8 














57 


331 


32 8 


33.6 


32..^ 












Furniture and home furnishings stores 


571 


33.0 


32.4 


33.5 


32.5 












Household appliance stores 


572 


33.9 


33.5 


34.0 


33 3 












Radio, television, and music stores 


573 


32.8 


332 


33.5 


32.1 












Eating and drinking places^ 


58 


25.9 


24 7 


25 6 

i 


25.0 








■1 ■ 



See footnotes at end of table. 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

0-2. Av«r«gt hours and tamlngt of production or nontuporvitory worktrt' on private nonagrlcultural payrolls by dttailed 
tnduttry-^ontlnusd 



Industry 



Transportation und puMIc utlHtl«s-Contlnusd 

Communication 

Telephone communfcation 

Radio and television broadcasting 



ElectfK:, gas, and sanitary services . 

E^ectrjc services 

GfjS production and distribution .... 

Combination utility services 

Sanitary services 



Wholssala trada . 



DuraWe goods 

Motor vehicies and automotive equipment 

Furniture and home furnishings 

Lumber and construction materials 

Sporting goods, toys, and hobby goods 

Metals and miners Is, except petroleum 

Electrical goods 

Hardware, plumbing, and heating equipment . 

Machinery, equipment, and supplies 

Miscellaneous durable goods 



Nondurable goods 

Paper and paper products 

Drugs, proprietaries, and sundries ... 
Apparel, piece goods, and notions .. 

Groceries and related products 

Chemicals and allied products 

Petroleum and petroleum products . 
Beer, wine, and distilled beverages . 
Miscellaneous nondurable goods 



Rstalt trada . 



General merchandise siores 

Department stores 

Variety stores 

Misc. general merchandise stores . . 



Food stores 

Grocery stores . 
Retail bakeries . 



Automotive dealers and service stations . 

New and used car dealers 

Auto and home supply stores 

Gasoline service stations 



Apparel and accessory stores 

Men's and boys' clothing and furnishings , 

Women's ready-to-wear stores 

Family clothing stores 

Shoe stores 



Furniture and home furnishings stores ... 
Furniture and home furnishings stores 

Household appliance stores 

Radio, television, and music stores 



1972 
SIC 
Code 



48 
481 
483 

49 

491 

492 

493 

495 



50 

501 

502 

503 

504 

505 

506 

507 

508 

509 

51 

511 

512 

513 

514 

516 

517 

513 

519 



Building nruitenals and garden supplies 52 

Lumber and other building materials 

Hardware stores 



Eating and drinking places^ ... 
See footnotes at end of table. 



521 
525 

53 
531 
533 
539 

54 
541 
546 

55 

551.2 

553 

554 

56 

561 

562 

565 

566 

57 
571 
572 
573 

58 



Average hourly earnings 



Avg. 
1987 



$12,43 
13.21 
10.86 



13.86 
13.00 
16.16 
10.14 

9.61 

9.74 
8.70 
8.92 
9.26 
9.76 
10.35 
10.07 
9.23 
10.40 
7.75 

9.41 
10.14 
10.81 

9.18 

9.52 
12.08 

9.66 
11.03 

7.70 

6.12 

7.01 
7.35 
5.94 

6.48 
6.80 
4.81 
5.02 

6.95 
7.11 
5.61 

7.76 
9.44 
6.69 
5.51 

5.57 
6.59 
5.23 
5.51 
5.61 

7.51 
7.59 
7.48 
7.40 

4.41 



Jan. 
1987 



$12.28 
13.07 
10.63 



13.80 13.61 



13.65 
12.79 
15.90 
9.95 

9.49 

9.58 
8.57 
8.75 
9.08 
9.85 

10.22 
9.84 
9.15 

10.21 
7.64 

9.36 
9.92 

10.65 
9.21 
9.49 

12.01 
9.74 

10.80 
7.65 

6.09 

6.99 
7.31 
5.80 

6.41 
6.71 
4.75 
5.01 

6.95 
7.11 
5.58 

7.57 
9.13 
6.56 
5.44 

5.48 
6.46 
5.18 
5.56 
5.26 

7.41 
7.57 
7.30 
7.19 

4.39 



Dec. 
1987 



$12.61 
13.38 
11.25 

14.02 
14.04 
13.21 
16.41 
10.54 

9.74 

9.90 
8.95 
8.96 
9.45 
9.55 
10.45 
10.29 
9.C3 
10.57 
7.82 

9.53 
10.39 
10.83 

9.22 

9.63 
12.11 

9.78 
11.28 

7.75 

6.19 

7.17 
7.55 
6.05 

6.57 
6.90 
4.89 
4.94 

6.90 
7.06 
5.75 

7.84 
9.44 
6.85 
5.64 

5.62 
6.63 
5.28 
5.44 
5.82 

7.75 
7.75 
7.74 

7.75j 

4.50 



Jan. 
1988' 



$12.53 
13.28 
11.32, 

13.96 
13.96 
13.22 
16.25 
10.60 

9 79 

9.94 
9.01 
8.99 
9.44 
9.43 
10.45 
1036 
9.35 
10.61 
7.85 

9.56 
10 44 
10.88 

9 43 

9.62 
12.24 

9.79 
11.03 

7.78 

6.23 

7.22 
7.57 
6.08 

6.40 
6.69 
4.83 
5.12 

6.97 
7.10 
5.74 

7.83 
9.39 
6.86 
5.65 

5.72 
6.80 
5.38 
5.54 
5.65 

7.68 
7.80 
7.72 
7.47 

4.53 



Feb. 
1988' 



$9.81 



6.22 



Average weekly earnings 



Avg. 
1987 



$497.20 
545.57 
394.22 

572.70 
571.03 
530.40 
685.18 
428.92 

367.10 

376.94 
333.21 
332.72 
364.84 
355.26 
421.25 
386.69 
354.43 
406.64 
297.73 

352.88 
376.19 
404.29 
337.82 
361,76 
472.33 
376,74 
393,77 
284,13 

179,32 

257,27 
283,71 
197,21 

182,09 
189,72 
140,45 
151,10 

209,20 
216,14 . 
154,84 

284,02 
353,06 
262,25 
188,44 

149,83 
195,72 
133,89 
149,32 
156,52 

248,58 
250,47 
2b3,57 
242,72 

114,22 



Jan, 
1987 



$487,f;2 
534,56 
386.93 

564,82 
566,48 
529,51 
667,80 
412,93 



Dec, 
1987 



$505 66 
553,93 
40613 

586,04 
582,66 
544,25 
708,91 
439,52 



361,57 373,04 



369,79 
327,37 
323,75 
352,30 
361,50 
413,91 
380,81 
347,70 
397,17 
287,26 

350,06 
368,03 
399,38 
33h 32 
35777 
469,59 
383,76 
385,56 
280,76 

172,35 

253,04 
278,51 
191,43 

171,15 
177,14 
134,90 
141,78 

202,25 
209,03 
145,08 

274,03 
338,72 
254,53 
182,78 

139,74 
187,99 
126,91 
138,44 
140,44 

243,05 
245,27 
244,55 
238,71 

108,43 



385,1 1 
346,37 
341,38 
372,33 
346,67 
436,81 
395,14 
359,21 
414.34 
297,94 

358,33 
388,59 
410,46 
345,75 
366,90 
475,92 
379,46 
401,57 
285,20 

181,37 

260,99 
289,17 
201,47 

187,90 
194,58 
151,59 
155,12 

206,31 
211,80 
163,30 

285,38 
352,11 
263,73 
191,20 

156,24 
202,22 
137,28 
153,95 
166,45 

260,40 
259,63 
263,16 
259,63 

115,20 



Jan. 
1988' 



$502,05 
548,46 
413,18 

582,13 
580,74 
547,31 
697,13 
428,24 

372,02 

382,69 
344,18 
339,82 
360 61 
334,77 
429,50 
395,75 
360,36 
413,79 
292,02 

355,63 
383,15 
409,09 
347,97 
363,64 
478,58 
384,75 
386,05 
282,41 

176,31 

258,48 
283,88 
198,82 

164,48 
168,59 
135 72 
148,48 

207,01 
2M,58 
157,28 

284 23 
350,25 
262,74 
192,67 

147,00 
198,56 
129,66 
141,27 
156,78 

249,60 
253,50 
257 08 
239,79 

113,25 
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ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 

0*2. Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
industry— Continued 



Industry 


1972 
SIC 
Code 


Average weekly hours 


Average overtime hours 


Avg 

1570/ 


Jan. 
1987 


Dec. 
1987 


Jan. 
1988'' 


Feb. 
1988" 


Avg. 
1987 


Jan. 
1987 


Dec. 
1987 


Jan. 
1988^* 


Feb. 
1988** 


Rolail trad6*--Continu6d 
























MiSC6ll8n^US r6t8ii 


59 


30.3 


29 7 


30 9 


29 5 


- 


- 


- 


- 


- 


- 


Drug stores and propnetary stores 


591 


28.1 


27 7 


28.3 


27 3 














Miscellaneous shopping goods stores 


594 


28 8 


28.1 


29 9 


27.8 














Nonstore retailers ... ... 


596 


oo 1 


32.3 


35.1 


31.8 














Fuel and ice dealers . . 


598 


38.7 


39 4 


39.5 


41 8 












I 


Retail stores nec . . 


599 


32.1 


31.1 


32 2 


30.6 


- 


- 


- 


- 


- 


- 


Finance, insurance, and real estate*^ 




36 2 


36 3 


36 0 


362 


36 6 


- 


- 


- 


- 


- 


Banking 


60 


361 


36 2 


35.8 


36 0 


_ 


_ 


_ 


_ 


_ 


_ 


Commercial and stock savings banks 


602 


361 


36.3 


35 7 


35.9 


- 


- 


- 


- 




- 


Credit agencies othe« than banks 


61 


OO / 


oo.b 


OO.d 


36 5 














Savings and loan associations 


612 


36.0 


36.1 


35 6 


360 


I 


_ 






_ 


I 


Personal credit institutions 


614 


36 7 


36 3 


36 4 


364 


- 


- 


- 


- 


- 


- 


insurance earners 


63 


37 3 


37 5 


37.3 


37 6 














Life insurance ... 


631 


36 9 


of ,\J 


36 8 


37.1 














Medical service and health insurance 


632 


38.0 


39.0 


38.3 


39 2 


_ 


_ 


_ 




_ 




Fire, marine, and casualty insurance 


633 


37 3 


37.3 


37.1 


37.3 


- 


- 


- 


- 


- 


- 


Services 




32 5 


32.2 


32 4 


32 5 


32 7 




_ 


_ 


_ 


_ 


Hotels and other lodging places. 
























Hotels, motels, and tourist courts^ ... 


701 


30 7 


29.4 


29 7 


30.2 


- 


- 


- 


- 


- 


- 


Personal services: 
























Laundry, cleaning, and garment services 

Beauty shops^ 


721 


34.2 


33.8 


34 2 


331 


- 


- 


- 


- 


- 


- 


723 


29 5 


29 0 


29.7 


291 














Business services 


73 


33.5 


33.3 


33 7 


33.6 














Advertising 


731 


36 5 


36.0 


36.7 


36.7 








** 






Services to buildings 


734 


28 6 


28 1 


28.5 


28 3 










- 




Computer and data processing services 


737 


37.5 


37 7 


37.4 


38 1 














Auto repair services and garages 


75 


369 


37 0 


36 5 


36.6 


- 


- 


- 


- 


- 


- 


Automotive repair shops 


753 


38 4 


38 5 


38.4 


38 0 














Miscellaneous repair services 


76 


37 8 


37 6 


38 4 


37.7 








■ 


** 


— 


Motion pictures 


78 


29.3 


28.8 


29.6 


28.8 




- 


- 


- 


- 


- 


Motion picture production and services 


781 


37 2 


36 9 


38.1 


35 9 














Amusement and recreation services 


79 


28 9 


28.2 


28.3 


28 0 














Health services 


80 


32.4 


32.2 


32.3 


32.5 














Offices of physicians 


801 


30 9 


30.9 


31.0 


31.3 














Offices of dentists 


802 


28.3 


28.2 


28 6 


28 4 














Nursing and personal care facilities 


805 


31.6 


31.4 


31.6 


31.8 














Hospitals .. 


806 


34 1 


34.0 


34 0 


34 2 














Legal services 


81 


346 


34 5 


34.4 


35.0 














Miscellaneous services 


89 


38.4 


38 5 


38.2 


38.4 














Engineering and architectural services 


891 


39 5 


39.4 


39.6 


39.1 














Accounting, auditing, and bookkeeping 


893 


37.3 


37.9 


36 4 


37.8 

1 ! 













See footnotes at end of table. 



ESTABLISHMENT DATA 
HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



C*2. Average hours and earnings of production or nonsupervisory workers' on private nonagricultural payrolls by detailed 
Industry^ontinued 



Industry 



Retail trade— Continued 

Miscellaneous retail 

Drug stores and propnetary stores 
Miscellaneous shopping goods stores , 

Nonstore retailers 

Fuel and ice dealers . . 

Retail stores, nec 



Finance, Insurance, and real estate" 

Banking 

Commercial and stock savings banks . 



Credit agencies other than banks 
Savings and loan associations ... 
Personal credit institutions 



Insurance earners 

Life insurance 

Medical servi.'e and health insurance . . 
Fire, marine, and casualty insurance 



Services 

Hotels and other lodging places. 
Hotels, motels, and tourist courts^ 

Personal services: 
Laundry, cleaning, and garment services 
Beauty shops* 

Business services 

Advertising 

Services to buildings . 

Computer and data processing services . 

Auto repair, services, and garages . 
Automotive repair shops . 

Miscellaneous repair services .... 

Motion pictures 

Motion picture production and services 

Amusement and recreation services 

Health services . . 
Offices of physicians .... 

Offices of dentists 

Nursing and personal care facilities .. 
Hospitals 

Legal services 

Miscellaneous services 

Engineering and architectural services 
Accounting, auditing, and bookkeeping ... 



1972 
SIC 
Code 



59 

591 

594 

596 

598 

599 



60 
602 

61 

612 

614 

63 
631 
632 
633 



701 



;721 
1 723 

73 
731 
734 
737 

75 
753 

76 

78 
781 

79 

|80 

801 

802 

805 

806 

81 



891 
893 



Average hourly earnings 



Avg 
1987 



$6 32 
5.86 
5 86 
7.18 
9 06 
6.49 

8 76 

7.50 
7 26 

7.97 

7 41 

7.49; 

9.62 
917 
9.42 

9 98 

8 47 



Jan. 
1987 



Dec. 
1987 



614' 
6.40 

871 
11.89 

6 74 
12 12 

7 83 

8 42 

9.14i 

1215 
16 28 

7 03 

8 70 
8.40! 
8.49 
5.99 
9.85 



11 96 

12.10 
12.96 
10.33 



* Data relate to production workers m mining and manufacturing, 
construction workers in construction, and nonsupervisory workers tn 
transportation and public utilities, wholesale and retail trade, finance, 
insurance, and real estate, and services. 

^ See table C-2a for average hourly earnings m the aircraft industry (SIC 
3721). 

^ Publication of data for SIC 3761. and thus the 376 aggregate, has 
been temporarily suspended, as the series may have been inflated by the 
incorrect incorporation of lump-sum payments Estimates for October 1983 
forward are under review. 

* Data relate to line haul railroads with operating revenues of 



S6.27 
5.77 
5.82 
7.13 
9.17 

6 40 

8.60 

7.37 
715 

7 84 
7.23 

7 37 

9.36 
8.91 
9 24 
9 70 

8 37 



6.121 6.12 



6.03 
6 10 

8.58 
11.30 

6 56 
11 73 

7 66 
8.30 

8.89 

12.45 
16 74 



8 53| 
8 291 
8.38i 
5 891 



11 84 
12.84 
9.89 



S6.32 
5 90 
5.82 
7.21 
9 29 
6.43 

8 87 

7.60 
7.36 

8.04 

7 55 
7.57 

9 82 
9.43 
9 48 

10 25 

8 73 



6.41 



6 22 
6.72 

8.88 

12 24 
6.84 

1':38 

3.02 

8 58 

9 49 

13 15 
17 07 



Jan 
1988^ 



7 49 7.68 



8.91 
8.57 
8 66 
6.12 



9 63j 10 14 
1169! 12 33 



12.37 
13 17 
10 58 



$6.52 
6.04 
610 
7.25 
9.61 

6 54 

9.01 

7.73 

7 52 

8.14 
7 65 
7.61 

9.91 
9 50 
9.45 
10 35 

8.78 



6 33 



6.26 
6.55 

9 01 
12 30 

6.75 
12 35 

8 07 
8.68 j 

9 41' 

I 

I267i 
16 64! 

7.64 

8 98 
8 65 
8 70 
618 
10.23 

12.46 

12 36 
13.24 
10.53 



Feb 
1988' 



$9 05 



8 80 



Average weekly earnings 



Avg. 
1987 



$191.50 
164 67 
168 77 
237 66 
350.62 
208.33 

317.11 

270.75 
262.09 

292.50 
266.76 
274.881 

358.8J 
338 37 
357 96 
372.25 



Jan. 
1987 



Dec 
1987 



Jan 

1988^^ 



Feb 
1988" 



Si 86 22 
159 83 
163 54 
230.30 
361.30 
199 04 



$195,291 $192.34 
166.97 164 89 



174.02 
253 07 
366 96 
207 05 



312.18 319.32 

266 79 272 08 
259,55 262 75 



286 16 
261 00 
267.53 

351 00 
329 67 
360 36 
361.81 



275 28 269 £l 



187.88 



179 93 



209.99 203 81 
188 80 ! 176.90 



! 291.79 
i 433 99 
1 192.76 
454.50 



285.71 
406 80 
184.34 
442.22 



291.05 
268.78 
275.55 

366 29 
347 02 
363.08 
380 28 



169 58 
230 55 
401 70 
200.12 

32616 

278 28 
269.97 

297.11 
275.40 
277.00 

372.62 
352 45 
370.44 
386.06 



$331 23 



282 85 285.35 | 287 76 



190.38 



212.72 
199 58 

299.26 
449 21 
194.94 
463.01 



288.93 283 42 292 73 
; 323 33 ! 319 55 329 47 



345 49 I 334 26 



356.00 
605.62 



203.17 



358.56 
617.7? 



364 42 



191 17 j 



207.21 

190 61 

302 74 
451.41 

191 03 ! 
470.54 

295 36 
329 84 

i 

354 76 I 



389.24 364 90 , 
650 37 ! 597.38 ! 



21122 ' 217.34 I 21392 



' 281 88 i 274 67 i 287 79 I 

i 259 56 ; 256.16 ' 265.67 ! 

i 240.27 236 32 \ 247.68 

189 28 184 95 ; 193 39 

335.89 327.42 344.76 



413 82 

464 64 
511.92 
385.31 



403 31 



291 85 1 
270.75 ' 
2^7.08 
196 52 ! 
349.87 i 



I 



424 15 436 10 i 



455 84 

505.90 I 521.53 
374 83 385 11 



472.53 j 474 62 
517.68 
398.03 



$50,000,000 or more. 
^ Money payments only, tips, not included 

^ Data for nonoffice sates agents are excluded from alt series m this 
division. 
- Data not available. 
" = preliminary. 

NOTE Establishment survey estimates are currently projected from 
March 1986 benchmark levels When more recent benchmark data are 
introduced. "'I unadjusted data from April 1986 forward are subject to 
revision 
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A Note on Average Hourly Earnings 
in Aircraft IVIanufacturing 



For many years, the Bureau of Labor Statistics* average 
hourly earnings series for production workers in aircraft 
manufacturing (siC 3721) has been used to escalate labor costs 
in contracts between aircraft companies and their customers. 
Although the Bureau's series by definition takes account of 
traditional wage rate changes, it does not capture **lump-sum 
payments to workers in lieu of general wage increases" which 
were negotiated in aircraft manufacturers' collective bargain- 
ing agreements beginning in late 1983. 

As a service to aircraft companies and other interested parties, 
BLS has calculated an average hourly earnings series for sic 3721 
which includes lump-sum payments. This series is presented in 
table C-2a along with the average hourly earnings series produc- 
ed as part of the Current Employment Statistics program. The 
series begins in October 1983, the effective date of the first air- 
craft bargaining agreement using lump-sum payments. 

The general practice in the industry has been to make this 
payment at the beginning of the contract year **in lieu of a 
wage increase" and to base the amount of the payment on the 
workers' earnings during the preceding year. As a result, the 
Bureau considered three approaches to the method for 
calculating an average hourly earnings series which includes 
lump-sum payments: 

1. The entire payment could be included in the month in 
which the payment was made. 

2. The payments could be prorated backward to payroll 
periods used to determine the amount of the lump-sum 
payment. 

3. The payments could be prorated forward as an advance 



payment for payroll periods m the year following the 
payment. 

The first approach, attractive because it includes the pay- 
ment in the month in which it is received by the worker, creates 
1-month **spikes" and a series which would not be useful for 
escalatiOii purposes. The second approach, which prorates the 
payments backward, places emphasis on the determination of 
the amount of the payment from workers' earnings in the 
previous year. This approach generally relates the payments to 
the workers who receive them. However, the Bureau has 
received statements from both union and company officials 
who negotiated the agreements covering a majority of the 
workers in the industry. These statements make clear that the 
intent of the bargainers was to make an advance payment for 
the upcoming contract year in lieu of an increase in wage rates 
for that following year. 

Because bls has a longstanding policy of leaving the interpreta- 
tion of collective bargaining agreements to the parties involved, 
the Bureau calculated the inclusion of lump-sum payments using 
the third method, prorating the payments forward through the 
years covered by the contract. Because the payments prorated for- 
ward under this approach may include payments to workers no 
longer on the payroll, data provided by the aircr' it companies 
have been used to adjust for this difference. 

Lump-sum payments are but one of several recent changes 
in the way that employees are compensated. The changes are 
widespread and they differ by industry. Because of these 
developments, the Bureau plans to conduct a broad-based 
review of all concepts and definitions used in its earnings and 
wage programs to determine the proper treatment of lump- 
sum payments and other new compensation practices. 



C-2a. Average hourly earnings in aircraft manufacturing (SIC 3721) 







Annual 


Jan. 


Feb 


Mar. 


Apr, 


May 








1 










Year 


average 


June 


July 


Aug 


Sept. 1 

1 


Oct 


Nov. 


Dec 






Average hourly earnings, excluding lump'Sum payments 


1983.. 






















1 


$12.76 


$12.83 


$12.93 


1984 ,.. 




$12.91 


$12 82 


$12.88 


$12.85 


$12.81 


$12.78 


$12 87 


$12 89 


$12.87 


$1297| 


13 04 


13.05 


13.13 


1985 




1318 


13.01 


1312 


13.11 


1304 


13.06 


13.11 


1305 


13.16 


13.261 


13 35 


13.37 


13.48 


1986 




13.48 


13.38 


13.44 


1346 


13.45 


13.38 


13.42 


13.41 


13.44 


13 48! 


13,52 


13.67 


13.65 


1987 




13.74 


13.61 


13.61 


13.66 


13.63 


13.73 


13 72 


13.68 


13.76 


13.76! 

i 


13 80 


13.94 


13.99 



Average hourly earnings, including lump-sum payments 



1983 






















$12.83 


$12 92 


$13 03 


1984 


$13.11 


$12 95 


$13.02 


$13.02 


$12.98 


$12.97 


$13.06 


$13.11 


$13.09 


$1319 


13.26 


13.28 


13.37 


1985 


13.40 


1326 


13.36 


13.33 


13.26 


13.27 


13 33 


13.29 


13 39 


13.48 


13.54 


13.57 


1368 


1986 


13.80 


13.58 


13.64 


13 66 


13.68 


13.60 


13.64 


13.61 


13.63 


13.67 


14.19 


14.31 


14.26 


1987 


14.32 


14.21 


14.25 


14.29 


14.36 


14.42 


14 39 


14.37 


14.43 


14 39 


14 13 


14.26 


14.31 
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ESTABLISHMENT DATA 
EARNINGS 
NOT SEASONALLY ADJUSTED 



C*3. Averagt houriy tarningSt excluding overtime,* of production workers on manufacturing payrolls 



Industry 


Avg. 


Feb 


Dec. 


Jan 


Feb. 


1987 


1987 


1987 


1988'' 


1988^= 


Manufacturing 


$9.48 


$9.44 


S9.60 


$9 63 


39 64 


Durabia oikMlt 


10 00 


9 96 


10 1 * 


10 14 


in 1 

1 V 13 


Lumber and wood products 


8.03 


*.96 


8.08 


8 19 


(') 


Furniture and fixtures 


7.41 


7 34 


7.48 


7 55 


0 

0 


Stone, clay, and glass products 


9.69 


9.62 


9 76 


9.85 




11.33 


11 18 


11.44 


11.42 


(') 


Fabricated metal products 


9 59 


9.57 


9.72 


9 71 


(') 


Machinery, except electrical 


10.28 


10 22 


10.37 


10.38 


{') 


Electrica! and electronic equipment 


9 55 


9.51 


9 62 


9 63 


(') 


Transportation equipment 


12.34 


12.26 


^2.58 


12.58 


0 


Instruments and related products 


9.40 


9 35 


9 46 


9.55 


0 


Miscellaneous manufactunng 


7.49 


7 45 


7.64 


7.73 


0 


Nondurable goods 


8.77 


8.72 


6.88 


8 91 


36.92 


Food and kirrdred products 


8.49 


8.54 


8.60 


8.61 


0 


Todacco manufactures 


13.39 


13 25 


13.03 


13.37 


{') 


Textile mill products 


6.82 


6 76 


6.95 


7.01 


{') 


Apparel and other textile products 


5.80 


5.79 


5.86 


5.89 


(') 


Paper and allied products 


10.78 


10.67 


10.87 


10 87 


(') 


Printing and publishing 


9 88 


9 79 


9.99 


10.02 


{') 


Chemicals and allied products 


11 82 


11.68 


12 03 


11 97 


{') 


Petroleuft and coal products 


13.78 


13.79 


13.94 


14.07 


(') 


Rubber and misc. plastics products 


8.47 


8.41 


8.55 


8.54 


(') 


Leather and leather products 


5.90 


5 88 

1 


5.95 


5.97 


(') 



* Derived by assuming that overtime hours are paid at the rate NOTE: Establishment survey estimates are cur.'-ently projected 

of time and one*haif, from March 1986 benchmark levels. When more recent benchmark 

^ Not available, data are introduced, all unadjusted data from Apnl 1986 forward arc 

= preliminary. subject to revision 
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ESTABLiSHMENT DATA 
EARNINGS 

NOT SEASONALLY ADJUSTED 

C-4. Average hourly and weekly earnings of production or nonsupervlsory workers'on private 
nonagrlcultural payrolls by major Industry, In current and constant (1977) dollars. 



industry 



Total private: 

Current dollars 
Constant (1977) dollars . 

Mining: 

Current dollars 

Constant (1977) dollars 

Construction: 

Current dollars . 
Constant (1977) dollars . 

Manufacturing: 

Current dollars 

Constant (1977) dollars 

Transportation and public utitities: 

Current dollars ... ... 

Constant (1977) dollars 

Wholesale trade: 

Current dollars 

Constant (1977) dollars 

Retail trade: 

Current dollars 

Constant (1977) dollars 



Finance, insurance, and real estate: 

Current dollars 

Constant (1977) dollars 

Services: 

Current dollars 

Constant (1977) dollars 



Average hourly earnings 



Average weekly earnings 



1 Avg 


1 

i Jan. 


Dec 


Jan 


Feb. 


"Vg 


1 Jan. 


Dec 


1 Jan 


1 Feb 


1 1987 


1 1987 


1987 


1988'' 


1988" 


1987 


1987 


1987 


i 1988' 


1 1988' 


I 

1 $8 98 


I $8 90 


$913 


59.18 


t 
1 

i SQ 17 








i 

S3 15.791 S317.28 


1 4 86 


4 93 


4.87 


4 88 




169.28 


169 52 


170.03 


167.97 


i 


1 12 45 


1 

: 

1 2.66 


1250 


12.67 


$12 60 








532 14 


t 

! S527 94 


{ 6.74 


7.01 


6 67 


6.74 


(0 


285 29 


297.92 


285 49 


28305 


1 


1 12 66 


12 58 


12 78 


12.92 


$12 74 


ATT OQ 


467 98 


480 53 


465.12 


$461 19 


• ! 6 86 


6.97 


682 


6 87 


(') 


258 55 


259 13 


256.42 


247 40 


{') 


1 9 91 


9.84 


1008 


10.07 


$10 07 




vini a7 


AOi 1A 


41287 


$409.85 


.j 5 37 


5.45 


5 38 


5 36 


(') 


220 10 


222.30 


224 83 


219.61 




1 12 01 


11 89 


12.17 


12.12 


$12 14 




4*^7 77 


A77 nR 


471.47 


$472 25 


6 51 


6.58 


6 49 


6 45 


(') 


254.38 


253.47 


254.57 


250.78 


e) 


9 61 


9 49 


9.74 


9.79 


$981 


367.10 


361.57 


373 04 


372.02 


$371.80 


5.21 

1 


5.25 


5 20 


5^21 




198.86 


200 20 


193 06 


197.88 


(0 


i 

612 


6.09 


6.19 


6 23 


S622 


179.32 


172.35 


181.37 


176.31 


$177.89 


3.32 


3 37 


3 30 


3.31 


(') 


97.14 


95 43 


96.78 


93.78 


e) 


8.76 


1 

860 , 


887 


9 01 


S905 


317.11 


31218 


319 32 


326.16 


$331 23 


4.75 


4 76 


4 73 


4.79 


(0 


171.78 


172 86 


170.39 


173.49 


{') 


8 47 


8.37 


8.73 


8.78 


$8 80 


275.28 


269.51 


282.85 


285.35 


$287.76 


4.59 


4.64 


4 66 


4.67 


(0 


149.12 


149.23 


150.93 


151.78 





Dat^ relate to production workers in mining and manufacturing, 
construction workers in construction, and nonsupervisory workern in 
transportation and pi'biic utilitie:>, v/holesale and retail trade, finance, 
insurance, and real istate, and services 

' Not available. 

" = preliminary 



NOTE The Consumer Price Index for Urban Wage Earners and 
Clenca! Workers (CPI-W) is used to deflate the earnings senes 
Establishment survey estimates are currently projected from March 
1986 benchmark levels When more recent benchmark data are 
introduced all unadjusted data from April 1986 fonvard are subject to 
revision. 
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ESTABLISHMENT DATA 
HOURS 

SEASONALLY ADJUSTED 



C-S. Average weekly hours of production or nonsupervisory workers' on private nonagricultural payrolls 
by major Industry and manufacturing group, seasonally adjusted 



Industry 



1987 



Feb 


Mar. 


Apr. 


May 


June 


July 


Aug 


Sept. 


Oct. 

— i 


Nov 


Dec. 




Jan.*' 


Feb." 


34.9 


34.8 


34.7 


34 9 


34 8 


34 8 


34.9 


34.6 


34 9 


34 9 


34.6 


34.7 


34 9 




(') 




(') 


b 


(') 


(0 


(') 


{') 


(') 




(') 


(') 




(') 




(') 


(') 


(') 


(') 


(') 


(') 


(') 


n 


(') 


(') 


41.1 


40 9 


40 6 


41.0 


41.0 


41 0 


41.0 


406 


41.3 


41.2 


41.0 


41.1 


40.9 


36 


36 


35 


38 


3.7 


3.8 


38 


3.6 


40 


39 


38 


3.9 


3.8 


ill 7 


ill 


ill 9 
*♦ l.c 


ill (■ 


ill 


^1 A 

*♦ 1 D 


ill A 

•I 1 D 


ill n 


ill Q 




41.5 


41.7 


41.5 


3.7 


3.7 


3.6 


3.9 


3.8 


38 


4.0 


3.7 


4.1 


4.0 


39 


40 


3.9 


41 3 


40 9 


40 6 


41.0 


40 6 


406 


40.4 


39.4 


40.4 


40 8 


40.4 


40.2 


40 7 


40.2 


40.0 


391 


39.9 


40.0 


40.0 


401 


39.3 


40.0 


40.0 


39.8 


39.6 


39.6 


42.8 


42.5 


41.9 


42 3 


42 0 


42 2 


42.1 


41 9 


42 6 


42.5 


42.5 


42.0 


41.9 


42.6 


42.6 


42 3 


43.1 


43.1 


43.4 


43.5 


43.4 


43.7 


43 7 


43.6 


43.5 


43.2 


42 3 


42.3 


42.4 


43.3 


43 5 


44 1 


44.0 


45 2 


44 3 


44.0 


44 3 


44 0 


43.9 


41.6 


41.5 


41.2 


41.6 


41.5 


41.4 


41 5 


40.8 


42.0 


42 1 


41 7 


41 9 


41.5 


42.2 


42.0 


41 8 


42 2 


42 2 


42.4 


42.2 


41 6 


42 6 


42.7 


42 5 


42 8 


42 6 


41.1 


40.9 


40.6 


40 8 


41.1 


41 1 


41 0 


40.4 


41.1 


41 0 


40 9 


4^.2 


40.7 


42 5 


42 3 


41 9 


42.2 


41.9 


41.7 


41.9 


41 3 


42.5 


42.4 


41.4 


42.0 


42.0 


43.0 


42 9 


421 


42 5 


42 0 


419 


41 9 


41.3 


43.0 


43.1 


41.4 


42.1 


42.5 


41 3 


41 3 


41 0 


41 5 


41 5 


41 6 


41.7 


41 1 


421 


41 7 


41 3 


41.7 


41.5 


\ } 


\ ) 


\ ) 




\ ) 


\ } 


\ ) 


\ I 


\ ) 


\ t 


\ ) 


\ I 




40.3 


4U. 1 


39.7 




40 2 


Af\ O 


40.3 


40.1 


40 5 


40 4 


Af\ O 

4U d 


Ar\ A 


ACi 0 


3.5 


35 


3.3 


37 


3.6 


37 


3.7 


3.6 


3.8 


3.8 


3.7 


38 


36 


40.1 


40.0 


OQ O 
J9 O 


AV.i 


Af\ i 


Q 


A(\ O 


Af\ O 


A(\ C 

4U.D 


Af\ CI 


Af\ CI 


ilil 7 
•III 1 


iin 'J 


0 


0 


(') 


{') 


(') 


(') 


(') 


(') 


(') 


(0 


(') 


(') 


0 


42.0 


42.1 


41.4 


42 0 


AO i 


AO A 


AO i 


A^ O 

41. J 


il i Q 


A^ a 
41 o 


A^ 7 
41./ 


41 .o 


ill ii 


37.4 


37.0 


36.1 


37.2 


37.1 


37 3 


37.4 


36.3 


37 4 


37.1 


37.2 


36.9 


37.0 


■IJ J 


A'i n 
** J \j 






43 3 


43 5 


AO A 


43 8 


43.7 


43.5 


43 2 


43 b 


43.1 


38.1 


37.9 


37 7 


37.9 


38.1 


38.1 


37.9 


38.2 


38.0 


38.0 


37 9 


38.0 


37.9 


42 2 


42 0 


42.2 


42 1 


42 0 


42 2 


42.4 


42 8 


42.7 


42.7 


42.7 


42.6 


4^.6 


44 0 


44 1 


43 9 


44 3 


43.3 


44.4 


43 3 


43 2 


43 5 


43.6 


44.3 


44.4 


44.2 


0 


(') 


(') 


(') 


(') 


(') 




(') 


(') 


(') 


0 


(') 




(') 




(') 


e) 


(') 


(') 


(') 




(') 


{') 




(') 




39.2 


39 0 


39.0 


39 2 


38 8 


39 2 


39 3 


39.1 


39.3 


39 1 


39 0 


39 4 


39.1 


38 3 


381 


38 2 


38.3 


38 2 


38.1 


38.3 


38 0 


38.4 


38.3 


38.1 


38 2 


38.2 


29.3 


29.3 


29 5 


29 4 


29 2 


29 3 


29 6 


29 6 


29 3 


29 2 


28 8 


28 9 


29.2 


(') 


(') 


(') 




(') 


(') 


(') 


{') 


(') 


rt 


(') 


(') 


0 


32.6 


32 5 


32 4 


32 5 


32 5 


32 5 


32 5 


32 5 


32 5 


32.6 


32.4 


32 7 


32.9 



Total private 

Mining 

Construction 



Manufacturing 

Overtime hours 

Durable goods 

Overtime hours 

Lumber and wood products 

Furniture and fixtures 

Stone, clay, and glass products 

Primary metal industnes 

Blast furnaces and basic steel products 

Fabncated metal products 

Machinery, except electrical 

Electrical and electronic equipment 

Transportation equipment 

Motor vehicles and equipment 

Instmments and related products 

Miscellaneous manufactunng 



Nondurable goods 

Overtime hours 

Food and kindred products 

Tobacco manufactures 

Textile mill products 

Apparel and other textile products .. 

Paper and allied products 

Pnnting and publishing 

Chemicals and allied products 
Petroleum and coal products . .. . 
RuDber and misc. plastics products 
Leather and leather products 

Transportation and public utilities . . 

Wholesale trade 



Retail trtide 

Finance, insurance, and real estate . 
Services 



' Data relate to production workers in mining and manufacturing, 
construction workers in construction; and nonsupervisory workers in 
transportation and public utilities, wholesale and retail trade, finance, 
insurance, and real estate: and services. 

^ These series are not published seasonally adjusted because the 
seasonal components are small relative to the trend-cycle and/or irregular 



components and consequently cannot be separated with sufficient precision 
" = preliminary. 

NOTE Establishment survey estimates are currently projected from 
March 1986 benchmark levels. Whe.^ more recent benchmark data are 
introduced, all seasonally adjusted data from January 1983 forward are 
subject to revision 
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ESTABLISHMENT DATA 
HOURS 

SEASONALLY ADJUSTED 



C-6. Indexes of aggregate weekly hours of production or nonsupervlsory workers ' on private nonagrlcultural 
payrolls by major Industry and manufacturing group, seasonally adjusted 

(1977=100) 



Industry 



1987 



Feb I Mar 



Total private . 



119 7 ! 119.6 



Gooda-producing 



Mining 



Construction .... 
Manufacturing . 



Durabia goods 

Lumber and wood products 

Furniture and fixtures 

Stone, clay, and glass products 

Pnmary metal mdustnes 

Blast furnaces and basic steel products 

Fabncated metal products 

Machinery, except electrical 

Electrical and electronic equipment .. 
Transportation equipment 

Motor vehicles and equipment 

Instruments and related products 

Miscellaneous manufactunng 



NOndurabIa goods 

Food and kindred products 

Tobacco manufactures 

Textile -nill products 

Apparel and other textile products ... 

Paper and allied products 

Printing and publishing 

Chemicals and allied products 

Petroleum and coal products 

Rubber and misc. plastics products . 
Leal her and leather products 



Service-producing . 



Transpoklatlon and public utiiitlas 

Wholasaia trade 

Retail trade 

Finance, Insurancei and real estate ... 
Services 



99.3 

79.9 

136 2 

93.1 

906 
103.3 
107.9 
88 3 
61.2 
46 8 
89.1 
85.1 
100.8 
98 9 
89.0 
1020 
81.1 

96.7 
99.3 
76 0 
82.3 
86.1 
100.6 
1302 
93.4 
83.1 
113.5 
57.8 

131.0 



117.4 
120.4 
141.0 
150.1 



98 9 
80 0 

135.5 

92.8 

90 2 
102.5 
107 9 
87.5 
61.9 
47 7 
88.9 
84 7 

99 9 
98.2 
88.0 

101.7 
81.1 

96.5 
99.4 
77 7 
82.9 
85.3 
99.7 

129 4 
93.1 
83 3 

113.5 
57 8 

131.0 



Apr. 



107.8 107 7 



116.9 
120.3 
141.5 
150.2 



119.6 
98.0 
81.3 

132 8 

92.1 

89.6 
102.0 
105.7 
86.3 
621 
49.6 
88 4 
84.8 
99.0 
96.6 
85.6 
101.0 
79.9 

95 7 
99.3 
77.3 
81.3 
83.5 
99.5 

128.7 
93 4 
82 9 

112.6 
57.4 

131.5 

107.9 

117.4 

121.6 

142.0 

150.3 



May June July 



120.2 
99 2 
83.4 

134 3 



90.5 
103.2 
109 0 
86.9 
63.1 
50.7 
R9.0 
86.0 
99.4 
97.3 
86.1 
102.0 
81 0 

97.0 
99.6 
80.1 
82.9 
85.8 
100.5 
130.0 
93.7 
84.5 
114.5 
59.5 



131.9 131.7 ; 



108.5 
117.7 
121.2 
<42.5 
151.2 



120.0 
98 9 
83 5 

1326 



93.1 93.1 



90.5 
101.7 
109 5 
86.1 
63 5 
514 
891 
86.5 
99.9 
96.6 
85.1 
1022 
81.4 

97 0 
99 3 
76.3 
83.3 
85.9 
100.0 
131.1 
92.8 
83.4 
114.8 
59.7 



107.6 
117.6 
120 4 
142.7 
151.7 



120.6 
99.5 
85.0 

133.2 

93.6 

90.6 
102 4 
111.6 
86.1 
64.4 
52 6 
89.0 
87 0 
100.6 
94.3 
81.5 
03.0 
81.9 

98.1 
99.6 
73.1 
84 8 
88.2 
1008 
131.4 
94.5 
84.7 
115.0 
62.2 

132.3 

109.0 

117.5 

^^1.2 

142.0 

152.5 



Aug I Sept. 



121 2 
99.7 
85.2 

133.6 

93 8 

91.2 
101.2 
111.7 
86.1 
65.0 
53.0 
89 4 
87.4 
100.8 
97.4 
86.1 
103.0 

82 3 

97.7 
99.5 
71.0 
83.7 
86 6 
100.4 
131.4 
95.5 

83 4 
115.5 

61 4 

133.1 
109.7 
1182 
122.4 
143.0 
152.9 



Oct. 



120 4 
97.7 
84.9 

124 9 

93.1 

90.1 
99.2 

109.7 
85 9 
65.9 
55.2 
88.2 
86.7 
99 3 
95.2 
83 3 

1021 
80.7 

97.4 
99.1 
72.4 
82.4 
84.8 
101.9 
132.6 
96.4 
83.2 
115.5 
60.0 

132.9 

109.9 

117.3 

122.5 

141.4 

152.9 



121.9 
101.3 
87.7 
136.8 



Nov 



92.6 
101.7 
112.7 
87.7 
66.8 
54.9 
91.3 
89 3 
102.0 
97.8 
86 9 
105.1 
82.7 

98.7 
100.3 
73.8 
83.7 
87.8 
101.3 
132.3 
96 3 
84.5 
118.4 
61.1 

133.3 

110.9 

118.8 

121.9 

142.2 

153.5 



122 2 
101 4 
86 4 
136.1 



95.0 95.4 



93 0 
104.2 
113.3 
88.1 
67.3 
55 0 
92.2 
90.1 
102 0 
97.3 
86.7 
104.6 
82.5 

99.0 
101.4 
75.4 
83.8 
87.6 
101.0 
133.0 
97.0 
83.9 
119.3 
60.2 

133.6 

110.7 

119.0 

121.6 

142.9 

154.6 



Dec. 



Data relate to production woriters in mining and manufactunng; 
construction woriters in construction, and nonsupervisory workers in 
transportation and public utilities; wholesale and rotait trade; finance, 
Insurance, and reel estate; and services. 
^ - preliminary. 



121.8 
101 6 

85.8 
138.5 

95.2 

92.6 
1C3.7 
1125 
88.7 
67.1 
55.1 
91.7 
90.1 
102.7 
94.9 
83.0 
103.6 
82.0 

99.2 
101.4 
78.5 
83.6 
87.3 
100.5 
133.1 
97.8 
86.9 
119.8 
60.2 

133.0 

110.5 

118.8 

120.1 

141.1 

154.5 



1988 



Jan.^ 



122.3 
100.5 

82 8 
130.5 

95.6 

92.9 
102.8 
113.4 
86 7 
66.6 
54.8 
92.3 
91.3 
103.3 
95.6 
83.2 
105.2 
82.4 

99.5 
103.0 
79.6 
83.1 
86.4 
101.7 
134.5 
97.6 
87.1 
120.1 
60.0 

134.3 

112.0 

119.5 

121.6 

142.7 

156.0 



Feb." 



123.5 
101.3 

83.6 
136.7 

95 3 

92.7 
104.6 
113.4 
86.9 
66.5 
55.4 
91.6 
91.1 
102.1 
95.5 
83.8 
104.7 
82.8 

99.2 
102.2 
77.3 
83.1 
86.3 
100.7 
135.1 
97.9 
87.5 
119.3 
58.9 

135.8 

111.4 

119.8 

123.5 

143.7 

158.2 



NOTE: Establishmeni survey estimales are currently projected from 
March 1986 benchmarit levels. When more recent benchmark data are 
introduced, alt seasonally adjusted data from January 1983 fonward are 
subject to revision. 
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ESTABLISHMENT DATA 
EARNINGS 
SEASONALLY ADJUSTED 



C*7. Tht Hourly Earnings Index and average hourly and weekly earnings of production or nonsupervlsory worlcers ' 
on private nonagricultural payrolls, seasonally adjusted 



Industry 



1987 



1988 



Feb. 


Mar. 


Apr. 


May 


June 


July 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


Jan" 


Feb." 










Hourly Earnings lndex'(1977 = 


100) 










171.8 


172.2 


172.6 


172.9 


172.9 


173 2 


174.1 


174.6 


174.9 


175.8 


175.7 


176.4 


17<5 5 


C) 


C) 


(') 


0 


(') 


0 


(') 


(') 


(') 


0 


0 




0) 


152.4 


153.8 


153.7 


154.1 


1550 


154 0 


154.7 


154.0 


154.7 


1566 


154 4 


156.8 


157.1 


173.7 


174 3 


175.0 


174.4 


174.7 


174.7 


175.5 


176.7 


176.3 


17«.S 


176.9 


177 0 


177.4 


174.3 


174 6 


175 2 


176.2 


175.6 


1764 


177.0 


176.6 


1769 


177.1 


177.4 


177 4 


177 6 


rt 


C) 


C) 


rt 


C) 




C) 


C) 


(') 




C) 


0 


C) 


158.9 


159 0 


159.8 


160.2 


160 3 


1609 


161.5 


162.7 


162.2 


162.3 


162.7 


162.8 


162.4 


C) 


C) 


C) 




(') 


C) 


C) 


C) 


(') 


C) 


C) 


C) 


C) 


1784 


179.0 


179 4 


179.9 


179.9 


180.5 


182.4 


182 3 


183.9 


1852 


185.1 


186.3 


1859 


94.8' 


94 4 


94.2 


94.0 


93.8 


93.7 


93.7 


93.8 


93.6 


93 8 


93 6 


93.7 


(') 


Average hourly earnings 


S8.88 


$8.91 


$8 91 


$8.95 


$8.94 


$8 96 


$9.02 


$9.02 


$9.08 


$9 12 


$911 


$914 


$9.12 


C) 


(') 


0 




C) 


(') 


C) 


{') 


(') 


0 


(') 


C) 


C) 


$12.48 


$12.62 


$12.61 


$12 65 


$12.72 


$12.67 


$1271 


$12.67 


$12.68 


$12.84 


$12 65 


$12.86 


$12.71 


9.81 


9.83 


9.86 


9.88 


9.88 


9.87 


9.93 


10.02 


10.00 


10.01 


10.02 


1002 


10.04 


11.89 


11 92 


11.96 


12.05 


11.97 


12.04 


12.08 


12.04 


12.09 


12.09 


1210 


12.08 


1209 


9.50 


9.53 


9 52 


9.59 


9.58 


9 59 


9.68 


9.65 


9.72 


9.75 


9.69 


9 77 


9 76 


8.04 


6.05 


6.08 


6.09 


6.10 


6.11 


6.13 


6.19 


6.16 


6.17 


6.21 


6.19 


6.17 


8 88 


8.67 


8.69 


8.74 


8 68 


8.74 


8 88 


8.79 


8.85 


8 97 


8 84 


9.00 


8.96 


t\35 


8.38 


8 39 


8.41 


8.40 


8.44 


8.54 


8.53 


8.60 


8.67 


8.65 


8 71 


8.71 



Total privstt (in current dollars) , 



Mining 

Conatructlon 

Mtnuf tcturlng 

Trtnspo/tstion and public utilitiaa ... 

Whoteaatf trade 

RtUII trade 

Finance, Inaurance, and real eatate . 
Sarvicea 

Total private (in constant dollars)' . .. . 



Totai private 

Mining 

Construction 

Manufacturing 

Transportation and public utilities . . . 

Whoiesalf trade 

Retell trade 

h'inance, Inaurance, and real eatste ... 
St rvicea 



Average weekly earnmgs 



ToUl private: 
























317.16 


31829 




309.91 


310.07 


309.18 


31236 


311.11 


311.81 


314.80 


312.09 


316.89 


31829 


31521 


In constant (1977) dollars* 


170.66 


169.99 


168,67 


169.85 


168.71 


168.64 


169.43 


167.61 


169.55 


169.94 


168.02 


168.43 


C) 



' Data relate to production workers in mining and manufactunng; 
construction workers in construction; and nonsupervisory workers in 
transportation and public utilities; wholesale and retail trade; finance, 
insurance, and real estate; and services. 

^ Excludes the effects of two types of changes that are unrelated to 
underlying wage rate movements: Fluctuations in overtime in manufactunng 
and intenndustry employment shifts. 

' These series are not published seasonally adjusted because the 
seasonal components are small relative to the trend-cycle and/or irregular 
components and consequently cannot be separated with sufficient precision. 



' The Consumer Pnce Index for Urban Wage Eamers and Ctencal 
Workers (CPI*W) Is used to defla'te these series. 
^ Not available. 
^ = preliminary. 

NOTE: Establishment survey estimates are currently projected from March 
1986 benchmark levels. When more recent benchmark data are introduced, 
all seasonally adjusted data from January 1983 forward are subject to 
revision The CPI*W has been revised to reflect the experience through 
December 1987. Constant- dollar earnings series have been revised back to 
1983. 
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ESTABLISHMENT DATA 

STATE AND AREA HOURS AND EARNINGS 

NOT SEASONALLY ADJUSTED 

areaiK'^^* ""^ earnings of production workers on manufacturing payrolls In States and selected 

S 



State and area 



Aiibama . , 

Birmingham 
Mobile 



Ariiona 

Arfcantaa 

FayettGvitle-Spnngc^aie 
Fort Snith 

Littte Rock'North Little Rock 
Prne Bluff ... . 

CaNfomia ... 

Colorado 

Denver .. . 

Connecticut .. 
Bndgeport-Milford .. 
Hartford . .... 
New Bntam 
New Haven-Menden 
Stamford 
Waterbury 



Qtiawart 

Wilmington 



DIatrict of Columbia; 

Washington MSA . 

Florida .... 

Fort Lauderdale-Hollywood-Pompano Bdach 

Jacksonville 

Lakeland-Winter Haven .. . 
Miami-Hialeah ... 

Orlando 

Pensacola 

Tampa-St Petersl>urg-Clearwater 

West Palm Beach-Boca Raton-Delray Beach 



Georgia 

Atlanta 
Savannah 



Hawaii 

Honolulu 



Idaho 



llllnola . 

Aurora-Elgin 
Bioomngton-Normal 
Champaig n-Urbana- Ra ntoul 
Chicago 

Davenport-Rock Island-Molme 

Decatur 

Joliet . ... 
Kankakee . ., 

Lake County 

Peona 

Rockford 
Springfield 

See footnotes at enJ of table 



Average weekly hours 



Jan 
1987 



41 4 

41.7 
41 9 

33 5 

40 6 

40 9 

39 6 

41 0 

41 7 

43 6 

40 0 

39 3 
37 0 

42 3 

41 7 

42 7 
43.0 

41 3 
39 6 

44 2 

42 6 
44 0 



38 6 

41 0 

42 4 
41 7 

40 7 

39 0 
41.3 

43 2 

40 7 

41 7 

41 6 

40 7 

44 4 

37 7 

37 8 

38 5 

41 3 

42 2 

40 0 
39.2 

41 9 

39 9 
41 1 

40 7 

41 1 

40 0 

41 5 
44 0 
41 2 



Dec 
1987 



41.7 
42 4 
40 3 

40 3 

41 1 

42 0 

43 6 
41 2 
41 9 
43 9 

41 1 

40 7 
40 6 

42.7 

42 4 

43 3 

44 7 

40 9 

41 4 
44 0 

401 
40 9 



400 

420 
44 3 
42 4 
41 9 
40 5 

40 9 
44 4 

41 6 
44 3 

42 4 

43 1 
47 2 

39 8 
39 3 

39 1 

42 4 
42,4 

40 9 

42 1 

43 6 

40 0 
42 3 

41 4 
39 1 

42 2 

43 4 
42 7 
42 2 



41 4 
41 8 
40 8 

39 7 

40 5 

41 5 
43 8 
400 

40 7 

42 0 

(') 

39 9 
39 0 

43 8 

42 5 

43 0 

39 9 
39.7 

44 0 

41 2 
41 0 



39 3 

41 0 
41 9 
41 6 
{') 

39 9 

40 4 

41 9 

40 4 

43 1 

41 1 

41 5 

44 2 

40 0 

38.9 

38 9 

42.0 

41 8 

41 2 
43 4 
43 0 

40 0 

42 9 

41 6 

9 

45 4 
42.5 

42 1 



Average hourly earnings 



Jan 
1987 



Dec 
1987 



$8 74 $8 92 
8 88 914 
10 17 1048 



1392 
981 

7 82 
6 99 

8 34 
8 59 

11 03 

10 63 

10 01 
1091 

10 29 
10 63 
10 59 

10 68 
1000 

11 24 
8 78 

11 31 
13 54 



10 53 

8 14 

7 92 

8 97 

7 67 
701 

8 40 
10 57 

7 49 

9 16 

8.40 
10 00 
10 65 

9 24 
9 59 

9 76 

10 76 
10 20 
10 72 
9 65 

10 58 

12 C6 

13 95 

11 65 
1013 

10 86 

12 84 

11 38 
11 56 



1345 
9 93 

800 

7 36 

8 62 
8 58 

1039 

1098 

1016 
10 48 

10 68 

11 15 
1094 
10 87 

10 27 

11 65 
909 

1060 
1294 



10 95 

6 28 
8 25 
906 
8 37 
7.02 

8 79 

11 09 
7.90 

9 25 

664 

10 23 

11 05 

9 33 
9 50 

9 62 

10 95 
10 59 

10 74 
9 28 

1068 
1291 
14 06 

11 78 
9 59 

11 43 
13 31 
11.53 
11 79 



Jan 
1988" 



$8 99 
9 21 

10 44 

11 99 
9 89 

806 

7 28 

8 63 

8 77 
10 73 

1016 

10 30 

1085 

11 25 

10 94 

SlO 17 

11 91 

9 20 

10 31 
12.85 



10 93 

8 27 

8 33 

9 19 

S713 

8 94 

10 84 

7 62 

9 30 

8 62 
1005 

11 04 

9 61 
9 75 

9 90 

11 04 
10 56 
1090 

9 37 

10 66 

12 84 
14 14 

11 82 

S11 25 

13 47 
11 97 
11 48 



Average weekly earnings 



Jan 
1987 



S361 84 
370 30 
426 12 

466 32 

400 25 

319 84 
278 20 
341 S4 
358 20 
480 91 

425 20 

393 39 
403 67 

435 27 
443 27 
452 19 
459 24 
41300 
447 35 
388 08 

484.07 
595 76 



408 56 

333 74 
335 81 

374 05 
320 31 
273 39 
346 92 
456 62 
304 64 
381.97 

349 44 
407 00 
472.86 

348 35 
362 50 

375 76 

444 39 
430.44 
428 80 
378 28 
443 30 
481 19 
573 35 
474 16 
41938 
434 40 
532 86 
500 72 
476 27 



Dec 
1987 



S371 96 
387 54 
4P2 34 

542 03 

408 1^ 

336 00 
320 90 
355 14 
359 50 
45612 

451.28 

41351 
425 49 

456.04 

472 76 

473 70 
485 89 
420 04 
482 31 
399 96 

425 06 
529 25 



433 00 

347 76 

365 48 
384 14 
350.70 
284 31 
359 51 
492 40 
328 64 
409 78 

366 34 
44091 
521 56 

371 33 

373 35 

376 14 

464 28 
449 02 
439 27 
390 69 

465 65 
51640 
594 74 
487 69 

374 97 
482 35 
577 65 
492 33 
197 54 



19 



S372 19 
384 98 
425 95 

47600 

400 55 

334 49 
31686 
345 20 
356 94 
45066 

V) 

406 18 

401 70 

475 23 
478.13 
470 42 
(') 
$405 78 
472 83 
404 80 

424.77 
526 85 



429 55 

339 07 
349 03 
362 30 
(') 
S284 49 
361 18 
4S4 20 
315 93 
400 83 

354 28 
417 08 
487 97 

384 40 
379 28 

385 11 

463 68 
441 41 
449 08 
406 66 
458 36 
513 60 
606 61 
491 71 
{') 
S471.38 
611 54 
508 73 
483 31 
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ESTABLISHME^n DATA 
STATE AND AREA HOURS AND EARNINGS 
NOT SEASONALLY ADJUSTED 



0*8. Avtrage hours and earnings of production workers on manufacturing payrolls in States and selected 
areas— Continued 





Average weekly hours 


Average hourly earnings 


Average weekly earnings 




Jan 


Dec 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 




1987 


1987 


1988P 


1987 


1987 


1988P 


1987 


1987 


1988P 


Indiana ... 


419 


42.9 


42 2 


S10 99 


$11 32 


$11 30 


$46048 


S485 63 


S476 86 




410 


42 6 


42 2 


10 19 


10.75 


1068 


417 79 


457.95 


450 70 


Cedar Rapids 


40 4 


41.6 


415 


11 38 


12 01 


11.85 


459 75 


499 62 


491 78 


Des Moines 


41 4 


At fi 
4J 0 


42 7 


1 1 .25 


1191 


1 1 78 


465 75 


521 66 


503 01 




41.2 


43 7 


416 


9 17 


11 89 


11 30 


377 80 


519 59 


470 08 


Sioux City 


391 


38 1 


37 8 


8 79 


8 45 


8 34 


343.69 


321 95 


315 26 




40 1 


40 9 


40 9 


9 88 


10 07 


10 03 


396 19 


411 86 


410 23 


Topeka 


40 7 


43 4 


437 


11 22 


11.71 


11.46 


456 65 


508.21 


500 80 


TtI^MIICI II ... 1 III 1 1 


36 7 


41 3 


406 


10 84 


10 52 


10 49 


397 83 


434 48 


425 89 


Kentucky 


399 


41.9 


410 


9.89 


10.12 


1006 


394 61 


424 03 


412 46 


L8xin9ton>Fay6tt6 


38 2 


40 9 


403 


10 48 


10 40 


10.37 


400 34 


425 36 


41791 


Lomsvilie 


40 5 


43 9 


426 


11 18 


11 77 


11 71 


452 79 


516 70 


498 85 


Louialana . . 


41 2 


AO 7 


42 3 


10.86 


10 78 


10 90 


447 43 


460 31 


461 .07 




42 5 


43 4 


432 


11 89 


12 60 


12 69 


505 33 


546 84 


548 21 


Klou/ OrfpAnQ 


39 5 


41 0 


40 8 


1068 


10 54 


1063 


421 86 


432 14 


433 70 


Shreveport ... 


42 4 


39.6 


392 


12 01 


11 47 


1100 


509 22 


454 21 


431 20 


Maine . . . . 


409 


41.4 


410 


8 78 


8 94 


8 87 


359 10 


370 12 


363 67 


Lewtston^ Auburn . . 


396 


41.4 


404 


7 27 


7 62 


7 72 


287 89 


315 47 


311 89 


Portland 


391 


43 1 


42 0 


9 31 


9 04 


9 01 


364.02 


389 62 


378.42 


Maryland .... 


40 5 


1 4 


408 


10 08 


10 26 


1021 


408 24 


424 76 


416 57 


Baltiniore MSA ... ... .. .. 


42.2 


42 7 


420 


10 70 


11 08 


10 97 


451 54 


473 12 


460 74 


Maaaachusetta .... 


40 6 


42 0 


42 0 


9 51 


10 01 


9 98 


386 1 1 


420 42 




Boston ... 


406 


41.7 


416 


10.40 


10 85 


1080 


422 24 


452 45 


449 28 


Spnnglield ... 


42 6 


43 1 


42 7 


9 00 


9 46 


9 37 


383 40 


407 73 


400 10 


Worcester 


401 


40 9 


40 7 


9 55 


10 24 


10 23 


382.96 


418 82 


416 36 


Michigan . 


42.9 


43 1 


42 3 


12 92 


13 22 


13 23 


554 27 


569 78 


559 63 


Ann Axbot 


46 5 


45 8 


45 9 


14 26 


14 20 


14 19 


66309 


65036 


651 32 


Battle Creek 


43.2 


45 3 


440 


13 63 


14 21 


14 16 


588 82 


643 71 


623 04 


Detroit 


43 9 


44 8 


43 7 


13 79 


14 31 


14 30 


605 38 


641 09 


624 91 


Flint ... 


431 


40 8 


412 


14 76 


16 25 


16 54 


63616 


66300 


681 45 




40 5 


41 9 


40 8 


10 97 


11 16 


11 24 


444 28 


467 60 


458.59 


Jackson 


42.9 


42.5 




9 98 


9 95 




428.14 


422 87 


{') 


Kalamazoo 


43 8 


43 4 


420 


11 96 


12 25 


$11.92 


523 85 


531 65 


S500 64 


Lansing^East Lansing 


431 


34 8 


350 


14 06 


13 92 


13 93 


605 99 


484 42 


487 55 


Muskegon hi 


41 7 


41 8 




1 1 68 


12 01 


1181 


487 06 


502.02 


488 93 


Sagtnaw-Bay City<M(dland 


43 4 


43 6 


434 


14 27 


15 03 


14.85 


619.32 


655 31 


644 49 


MInneaota . 


40 8 


41 6 


403 


10 32 


10 42 


10 46 


42106 


433 47 


421.54 


Dulyth .. 


36 9 


39 4 


361 


10 63 


10 89 


10 76 


392 25 


429 07 


388 44 


Minneapolis-St Paul 


40 7 


41 5 


40 5 


11 05 


11 09 


11 08 


449.74 


460 24 


448 74 


Sti Cloud 


37 9 


40 8 


38 3 


8 98 


9 81 


9 72 


340 34 


400 25 


372 28 


mWIW*|#f/* iiii 1 k 1 1 


40 0 


41.3 


403 


7 59 


7 71 


7.71 


30360 


318 42 


310 71 


Jackson 


400 


41 6 


413 


8 55 


8 70 


8 67 


342 00 


361 92 


358 07 


Mlaaourt 


403 


41 8 


409 


10 02 


1011 


9 98 


403 81 


422.60 


408 18 


Kansas City .. 


394 


41 8 


412 


11.13 


11 39 


11 36 


438.52 


476 10 


468 03 


St. Joseph 


41 2 


41 3 


e) 


9 67 


10 43 


{') 


398 40 


430 76 


{') 


St louts . 


41 4 


42.2 


41.1 


11 49 


11 77 


$11 59 


475 69 


496 69 


S476 35 


Sprrngfield . . . 


392 


43 0 


399 


8 62 


8.49 


8 55 


337.90 


365 07 


341 15 


Montana 


38 7 


39 0 


403 


1068 


10 40 


10 52 


41332 


40560 


423 96 


Nebraaka 


41 1 


41 7 


■'12 


9.41 


9 46 


9.51 


386 75 


394 48 


391 81 


Lincoln . 


41 3 


41 6 


402 


9 80 


10 25 


1013 


404 74 


426 40 


407 23 


Omaha 


40 7 


42 2 


42 0 


10 04 


10 20 


10 22 


408 63 


430 44 


429 24 


Nevada 


406 


40 8 


395 


9.68 


9 73 


9 64 


393 01 


396 98 


380 78 




40 7 


40 1 


38 4 


11 77 


12 43 


12 51 


479 04 


498 44 


480 38 



See loolnotes at end ol table 
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ESTABLISHMENT DATA 

STATE AND AREA HOURS AND EARNINGS 

NOT SEASONALLY ADJUSTED 



C*8. Avtragt hourt and tarnlngt of prc-uctlon worktrt on manuftcturing payrolls In States snd st lectod 
artes-HJontlnuad 



state and area 



Nf w HampBhlrt 

Nashua 



Nf w Mexico . 

Albuquerque ... 



Ntw York 

Albarty-Schenectady-Troy 

Binghamtort 

BuMaio 

Elmira 

Giens Falls 

Nassau-SuHolk 

New York PMSA 

New York City 

Niagara Falls . . 
Orange County .. 

Poughkeepsie 

Rochester . ... 

Rockland County 

Syracuse 

Utica-Romo 

We'Stchester County 



North Ciroilna 

Asheville 

Charlotte-G«stonta-Rock Hiii 

Greensboro-Winston-Salem-High Point 
Raleigh-Durham 



North »>«koU 

Faruw-Moorhoad 

Ohio 

Akron 

Oanton 

Cincmnati 

Cl©v«l3nd 

Columbus 

Dayton-SpnngfiekJ . .. 

Toledo 

Youngstown-Warren ., 



Oklfhoma 

Oklahoma City .. . . 
Tulsa 

OrtQon 

Eugene-Spnngfield 

Portland 

Salem 



See footnotes at end of table 



Aver 

— — 


age weekty 


hours 


Average hourly earnings 


Average weekty earnings 


Jan 


Dec. 


Jan. 


Jan. 


Dec. 


Jan 


Jan 


Dec. 


Jan 


1987 


1987 


19B8» 


1987 


1987 


19880 


1987 


1987 


19880 


^1.7 


42 0 


41 J 


$9 01 


$9 54 


$9 50 


$375 72 


$400 66 


$392.35 


42 3 


42.0 


40 8 


11.09 


11 81 


11 67 


48911 


496.02 


47614 


41 4 


41 7 


4] 4 


10 27 


10 77 


10.76 


42518 


449.11 


445 46 


38 4 


41 7 


41.2 


8 53 


8 82 


864 


327.55 


367.79 


355.97 


38 8 


42 3 


415 


8 65 


9 27 


9 30 


343 38 


392.12 


385 95 


40 0 


40.6 


39 8 


1005 


10 24 


10.19 


402 00 


415 74 


405.56 


39.9 


39 9 


39.( 


10 45 


10.71 


1062 


41696 


427 33 


420.55 


401 


41 9 


41 0 


9.15 


9 28 


9 34 


36692 


388.83 


382 94 


41 9 


43 8 


42 6 


12.01 


12 13 


1203 


503 22 


531.29 


512.48 


40 6 


42 9 


41.5 


9 48 


9.66 


964 


364.89 


414 41 


400.06 


(') 


(') 
40 2 










0 


(') 




40 4 


39 3 


10.25 


10.73 


$10 73 


414.10 


431.35 


$^21.89 


37 6 


37.5 


37 1 


940 


9.68 


9 45 


353 44 


363.00 


350 60 


37.3 


37.0 


36 8 


9 25 


9.51 


9.43 


345 03 


351.87 


347 02 


41 5 


42.9 


42.4 


12.78 


13 37 


13 39 


530 37 


573.57 


567 74 


39 3 


39.4 


39 0 


8.01 


8 24 


7.90 


314 79 


324.66 


308.10 


42.8 


41 5 


41.4 


9 09 


9 74 


9.71 


38905 


404 21 


401.99 


41 8 


43 1 


42 5 


11 96 


12.42 


12.36 


499.93 


535 30 


525.30 


41 8 


36 8 


36 6 


9 92 


10.65 


1062 


^1466 


391.92 


386 69 


410 


42 9 


42 0 


11 33 


11 27 


11.44 


^64 53 


463.48 


480 48 


42 9 


42.4 


40.8 


9 54 


9.69 


9 72 


409 27 


410.86 


396 58 


38 8 


41.3 


40 0 


10 39 


10 92 


11 34 


403.13 


451 00 


453 60 


40.7 


41 9 


40 3 


7 73 


7 97 


'.06 


314 61 


333 94 


324 82 


41.4 


42.6 


41.5 


7 75 


8.09 


d 07 


320 85 


344 63 


334 91 


41.5 


42.5 


40.7 


7.96 


6 27 


8 31 


33C 34 


351 48 


338 22 


40 C 


41.0 


39 6 


8.57 


8 79 


8i€ 


342 80 


360.39 


354 82 


41.7 


43 7 


42 2 


8 77 


9 08 


922 


365 71 


396 80 


389.08 


38 0 


39.0 


37.9 


8 42 


8 39 


8 37 


31996 


327.21 


317.22 


387 


39 0 


36 2 


8.49 


8 73 


8 23 


311.58 


340.47 


297 93 


42.7 


43 3 


42.8 


11.77 


11.64 


11 86 


502.58 


512.67 


507.81 


431 


44 2 


43 2 


11 36 


11 40 


11.34 


489.62 


503.68 


489 89 


42 2 


42 2 


tZk 


11.45 


11 29 




48319 


476.44 


{") 


42 3 


43.9 


43.2 


10 84 


11 12 


$11 15 


45853 


486 17 


$48166 


43.1 


44.0 


43 3 


11 69 


11.66 


11.74 


503.64 


513 04 


508 34 


412 


41 9 


41.5 


11 46 


11.35 


11.35 


472.15 


475 57 


471.03 


42.0 


42.8 


421 


11 91 


1208 


12.01 


50022 


517.02 


505 62 


43 5 


43 3 


44 0 


12.75 


12.86 


1308 


554 63 


556 64 


575 52 


42.8 


41.7 


42 0 


13.49 


13.43 


13 41 


577.37 


560 03 


5f^3 22 


41 1 


41.7 


41.4 


9 89 


10 40 


1038 


406 48 


433.66 


429.73 


39 5 


42.0 


41 8 


11 04 


11.51 


11 52 


43808 


483 4 2 


481.54 


40 4 


43 5 


41 7 


10.56 


10.73 


1102 


428.62 


466 78 


459.53 


38 9 


39.3 


39 9 


10 59 


10 71 


10.71 


411.95 


420.90 


427.33 


39 7 


39 8 


41.0 


10 45 


10.88 


10 57 


414.87 


433.02 


433 37 


38 9 


40 2 


40 3 


10.98 


10.88 


10 78 


42712 


437.38 


434.43 


38.0 


37 6 


39.2 


9 55 


9 45 


9.37 


343.60 


355.32 


367.30 
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ESTABLISHMENT DATA 
STATE AND AREA HOURS AND EARNINGS 
NOT ^SONALLY ADJUSTED 



€•8. Av«rtg« hours snd tamings of production workers on manufacturing payrolls In States and selected 
•ress— Continued 





Average weekly 


hours 


Average hourly earmngii 


Average weekly earnngs 


State and area 


Jan 


Dec. 


Jan. 


Jan 


Dec 


Jan. 


Jan 


Dec. 


Jan 




1987 


1967 


1966'^ 


1967 


1987 


1986^ 


1987 


1987 


1966^ 




40 6 


416 


40 9 


$9 85 


$1021 


$10.16 


$399.91 


$426 76 


$41 5 54 


Atontown-Bethlehem 


39 1 


40.7 


365 


10.33 


10 55 


10 45 


403.90 


429 39 


402 33 


Altoona 


36 9 


39 3 


39 6 


8.91 


6 63 


6 64 


34660 


339.16 


342.14 




41.4 


41 6 


41 9 


11 11 


1092 


10 90 


459 95 


454,27 


456 71 




41.4 


436 


431 


10 19 


10 J9 


10 32 


421 87 


453 00 


444 79 


Hamsburg-Let>aron-C«riisie .... 


40 2 


40 6 


402 


9 27 


9 50 


9 58 


372.65 


365 70 


385 12 




37.3 


39.7 


39,6 


8 38 




6.54 


312.57 


341 .02 


339 89 


*Phitadetphia PMSA 


40 4 


41.3 


40.3 


9 72 


9 89 


9 90 


392 69 




398 97 


40 9 


41 2 


401 


10.67 


1107 


11 04 


436 40 


45608 


442 70 


Pittsburgh .... 


41 6 


43 3 


41 9 


11 03 


1134 


11 17 


46105 


491 02 


466 02 




41.4 


42.1 


41.7 


10 01 


10 56 


10.60 


41 4.41 


444 56 


44? 02 




38 5 


39 2 


38 7 


8 63 


8,91 


6 86 


332 26 


349 27 


343 66 




40 3 


431 




11.31 


11 45 




455 79 


493 50 


{") 


State College 


39 4 


39 2 




6.21 


6 33 


\ / 


323,47 


326 54 


\ 1 




aO 7 


41 7 


41.6 


8.60 


8.64 


$6.69 


350 02 


360.29 


$361.50 


York 


42 1 


44 0 


43 0 


9.25 


9 57 


9 56 


369 43 


421 08 


41 1 08 


Rho<tt (aland 

^ Pawtucket-Woonsocket-Attleboro 


40 2 


40.2 


401 


8.10 


6 38 


6 40 


Jc9 DC 


336 66 


336 84 


41 1 


409 


40 6 


7 54 


791 


7 92 


309 89 


323 52 


321 55 


Providence ■ . 


39 7 


39 6 


39 6 


8.10 


6 37 


6 39 


321 57 


33313 


332 24 


South Carolina 


41 8 


42 3 


41 3 


8 04 


8.20 


6.23 


33607 




qqq on 


Charleston 


43 1 


42 7 


40 9 


9 33 


906 


6.95 


402 12 


367 72 


366 06 


Columbta 


41 6 


41 6 


41.2 


7 64 


8 08 


8 14 


326 14 


337.74 


335 37 


Greenville -Spartanburg 


41.8 


42 0 


40./ 


7.93 


812 


8 16 


331 47 


341 04 


332.93 


South Dakota 


42 2 


42 5 


40 9 


6 04 


6 16 


6 04 


339 29 


346 60 


326 64 


Sioux Falls 


45 7 


43 6 


42 6 


630 


6 02 


7 91 


379 31 


349 67 


336 55 


Tanntaatt 


41 5 


43 0 


42 4 


6.74 


8 90 


6 92 


362 71 


382 70 


376 21 


•rJiattanooga 


43 6 


43 7 


41 7 


7.62 


7 65 


7 91 


340 95 


34305 


329 65 


Johnson Ctty-Kingsport-Bnstot ... 


44 6 


44 5 


43 3 


9 16 


9 33 


9.39 


409.^3 


415 19 


406 59 


Knoxville .... . .. 


40.9 


43 2 


42.3 


9.01 


6 99 


9 07 


366 51 


386 37 


383 66 




43 9 


43 1 


42 2 


6.76 


9 26 


9 27 


385 44 


399. 1 1 


391 19 


Nashville 


42 7 


43 2 


42.0 


9 92 


1066 


10 42 


423 56 


460 51 


437 64 


Taxaa ... 


41 4 


42 8 


41 6 


9.79 


9 99 


9.95 


405 31 


427.57 


413 92 


Dallas 


41.6 


42.3 


41.1 


9 56 


9 93 


9 73 


400 44 


420.04 


399 90 


Ft Worth-Artington .... 


40 9 


42.4 


41 0 


9 56 


10 39 


10 35 


391 62 


440 54 


424 35 


Houston 


43 6 


44 5 


43 7 


11.20 


11 42 


11.11 


490.56 


506.19 


485 51 


San Antoreo 


40 6 


40 1 


39.1 


7.90 


7.59 


7.55 


322 32 


304.36 


295 21 


Utah 


36.2 


40 7 


39 3 


10.12 


1004 


9 94 


366 56 


406 63 


390 64 


Salt Lake Oty-Ogden .. . . 


40 3 


40.9 


40.2 


9 61 


9 99 


10 07 


395.34 


406 59 


404 61 


Varmont 


40.7 


421 


40 6 


9 01 


9.23 


9 20 


366 71 


386 56 


373 52 


Burlington 


42.0 


41.3 


40.6 


9.96 


9.71 


96b 


419 16 


401.02 


393 01 


Virginia 


40 5 


41 6 


40 9 


9 05 


931 


9.33 


366 53 


38916 


381 60 


Bnstol 


42 3 


43 4 


43 9 


7 50 


8 04 


8 03 


317 25 


346 94 


352 52 


Charlottesville 


41.5 


43 4 


40 7 


7 36 


7.46 


7.43 


305 44 


323 76 


302 40 


Danville 


40.6 


43.1 


41 3 


6.31 


6.55 


6.61 


339 05 


366.51 


355 59 


Lynchburg 


41.3 


42,6 


41.4 


6.57 


6 67 


6.51 


353.94 


371 06 


352 31 


Northern Virginia 


39 6 


39.9 


36 5 


9 48 


10 23 


10 07 


377 30 


406 16 


367 70 


Richmond-Petersburg 


41 0 


42 4 


41 8 


11 35 


12.10 


12 07 


465 35 


513 04 


504 53 


Roanoke 


40.9 


430 


406 


6.76 


9.11 


9 15 


356 28 


391.73 


371.49 



See footnotes at and of table. 
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ESTABLISHMENT DATA 

STATE AND AREA HOURS AND EARNINGS 

NOT SEASONALLY ADJUSTED 

C-8. Average hours and earnings of production workers on manufacturing e^ayrolls in States and seiected 
areas^-Contlnued 



State and area 



Washington 

WMt Virginia . 

Charleston 

Huntington-Ashland .. 
Parkersburg^Manetta 
Wheeling . , 

WItcontIn . 

Appleton-Oshkosh 

Eau Claire 

Green Bay 

Janesville-Beioit . 

Kenosha 

La Crosse .... 

Madison 

Milwaukee . 
Racine .. 

Sheboygan 

Wausau 

Wyoming 

Put rto Rico . 

Virgin ialandt . 



Average weekly hours 



Average hourly earnings 



Jan 


Dec 


Jun 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan. 


1987 


1987 


1988C* 


1987 


1987 


1988P 


1987 


1987 


1988^ 


39.7 


39 9 


40 2 


$11.77 


$11 69 


$11 84 


$467 27 


$466 43 


$475 97 


39 6 


41 4 


40 9 


10 40 


1071 


10 56 


411 84 


443 39 


431 90 


41.7 


43 3 


42 9 


13 10 


13 20 


13 11 


546 27 


571 56 


562 42 


39 3 


42 0 


41 5 


1 1.55 


12 27 


1 1 98 


453.92 


515 34 


497 17 


40 2 


42.8 


42 6 


12 21 


11.77 


11 66 


490 84 


503.76 


496 72 


400 


42 1 


41.4 


10 99 


12 01 


1 1 84 


439 60 


505 62 


490 18 


41 3 


42.3 


41 7 


10 58 


10 72 


10 72 


436 95 


453.^6 


447 02 


42 5 


44 0 


43 2 


10 67 


11 17 


11 12 


453 48 


491.48 


480 36 


40 6 


41 4 


42.7 


10 47 


11 02 


10 94 


425 08 


456 23 


467.14 


41 3 


42 5 


42 6 


11.41 


11 50 


11.39 


471.23 


468 75 


485 21 


39 0 


40.1 


40 6 


1206 


12 08 


12 37 


470 34 


484 41 


502 22 


41 1 


40 6 


41.2 


11 72 


12 57 


12.70 


481 69 


510.34 


523 24 


39.9 


40 8 


39 1 


8 99 


8 95 


8 98 


358 70 


365 16 


351 12 


40 4 


40 8 


409 


9.88 


10.20 


10 26 


399 15 


416 16 


419 63 


41 4 


42.6 


41 9 


11 83 


11 71 


11 65 


489 76 


498 65 


488 14 


42 4 


43 5 


41.8 


10 81 


11 29 


11.17 


458 34 


491 12 


46691 


41 5 


42 7 




966 


9 71 




401 72 


414.62 




42 4 


44.1 


41 7 


9 89 


10 31 


$10 22 


419 34 


441 44 


$42617 


39.1 


38 3 


380 


9 86 


8 98 


8.65 


385 53 


343 93 


328 70 


39 2 


38 9 


38 5 


5 43 


5 44 


5 45 


212 86 


211 62 


209 83 


41 1 


41 7 


38 3 


9 51 


9 75 


9 88 


390 86 


406 57 


378 40 



Average weekly earnings 



' Not available 

^ Publication ol data has been suspended because of budget cuts 
p = preliminary 

NOTE Area deftnittons are published annually m the May issue of this 



publication All St^te and area data have been adjusted to March 1967 
benchmarks.except Colorado Data for Colorado have been adjusted to December 
1986 benchmarks 
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PRODUCTIVITY DATA 
SEASONALLY ADJUSTED 



C-9. Hours of wage and salary workers in nonagrlcultural establishments by major Industry, seasonally adjusted 



Industry 


Millie. IS of hours (annual rate)' 


Percent change 


Dec. 

i98r 


Jan 
1988' 


Feb 
1988" 


Feo. 1987 
to 

Feb 1988" 


Dec. 1987 
to 

Jan, 1988' 


Jan. l9oo 
to 

Feb, 1988 


Total 


1Q9 AH 
1 9C,vO 1 


loo t 


iy4,/ UD 




0 1 


1 u 




157,874 


158,534 


160,047 


33 


.4 


1 0 




1 670 


1 ,vO** 


1 #5'57 
1 ,00/ 




O i 
-c. 1 


.c 




1o!l36 


9,740 


10,079 


.9 


-3.9 


3.5 




41.238 


41,324 


41,271 


20 


.2 


-.1 


Durable goods 


24.496 


24.543 


24,516 


1.8 


2 


-1 


Nondurable goods 


16,742 


16,781 


16,755 


25 


2 


-.2 


Transportation and public utilities 


11,148 


11,234 


11,231 


3.4 


.8 


.0 


Wholesale trade 


11,623 


11,685 


11,754 


2.6 


.5 


.6 




27,593 


28,072 


28,548 


30 


1.7 


1.7 


Finance, insurance, and real estate 


12,506 


12,607 


12,710 


3.4 


.8 


,8 




41,960 


42.238 


42,817 


55 


.7 


1.4 




34,757 


34,318 


34,658 


2.0 


-1.3 


1.0 



' Total hours paid for 1 week in the month, seasonally adjusted, nonsupen/isory workers, and salaried workers— and are based largely on 
multiplied by 52. establishment data See BLS Handbook of Methods, BLS Bulletin 2134-1, 

" = preliminary. chapter 13, Productivity Measures: Business Economy and Major Sectors 

• -=revised. SOURCE" Office of Productivity and Technology (202 523 9261) 

NOTE: Data refer to hours of all employe&i— production workers. 
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PRODUCTIVITY DATA 
SEASONALLY ADJUSTED 

C-10. Indexes of productivity, hourly compensation, unit costs, and prices, seasonally adjusted 

(1977=100) 



Item 



Annual average 



1986 



Butlnatt ttctor 

Output per hour of ail persons 

Output 

Hours 

Conf)pensation per hour 

Real compensation per hour' 

Unit labor costs 

Unit nonlabor payments 

Inf>plicit price deflator 



Nonftrm butinsM tactor 



Output per hour of all persons 

Output 

Hours 

Compensation per hour 

Real compensation per hour' 

Unit labor costs 

Unit nonlabor payments 

Implicit price defi? ^ 



Manufacturing 

Output per hour of all persons 

Output 

Hours 

CompPsnsation per hour 

Real compensation per hour' 



109.5 
128 0 
116.9 
182.8 
101.1 
166.9 
163.8 
165.8 



107.5 
127.5 
118.6 
182.0 
100.6 
169.3 
165.2 
167.8 



128.8 
125.9 
97.8 
182.7 
101.0 



1987' 



Unit labor costs 141.8 



Durable gooda 

Output per hour of all persons 

Output 

Hours 

Compensation per hour 

Real compensation per hour' .. 
Unit labor costs 



Nondurable gooda 

Output per hour of all persons .. 

Output 

Hours 

Compensation per hour 

Real compensation per hour' 
Unit labor costs 



Nonflnanciat corporationa^ 



Output per all*enr>ployee hour 

Output 

Hours 

Compensation per hour 

Real compensation per hour' , 
Total unit costs 

Unit labor costs 

Unit nonlabor costs 

Unit profits 

Implicit price deflator 



136.6 
134.1 
98.0 
181.4 
100.3 
132.6 



116.8 
1137 
97.4 
184.8 
102.2 
158.3 



109.9 
129.4 
117.7 
178.9 
98.9 
167.7 
162.8 
182.2 
129.3 
163.1 



110.6 
132.3 
119.7 
188.2 
100.4 
170.2 
169.7 
170.0 



108.5 
131.9 
121.6 
187.1 
99.8 
172.5 
170.7 
171.9 



133.0 
131.3 

98.7 
185.1 

98.7 
139.1 



142.1 
139.6 

98.2 
183.3 

97.8 
129.0 



119.7 
118.9 
99.4 
1884 
100.5 
157.5 



110.3 
132.9 
120.5 
182.7 
97.5 
170.8 
165.6 
186.3 
137.7 
166.8 



Quarterly index 



1985 


1986 


1 1987 


II 


ill 


IV 


1 


II 


III 


IV 


1 


11 


) 




107.2 


108.2 


107.9 


1 

109.5 


109.7 


109.6 


109.6 


109.7 


1101 


111.3 


111.3 


123.3 


124.7 


125.3 


127.3 


127.5 


128.1 


129.0 


130.2 


131.1 


133.1 


134.9 


115.0 


115.2 


116.1 


116.3 


116.3 


116.9 


117.8 


118.7 


119.1 


119.6 


121.2 


174.6 


177.0 


179.3 


180.7 


182.2 


183.6 


185.2 


185.8 


187.3 


189 1 


190.5 


QQ C 
90.0 


99.5 


99.7 


100.1 


101.3 


101.5 


101.7 


100.7 


100.3 


100.3 


100.2 


162.8 


163.6 


166.1 


165.0 


166 2 


167.5 


169.0 


169.4 


170.2 


169.8 


171.2 


160.4 


161.8 


160.2 


163.1 


163.9 


165.7 


162.4 


166.0 


188.6 


172.2 


171.9 


162.0 


163.0 


164.0 


164.3 


165.4 


166.9 


166.7 


168.2 


169.6 


170.7 


171.5 


105.7 


106.4 


105.9 


107.7 


107,7 


107.5 


107.5 


107.6 


108.0 


109.1 


109.2 


123.1 


124.3 


124.9 


126.9 


127.1 


127.6 


128.5 


129.7 


130.7 


132.7 


134.6 


i i A >l 
1 10.4 


116 9 


117.9 


117.9 


1 18.0 


118.7 


119.6 


120.6 


121.1 


121.7 


123.2 


174.1 


176.2 


178.3 


180.0 


181.3 


182.6 


184.4 


184.9 


186.3 


187.9 


189.5 


98.4 


99.0 


99.2 


99.8 


100.8 


100.9 


101.2 


100.2 


99.7 


99.7 


99.6 


164.7 


165.7 


168.3 


167.2 


168.4 


169.8 


171.5 


171.8 


172.5 


172.2 


173.5 


161.5 


163.4 


160.8 


164.7 


165.2 


167.0 


163.9 


167.4 


169.2 


173.0 


172.9 


163.6 


164.9 


165.7 


166.4 


167.3 


168.8 


168.8 


170.3 


171.4 


172.5 


173.3 


i OA i 




126.1 


127.6 


128.4 


129.3 


129 8 


130.8 


132.9 


134.1 


134.2 


122.2 


123.2 


124.1 


125.2 


125.3 


126.0 


127.1 


128.4 


129.9 


132.3 


134.6 


98.5 


98.3 


98.4 


98.1 


97.5 


97.5 


• 97.9 


98.1 


97.7 


98.7 


100.3 


176.1 


178.0 


180.2 


181.0 


182.1 


183.1 


184.3 


183.9 


184.8 


185.4 


186.3 


99.5 


100.0 


100.3 


100.3 


101.3 


101.2 


101.2 


99.6 


98.9 


98.3 


98.0 


142.0 


142.1 


142.9 


141.9 


141.8 


141.7 


142.0 


140.5 


139.0 


138.2 


138.9 


129.6 


131.6 


133.1 


135.3 


136.0 


137.5 


138.4 


139.9 


141.7 


143.0 


143.7 


129.3 


130.8 


132.2 


133.6 


133.2 


134.1 


135.3 


136.9 


137.8 


140.1 


143.5 


99.8 


99.4 


99.4 


98.8 


98.0 


97.5 


97.8 


97.8 


97.2 


98.0 


99.9 


174.4 


176.6 


179.4 


179.9 


180.8 


181.6 


193.1 


182.2 


182.9 


183.4 


184.4 


98.5 


99.2 


99.8 


99.7 


100.5 


100.4 


100.5 


98.7 


980 


97.3 


97.0 


134.6 


134.2 


134.8 


133.0 


132.9 


132.1 


132.3 


130.2 


129.1 


128.3 


128.4 


115.4 


115.6 


115.4 


116.0 


117.0 


1170 


117.1 


117.4 


119.9 


121.1 


120.1 


111 5 


111.8 


112.1 


112.7 


113.4 


113.9 


114.9 


115.8 


118.1 


i;j0.6 


121.2 


96.6 


96.8 


97.1 


97.2 


96.9 


97.3 


98.1 


98.6 


98.5 


99.6 


100.9 


178.6 


180.0 


181.2 


182 7 


184.3 


185.8 


186.5 


186.9 


188 2 


189.0 


189.8 


100.9 


101.1 


100.8 


101.2 


102.5 


102.7 


102.4 


101.3 


100.8 


100^3 


99!8 


154.7 


155.7 


157.0 


157.5 


157.5 


158.8 


159.3 


159.1 


156.9 


156.1 


158.0 


107.7 


109.2 


108.9 


109.8 


109.7 


109.9 


110,5 


109.7 


109.9 


110.8 


0 


125.4 


127.4 


127.7 


12:9.1 


128.8 


129.3 


130 4 


130.9 


131.6 


133.7 


(') 
(') 


116.4 


116.6 


117.3 


117.6 


117.4 


117.6 


118.0 


119.3 


119.8 


120.6 


171.8 


173.8 


175.7 


177.2 


178.4 


179.5 


181.0 


180.8 


182.0 


183.3 


C) 


97.0 


97.C 


97.8 


98.2 


99.2 


99.2 


99.4 


98.0 


97.5 


97.2 


(') 
(') 


164.3 


163.7 


166.0 


166.3 


167.2 


168.5 


168.7 


169.7 


1709 


171.0 


159.5 


159.1 


161.4 


161.5 


162.6 


163.2 


163.8 


164.8 


165.6 


165.5 




178.7 


177.5 


179.4 


180.7 


180.6 


184.2 


183.2 


184.1 


186.6 


187.3 


(') 


132 2 


142.5 


128.7 


129.7 


129 5 


130.6 


127.7 


132.2 


132.9 


142.1 


160.5 


161.2 


161.5 


161.9 


162.7 


164.0 


163.8 


165.2 


1663 


167.5 





' Measures of real houriy compensation incorporate the new seasonal 
adjustment factors and re^indexed values of the Consunrar Price Index for 
All Urban Consumers 

^ The 1987 annual averages for the nonfinancial corporate sector are 



preliminary. 
' Not available. 
' =: revised. 

SOURCE: Office of Productivity and Technology (202 523 9261). 
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PRODUCTIVITY DATA 
SEASONALLY ADJUSTED 

€•11. Ptrctnt changtt from tht prtceding quarter and year in productivity, hourly compenaation, unit coata, and pricea, 
aaaaonally adjuatad annual rataa 



Percent change from 



Item 


Previous quarter 


Same quarter, previous year 




III 


IV 


1 


II 


III 


IV 


III 


IV 


1 


II 


ill 


IV 




1986 


1986 


1987 


1987 


1987 


1987' 


1986 


1986 


1987 


1987 


1987 


1987' 


Butir^M ttctor 


























Output per hour of at) persons 


-0.3 


-0.1 


0.5 


1.4 


4.7 


-0.2 


1.3 


1.5 


0.2 


0.4 


1 6 


1.6 


Output 


1.8 


3.0 


3.5 


3.0 


6.3 


5.4 


2.7 


2.9 


2.3 


2.8 


3.9 


4.6 




2.1 


3.1 


3.0 


1.6 


1^5 


5.6 


1.5 


1.4 


2.1 


2.5 


2.3 


2.9 


Compensation per hour 


30 


3.6 


1.4 


3.3 


3.8 


3.'l 


3.7 


3.3 


2^8 


2^8 


3.0 


2.9 


Real compensation per hour^ 


.6 


.8 


-3.8 


-1.5 


.0 


-.5 


2.0 


2.0 


.6 


-1.0 


-1.1 


-1.5 


Unit labor costs 


3.3 


3.7 


.9 


1.8 


-.9 


3.3 


2.4 


1.8 


2.7 


2.4 


1.4 


1.3 


Unit nonlabor payments 


4.5 


-7.7 


9.0 


6.4 


8.8 


-.5 


2.4 


1.4 


1.8 


2.8 


3.9 


5.8 


Implicit pnce deflator ' 


3.7 


-.5 


3.7 


3.4 


2.5 


1.9 


2.4 


1.7 


2.3 


2.6 


2.3 


2.9 


Nonfarm butintM sector 


























Output per hour of all persons 


-6 


.0 


.4 


1.4 


4.2 


.3 


1.1 


1.5 


-.1 


.3 


1.5 


1.6 


Output 


1.7 


2.9 


3.8 


3.2 


6.3 


5.6 


2.6 


2.9 


2.2 


2^9 


4^0 


4.7 


Hours ' 


2.3 


2.9 


3.4 


1.7 


2.0 


5.3 


1.6 


1.4 


2.3 


2.6 


2.5 


3.1 


Compensation per hour 


2.6 


4.0 


1.1 


3.0 


3.6 


3.4 


3.6 


3.4 


2.7 


2.7 


2.9 


2.8 




.5 


1.3 


-4.1 


-1.8 


-.3 


-.2 


1.9 


2.1 


.4 


-1.1 


-1.2 


-1.6 


Unit labor costs 


3.5 


4.0 


.8 


1.5 


-.6 


3.1 


2.5 


1.9 


2.8 


24 


1 4 


1.2 


Unit rwnlabor payments 


4.2 


-7.2 


b.8 


4.6 


9.3 


-.4 


2.2 


1.9 


1.6 


2.4 


3.6 


5.5 


Implicit price deflator 


3.7 


.0 


3.4 


2.6 


2.7 


1.9 


2.4 


1.9 


2.4 


2.4 


2 2 


2.6 


Manufacturing 


























Output per hour of all persons 


2.7 


1.7 


3.2 


64 


3.7 


.2 


3.2 


2.9 


2.5 


3.5 


37 


3.4 


Output 


2.3 


3.7 


4.0 


4.7 


7.6 


7.0 


2.3 


2.4 


2.5 


3.7 


5.0 


5.8 




-.4 


2.0 


.8 


-1 6 


3.8 


6.8 


-.9 


-.5 


.0 


.2 


1.2 


2.4 


Compensation per hour 


2.2 


2.7 


-1.0 


2.0 


1.3 


2.1 


2.9 


2.3 


1.3 


1.5 


1.2 


1.1 




-.1 


-1 


-6.1 


-2.7 


-2.4 


-1.5 


1.2 


1.0 


-.7 


-2.3 


-2.9 


-3.2 


Unit labor costs 


-.5 


.9 


-4.1 


-4.2 


-2.3 


1.8 


-.3 


- R 

.V 


-1 0 


-2.0 


-2.4 


-2.2 


Durable gooda 


























Output per hour of all persons 


4.4 


2.6 


4.5 


5.3 


36 


2.0 


4.5 


4.0 


3.4 


42 


4.0 


3.8 


Output 


2.7 


3.8 


4.5 


2.8 


7.0 


9.9 


2.5 


2.4 


2.4 


3.4 


4.5 


60 


Hours 


-1 7 


1.1 


0 


-2.4 


3.3 


7.7 


-1.9 


-1.5 


-.9 


-.7 


.5 


2.1 


Compensation per hour 


1.7 


3.4 


-1.9 


1.6 


1.1 


2.2 


2.8 


2.1 


1 3 


1.2 


1.0 


7 


Real compensation per hour^ 


-.6 


.7 


-6.9 


-3^1 


-2.6 


-1.4 


1 1 


,7 


-1.0 


-2.5 


-3.0 


-3.5 


Unit labor costs 


-2.6 


.8 


-6.1 


-3.5 


-2.4 




1 .w 


-1.8 


-2.1 


-2.9 


-2.8 


-3.0 


Nondurable gooda 


























Output per hour of all persons 


.1 


,4 


1.1 


8 7 


3.9 


-3.1 


1.3 


1.4 


1.3 


2.5 


3.5 


2.6 


Output 


1 7 


3.6 


3.1 


8.2 


8.8 


2 1 


1.8 


2.5 


2.7 


4.1 


5.9 


5.5 


Hours 


1.6 


33 


1.9 


-.5 


4.7 


5.4 


.6 


1 1 


1.4 


1.6 


2.3 


28 


Compensation per hour 


3.4 


1.5 


.7 


2.8 


1.7 


1.7 


3.3 


2.9 


2.3 


2^1 


1 7 


1.7 


Real compensation per hour' 


1.0 


-1.1 


-4.5 


-1.9 


-2.0 


-1.9 


1.6 


1 6 


0 


-1.7 


-2.4 


-2.6 


Unit labor costs 


3.3 


1.2 


-.5 


-5.4 


-2.1 


4.9 


2!o 


1.5 


1.0 


-.4 


-1.7 


-.8 


Nonflnanclat corporatlona^ 


























Output per ail*employee hour 


.9 


2.1 


-2.9 


.7 


3.3 


{') 


.7 


1.5 


0 


.2 


.8 


C) 


Output 


1.6 


3.4 


1.5 


2.2 


6.4 


{') 


1.5 


2.1 


1.4 


2.2 


3.4 


C) 


Hours 


.7 


1.3 


4.6 


1.6 


3.0 


{') 


.8 


.6 


1.5 


2.0 


2.6 


C) 


Compensation per hour 


2.5 


3.5 


-.5 


2.6 


29 


{') 


3.3 


3.0 


2.0 


2.0 


2.1 


C) 


Real compensation per hour' 


.1 


.7 


-5.6 


-2.1 


-.9 


{') 


1.6 


1.7 


-.2 


-1 7 


-2.0 


C) 

rt 


Total unit costs 


3.3 


.3 


2.4 


2.9 


.1 


{') 


2.9 


1.6 


2.0 


2.2 


1.4 




1.5 


1.3 


2.5 


2.0 


-.4 


{') 


2.6 


1.5 


2.1 


1.8 


1.3 


C) 


Unit nonlatwr costs 


8.2 


»2.3 


2.2 


5.4 


1.5 


{') 


3.8 


2.1 


1.9 


33 


1.7 


0 


Unit profits 


3.3 


-6.5 


14.7 


2.1 


30.7 


{') 


-8.4 


-.8 


1.9 


2.6 


8.8 


0 


Implicit price deflator 


3.3 


-.5 


3.5 


2.8 


^8 


{') 


1.7 


1.4 


2.0 


2.3 


2 1 


0 



' Measures of real hourly compensation incorporate the new seasonal preliminary, 

adjustment factors and re-indexed values of the Consumer Price Index for ' Not available. 

All Urt>an Consumers ' = revised. 

' The 1987 annual averages for the nonfinancial corporate sector are SOURCE: Office of Productivity and Technology (202 523 9261). 
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STATE AND AREA LABOR FORCE DATA 
NOT SEASONALLY ADJUSTED 

D-1. Labor force status by State and selected metropolitan areas 

(Numbers in thousands) 









Unernpioyed 


Civilian labor force 




Number 






Percent of 
















labor (orce 




Jan 


Dec 


j Jan 


Jan 


Doc 


Jan 


Jan 


Dec 


Jan 


1987 


1987 


1988P 


1987 


1987 


1988" 


1987 


1987 


1988'' 


1,865 5 


1,904 7 


1,873 5 


174 8 


135 5 


148 7 


94 


7 1 




79 


4406 


450 4 


441 9 


362 


266 


29 0 


82 


59 


66 


126 9 


133 2 


130 2 


8 2 


6 1 


6 8 


64 


4 6 


5 2 


208 2 


212 1 


208 3 


220 


195 


20 4 


106 


92 


98 


134 4 


1387 


1358 


96 


8 1 


84 


71 


58 


62 


689 


710 


69 6 


49 


38 


43 


71 


54 


62 


233 0 


237 7 


233 3 


306 


23 7 


25 2 


131 


10 0 


108 


1.591 9 


1.652 3 


1,640 6 


108.5 


95 2 


91 5 


68 


58 


56 


9858 


1,020 8 


1,014 2 


568 


500 


48 1 


58 


49 


47 


303 0 


3154 


3142 


176 


152 


148 


58 


48 


47 


1,051 0 


1,0868 


1,090 8 


1044 


87.2 


1003 


99 


80 


92 


54 4 


584 


57 7 


29 


27 


2.8 


53 


46 


49 


87 2 


92 6 


92.1 


62 


55 


65 


71 


60 


71 


251 7 


2606 


260 9 


195 


175 


19 6 


78 


67 


75 


361 


36 4 


36 3 


40 


3.1 


33 


110 


86 


9.1 


13,351 4 


13,861 6 


13,924.5 


9152 


677 0 


780 0 


69 


49 


56 


1,262 6 


1,3031 


1,305 4 


51 9 


32.6 


37 9 


4 1 


2.5 


2 9 


222 8 


229 7 


224 9 


29 9 


19.9 


21 6 


134 


86 


96 


288 1 


2904 


289 5 


408 


28 4 


32.2 


14 2 


98 


11 1 


4,087,0 


4.320 0 


4,331 0 


2300 


2060 


242 0 


56 


48 


56 


145 0 


148 9 


150 5 


228 


16 3 


18 1 


15 7 


10 9 


120 


1,008 9 


1.0309 


1.037 7 


641 


41 8 


48 6 


64 


4 1 


4.7 


324.7 


336 3 


337 4 


23 5 


153 


176 


72 


45 


52 


871 4 


922 3 


936 2 


569 


42 5 


49 2 


65 


46 


53 


6501 


685 0 


691 5 


46 3 


35 9 


39 9 


7 1 


52 


58 


1.020 8 


1,069 4 


1,082 8 


561 


39 2 


45 4 


55 


37 


42 


851 0 


8706 


877 1 


41 2 


26 3 


30.7 


48 


30 


35 


800 2 


806 3 


809 1 


480 


28 2 


32 5 


6 0 


3 5 


4 0 


173 4 


1759 


177 3 


108 


72 


82 


62 


4 1 


46 


179 9 


188 6 


190 7 


11.2 


85 


99 


62 


45 


52 


183 9 


182 2 


182 3 


24 1 


17 8 


19 9 


131 


9 8 


109 


1759 


184.2 


185 7 


139 


99 


11 3 


7.9 


54 


61 


1.694 6 


1,692 3 


1,714 1 


147 5 


124 6 


133 1 


8 7 


7 4 


78 


1291 


132 4 


131 7 


87 


75 


75 


67 


57 


57 


890 9 


892 6 


897 9 


70 7 


608 


61 9 


79 


68 


69 


1,733 7 


1.774 4 


1,721 9 


68 7 


55 6 


63 8 


40 


3.1 


37 


227 5 


232 5 


226 7 


11.4 


8.1 


10 3 


50 


35 


45 


422.7 


432 7 


423 0 


149 


139 


148 


3 5 


32 


35 


2661 


274 0 


266 7 


96 


82 


93 


36 


30 


35 


1169 


1199 


1159 


31 


25 


24 


26 


2.1 


21 


102 8 


103 4 


100 4 


57 


39 


50 


55 


38 


49 


321 3 


340.1 


329 8 


130 


89 


146 


40 


26 


44 


282 9 


296 9 




12 7 


86 




45 


2.9 




321 3 


334 9 


324 1 


233 


197 


198 


73 


59 


61 


2.062 4 


2.152.7 




698 


61 9 




34 


29 


{') 


5.664 1 


6,0021 


5,917 3 


327.4 


297 3 


295 4 


58 


50 


50 


139 4 


147 2 


145 3 


77 


64 


66 


55 


44 


46 


5951 


631 1 


626 3 


271 


24 8 


26 4 


46 


3.9 


42 


129 5 


1391 


138.3 


54 


4.7 


50 


42 


3.4 


36 


422 4 


453 0 


449 0 


230 


23 3 


24 6 


54 


5,1 


55 


166 3 


1768 


176 6 


11 7 


77 


87 


70 


4.4 


49 


888 8 


920 7 


905.9 


57 4 


49 6 


47 7 


65 


5,4 


53 


525 4 


565 8 


554 4 


264 


25 0 


26 5 


50 


4.4 


46 


142 7 


151 3 


146 4 


106 


105 


9 1 


74 


70 


62 


1126 


1195 


1185 


43 


44 


43 


38 


36 


36 


1178 


124 2 


122.1 


48 


46 


52 


4 1 


3.7 


43 


925 4 


9756 


962 4 


504 


46 0 


45 4 


54 


47 


47 


384.1 


411 1 


406 0 


191 


172 


162 


50 


42 


40 



State and area 



Alabama 

Birmingham 

Huntsville 

Mobile 

Montgomery 

Tuscaloosa 

Alaska 

Arizona . 

Phoenix 
Tucson 

Arkanaaa 

Fayetleville-Spnngdale .. . 
Fort Smith . . . 

Utle Rock-North Little Rock 
Pine Bluff .. 

California' 

Anahetm-Santa Ana 

Bakersfield 

Fresno * 

Los Angeles-Long Beach^ 

Modesto 

Oakland 

Oxnard-Ventura 

fliverSido-San Bernardino 

Sacrannonto 
San Oiego 

San Franosco 

San Jose . . . 

Santa Barbara-Santa Mana-Lompoc 

Santa Rosa-Petaluma 

Stockton 

Vaile)0-Fadield-Napa 

Colorado 

Boulder-Longmont 

Denver 

Connecticut 

Bridgepoft-Milford .... 
Hartford 

New Haven-Menden 
Stamford 

Waterbury . . 

Dtlaware ., . 

Wilmington 

Olilrlct of Columbia 

Washington 

Florida* . . 

Dayton a Beach 

Fort Lauderdale- Hollywood- Pompano Beach 
Fort Myers-Cape Coral 

Jacksonville 

Melbourne-Titusville-Palm Bay 

Miami-Hiaieah . 

Orlando 

Pensacola 

Sarasota 

Tallahassee 

Tampa -St Petersburg-Cleaiwater 

West Palm Beach-Boca Raton-Delray Beach 

See footnotes at end of table 
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STATE AND AREA LABOR FORCE DATA 
NOT SEASONALLY ADJUSTED 

D*1. Labor force status by State and selected metropolitan areas— Continued 



(Numbers m thousands) 



State and area 


Civittan tabor force 


Unemployed 


Number 


Percent of 
tat>or force 


Jan 
1987 


Dec 
1987 


Jan 
1968'' 


Jan 
1987 


Dec. 
1987 


Jan 
1988P 


Jan 
1987 


Dec 
1987 


Jan 
1988P 


Q«orgUi 


2,993 8 


3,068 8 


3,026 2 


180.9 


146 9 


193 1 


60 


48 


64 


Athens 


71 2 


71 9 


72 8 


33 


30 


48 


4 6 


4 1 


6 5 


Aiiania 


1.410 8 


1.448 8 


1 .432 3 


67 1 


57 9 


76 9 


4 8 


40 


5 4 


AuQUSta 


177 3 


179 8 


175 8 


11 5 


9 2 


106 


6.5 


5 1 


6.1 




98 9 


101 2 


98 6 


73 


68 


67 


7 4 


68 


68 


Macon "Warner Robins ... 


1269 


128 6 


126 3 


74 


5 8 


70 


5 8 


4 5 


5 5 


Savannah 


108 7 


111 0 


109 5 


70 


5 9 


72 


64 


53 


66 


Hswaii 


495 5 


524 6 


523 0 


20 9 


19 9 


20 4 


4 2 


38 


39 


Honolulu •• i 


369 7 


392 3 


389 8 


14 5 


13 5 


139 


3 9 


35 


36 


lovno .... 


455 8 


464 6 


453 1 


480 


37 4 


42 9 


10.5 


8.0 


9.5 


Boise City 


103 0 


105.4 


103 3 


74 


5.7 


66 


7 1 


55 


6 4 




5.608 0 


5.715 8 


5.740 9 


461 4 


395 7 


423 6 


8 2 


69 


7 4 


AUiUfa ciy*n ■■ i i 


168 9 


175 6 


174 1 


12 9 


96 


10.7 


7.7 


5 5 


6.1 


RIoomin/ilnfwMnnnflt 

DIV vllUI I^IUII^I^mi IhXI 


65 0 


65 6 


65 8 


36 


3 4 


3 5 


5 6 


5 2 


5 3 


^HAmnoi/in^i li4\Ano^Donf Alii 

wiiarnpaiQn'WiuaiKi'riciniuui . 


83 6 


87 1 


85 2 


4 4 


38 


4 0 


5 3 


4 4 


ei 7 




3.073 5 


3,150 4 


3,165 4 


221 1 


194 0 


202 6 


7 2 


62 


6 4 




181.6 


180 5 


181 6 


169 


14 5 


153 


9.3 


80 


84 


^QMllUI 


58 3 


562 


58.1 


62 


5.1 


58 


10 6 


88 


10.0 


Jotiet 


191 5 


194 4 


197 2 


166 


147 


165 


8 7 


76 


84 




249 5 


266 8 


£65 2 


13 6 


12 1 


125 


5 5 


45 


4 7 




152 4 


1507 


1502 


14 3 


10 8 


114 


9 4 


72 


76 


ROCK'ord 


146 0 


144 1 


146 9 


130 


11 8 


12.4 


89 


82 


84 




1066 


108 3 


109 2 


66 


63 


66 


62 


58 


6 1 




2,718 1 


2,815 9 


2,708 6 


2149 


166 2 


1759 


7 9 


60 


65 


Anderson 




(0 


(') 


(0 


(n 


(') 


(0 


{') 


e) 


BloorrvnQton ,, 


(0 


(0 


(^ 


(0 




(0 


(0 


(^ 


(') 


ciKnan-vjosnen .. .• • 


{') 


{') 


(0 




(^ 


(^ 


(0 


(') 


(') 


Evarisville 


(') 


(0 


(0 




(^ 


(^ 


(0 


(^ 


(0 


Fort Wayne 




(0 




(0 


i^) 


(0 


(0 


(^ 


(^ 




(') 


(') 


(0 


(^ 


(n 


(0 


{') 


(') 


(0 




{') 


(') 


(0 


(0 


(0 


(0 


(0 


i') 


(0 


Lai Bj one 


(') 






(0 


(0 


(') 




(') 


(0 


IV1UI iVR} 








(') 


(^ 


(0 


(0 


(0 


(') 


South Bend-Mishawaka 




(?) 


(?) 




(?) 


(?) 


(?) 


(?) 


(?) 


Terre Haute 


{') 


(n 


{') 


(0 


(^ 


(') 


(') 


{') 


{') 


lows 


1,425 3 


1.448.9 


1,454 0 


1126 


69 6 


101 4 


7 9 


48 


70 


V^Vvlai napiUo 


89 7 


94 3 


94 4 


60 


36 


54 


6 7 


38 


5 7 


Des Motnes ... .... 


214 7 


2268 


226 1 


128 


7 7 


114 


60 


34 


50 


Dubuque .. . 


43 2 


45 2 


459 


38 


26 


40 


8 8 


5 7 


87 








58 2 


(0 




44 






75 


WaterioO'^Cedar Falls 


67 9 


689 


68 5 


82 


43 


5,9 


12 1 


62 


86 


KsnMS • • 


1.220 6 


1.2766 


1.249 9 


77 1 


63 5 


69 8 


63 


50 


56 


Lawrence 


37 9 


41 1 


39 3 


1 6 


1 8 


1 7 


4 ? 


43 


44 


Topeka 


87 6 


92 1 


90 7 


48 


4 8 


46 


5 5 


53 


5 1 


wicniia • 


241 0 


255 1 


251 5 


158 


125 


149 


66 


49 


59 


Kentucky 


1,684 9 


1.709 9 


(') 


176 9 


139 8 


i') 


10 5 


82 


(') 


Lextn^ton^Fayetto • • 


178 1 


184 9 


(') 


11 2 


90 


(') 


63 


49 


(') 


Louisville . 






(') 






(') 


(') 


(') 




Owenst>oro 


44.7 


45 6 


(^ 


53 


4 2 


{') 


11 7 


93 


{') 


LouitUint ... 


1.956 6 


1.922 5 


1.913 • 


283 5 


182 3 


229 9 


14 5 


95 


120 


Alexandria 


607 


61 5 


60 8 


7 1 


50 


64 


11 7 


81 


105 


Baton Rouge 


263 0 


264 5 


261 2 


31 0 


21 4 


26 5 


11 8 


8 1 


101 


Houma-Thibodaux 


74 8 


706 


69 7 


•;55 


7.7 


99 


20.7 


109 


14 1 


Lafayette . . 


102 3 


99 0 


97 9 


168 


9 1 


11 2 


16 4 


91 


11 4 


Monroe 


69 8 


69 9 


662 


83 


58 


79 


11 9 


83 


116 


New Orleans ... 


602 7 


5961 


591 7 


687 


48 5 


57 9 


11 4 


81 


98 


Shreveport . , , 


168 3 


165 9 


166 7 


22 7 


15.2 


19 5 


13.5 


91 


11.7 


Maine 


549 8 


589 5 


592 


34 2 


21 6 


32 5 


62 


37 


55 


Lewiston -Auburn . . 


40 2 


41 7 


42.5 


2.9 


1 9 


26 


7 1 


46 


60 


Portland 


1172 


128 2 

_ 


126 2 

--J 


37 


24 


36 


3.2 


1 9 


2.9 



See rootrK)tes at end of table 
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STATE AND AREA LABOR FORCE DATA 
NOT SEASONALLY ADJUSTED 

D-1 Labor force status by State and selected metropolitan areas-^Contlnued 

(Numbers in thousands) 



State and area 



Maryland 

Baltimore 

Maaaachuaetts* 

Boston 

Brockton 

Fall River 

Fttchburg-Leominster 
Lawrence-Havertiill 

Lowell 

New Bedford 

Spnngfietd 

Worcester 

Michigan' 

Ann Arbor 

Battle Creek 

Benton Harbor ... 

Detroit 

Flint 

Grand Rapids 

Katsmazoo 

Lansing>East Lansing 

Muskegon 

Sagmaw-Bay oiy-Mtdland . 



MInntaota 

Duluth 

Minneapolis-St Paul 

Rochester 

St. Cloud 



Jackson .. 



Miaaouri 

Kansas Dty . 

St. Louis .. 
SpnngfteM ... 



Montana . 



Lincoln 
Omaha 



Nevada 

Las Vegas . 

Reno 



New Hampahira 

Nashua 

Portsmouth'Dover^Rochester 

Nawjaraty' 

Atlantic Oty 

Bergen-Passaic 

Jersey C»ty 

Middlesex-Sonrterset-Hunterdon . 

Monmouth-Ocean 

Newark 

Trenton 



Civilian tabor torce 



Naw Mexico ... 

Albuquerque 

Las Cruces .... 
Santa Fe 



See footnotes at end of table 



Unemployed 



Number 



Percent of 
labor force 



l«n 

Jan. 


Dec 


Jan, 


Jan. 


Dec. 


Jan 


Jan. 


Dec 


Jan 


19B7 


1987 


1968" 


1987 


1987 


1988'' 


1987 


1987 


1988" 


2 365. 7 


2.423 0 


2.403 2 


114.2 


102.5 


123 8 


4 8 


4 2 


52 


1 153.0 


1 1 72 6 




62 3 


56 5 




54 


4 8 


(') 


3 029 1 


3 087 3 


3.106 7 


123.7 


81 8 


117 7 


4 1 


2.6 


38 


1 506.7 


1<539 7 


1.547.7 


50.0 


35 4 


47 7 


3 3 


23 


3 1 


95 1 


96 9 




4 3 


2 7 


4 1 


4 5 


28 


42 


76 4 


75 8 


76 7 


59 


33 


54 


7 7 


4.4 


70 


45 B 


452 


45 2 


25 


1 4 


21 


54 


32 


47 


17B 2 


182.2 


185 9 


8.3 


6 5 


89 


4.7 


35 


48 


147 0 


148 8 


148 6 


6 2 


4,0 


5 8 


4 2 


2 7 


39 


84 B 


g/ ^ 


84.6 


6 1 


3 3 


56 


7 2 


39 


66 


247 7 


252 9 


255.9 


10.7 


6 5 


9 6 


4 3 


26 


3.8 


20BB 


2185 


2188 


79 


55 


7.6 


38 


25 


3.5 


4 415 9 


4 491 2 


4.4c0.c 


357 8 


372 3 


472.1 


8 1 


83 


10.7 


153.6 


159.9 


155.1 


62 


59 


76 


40 


3.7 


4.9 


62.3 


64.0 


636 


4.7 


53 


7.1 


76 


83 


11 2 


75 2 


76 6 


75 0 


6 2 


5.7 


6 7 


8 2 


75 


8.9 


2 135 6 


2 164 3 


2.133 2 


156 2 


1 75 9 


2187 


7 4 


8.1 


103 


200 9 


199 8 


198 2 


24 6 


27 8 


351 


12 2 


13.9 


17 7 


339 3 


3482 


339.2 


22.5 


212 


256 


66 


6.1 


76 


111.4 


1153 


111.9 


5.7 


61 


73 


5.1 


53 


6.6 


233 B 


237.6 


234 8 


143 


153 


21 3 


6 1 


65 


01 


67 0 


669 


65 8 


73 


62 


7.6 


11.0 


93 


11 6 


1B0 4 


184.5 


182.8 


17.1 


15 5 


21 4 


9 5 


84 


11.7 


2.214.1 


2,299.7 


2,223 9 


145.0 


134.8 


1356 


66 


59 


6.1 


107.3 


107.2 


105 2 


11.7 


95 


101 


10 9 


89 


96 


1 320 0 


1.377 3 


1.335.1 


63 7 


630 


62.5 


4 8 


4.6 


4.7 


5d 2 


56 9 


57 2 


2 7 


2 5 


23 


4 7 


42 


4 1 


B9 5 


95 7 


94.8 


68 


7.3 


66 


7.7 


76 


7.0 


1 14B2 


1.148 7 


1.170.7 


143 3 


100 1 


124 3 


12.5 


87 


106 


195 5 


200 3 


v) 


17 0 


1 1.6 




8.7 


56 




2.559 4 


2.611.9 


2.531 6 


191 3 


165.2 


168.7 


7.5 


6.3 


67 




846 9 


826 8 


49.5 


46 6 


45 9 


60 


55 


55 


1,262.9 


1.282 1 


1 .256.5 


99.9 


83.4 


909 


79 


65 


7.2 


120.4 


124 5 


120 6 


6.9 


59 


58 


57 


4.7 


48 


395.2 


397.1 


398 2 


39 4 


26 4 


37.7 


10.0 


6.7 


95 


795. B 


816.1 


782.4 


46 9 


40 0 


40 7 


59 


49 


5.2 






i182 






4 1 






3.5 






314 8 


{') 




160 


(') 




5.1 


535 3 


569 9 


565.1 


38.8 


36.1 


406 


7.2 


63 


7.2 


312.7 


332.7 


329.5 


21.7 


21 4 


22 5 


69 


64 


68 


133.2 


140.6 


139.5 


9.5 


85 


101 


72 


6.0 


7.2 


55B.7 


5993 


595 0 


17.5 


12.6 


195 


3.1 


21 


33 


93 7 


1008 


96 9 


28 


23 


30 


30 


2.2 


31 


123 2 


132 8 


131.0 


39 


21 


40 


32 


16 


3.1 


3.B2B.3 


3.954.5 


3.964.5 


174 5 


141.7 


178.4 


4.6 


36 


4.5 


158.7 


184.7 


1662 


12 2 


10.5 


12 8 


7.7 


64 


77 


700.9 


723 8 


726 4 


28 5 


21.8 


26 5 


4,1 


30 


36 


259 2 


269.4 


267.7 


19.1 


176 


193 


74 


65 


7.2 


534.8 


555 5 


557.8 


16 8 


13 1 


178 


3.1 


24 


3.2 


4450 


464 2 


468 6 


176 


14.0 


204 


40 


30 


4.4 


938 4 


9586 


9592 


42 6 


34 3 


43 2 


45 


36 


4.5 


167.4 


172 4 


173 3 


6.5 


4.7 


62 


39 


27 


36 


6796 


681 5 


676 0 


69 1 


54 6 


59.7 


102 


80 


88 


258 8 


260 4 


256 7 


17.9 


156 


163 


69 


61 


63 


53 5 


55 4 


543 


40 


36 


40 


7.4 


65 


74 


62 8 


65 0 


649 


40 


35 


39 


64 


54 


61 
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STATE AND AREA LABOR FORCE DATA 
MOT SEASONALLY ADJUSTED 



0*1. Labor force status by State 2>nd selected metropolitan areas—Continued 

(Numbers in thousands) 



T 



State ar)d area 



Cfvitian labor force 







Jan 


1^ 


Jan 


Jan 


Dec 


Jan 


Jan 


Dec 


Jan 






1987 


1967 


1968" 


1987 


1967 


1988P 


1987 


1987 


1988" 


New York' 




6.465 8 


6.525 6 




6 523 1 


523 0 


354 6 


427.0 


6 2 




1 

4 2 


5 0 


Aibar)y-S€henectady*Troy 




4136 


424 3 


424 1 


20 6 


14 1 


167 


50 


3.3 


44 


Binghamton ... 




127.0 


127 6 


127 6 


72 


44 


52 


56 


35 


4 1 


Buffalo 




444 9 


450 6 


446 9 


31 0 


21 3 


26 0 


70 


47 


62 


Elmrra 




39 9 


41 9 


423 


25 


1 4 


1 9 


62 


34 


46 


Nassau'Suffolk 




1416 5 


1 448 3 


1 .435 6 


51 6 


36 2 


49 1 


3 7 


c o 


3 4 


New York 




3^935.1 


3!694 6 


3.697 6 


264 1 


176 9 


193 6 


67 


46 


50 


New York City' 




3.262 0 


3.206 0 


3.2150 


242.0 


161 0 


170 0 


74 


50 


53 


Orar)ge County 




129 5 


132.4 


133 7 


63 


43 


6 1 


49 


32 


45 


Poughkeepste . 




1256 


129 3 


1273 


4 3 


33 


39 


34 


26 


30 


Rochester .... 




498 2 


499 3 


5013 


27 5 


176 


22 5 


55 


36 


45 


Syracuse 




3194 


324.3 


327.0 


23 6 


16 5 


22 6 


74 


51 


70 


Utica-Rome 




134 6 


136 3 


137 5 


104 


66 


67 


77 


46 


63 


North Carolina' 

lYVf III WPIVIIIMi 




3.206 5 


3 260 0 


3 247 3 


167 9 


136 2 


165 7 


5 2 


4 2 


5 1 


Asheville 




64 7 


' 66 6 


65 7 


48 


32 


44 


56 


37 


51 


Chartotte-Gastonia-Rock Hili 




609 7 


636 6 


629 3 


24 7 


21.3 


23 9 


40 


33 


36 


Greensboro-Winston-SalerD'High Point 




507 6 


5156 


512 7 


200 


166 


20 6 


39 


32 


4 1 


Raletgh-Durham 




366 4 


396 9 


393 3 


129 


11 5 


140 


33 


2.9 


36 


^ 

North Dakota 




3256 


327.5 


322 7 


24 6 


16 3 


22 6 


7 6 


5 0 


7 0 


Bismarck 




44 7 


45 1 


450 


34 


23 


33 


77 


51 


74 


Fargo-Moorhead 




63 3 


67 0 


64 9 


4 1 


35 


36 


49 


40 


44 


GrarKJ Forks 




35 3 


37 3 


360 


1 6 


1 4 


1 6 


47 


38 


5.1 


Ohio' 




5.199 7 


5 259 1 


5 257 9 


452 0 


322 0 


374 6 


a 7 
o f 


6 1 


7 1 


Akron 




3195 


322 6 


321 5 


261 


20 0 


24 7 


66 


62 


77 


Cincinnati 






















Cleveland 




9158 


931 0 


929 0 


68.7 


50 3 


56 5 


75 


54 


63 


Columbus 




666 3 


704 2 


702 0 


43 2 


34 5 


39 7 


63 


49 


57 


Dayton-Spnnglield . 




456.4 


464 0 


4630 


306 


23 6 


27 6 


67 


51 


60 


Toledo 




305 5 


313 2 


309 1 


266 


196 


20 3 


66 


63 


66 


Youngstown-Warren 




221 7 


219 1 


216 7 


25 9 


174 


197 


117 


79 


90 


Oklahoma 




1.563.1 


1.546 5 


1.496 2 


134 5 


92 9 


106 6 


66 


60 


73 


Entd 




30 6 


30.2 


29 3 


27 


1 6 


1 9 


67 


54 


63 


Lawton , . . 




49 4 


50 2 


466 


2.5 


2Z 


26 


51 


45 


53 


Oklahoma City . 




507 1 


504 0 


4656 


33 6 


24 9 


29 6 


66 


49 


61 


Tulsa 




349 5 


342 5 


331 6 


32 1 


23 6 


26 5 


92 


69 


60 


Oregor) 




1 354 1 


1 403 7 




1161 


63 0 


99 9 


6 7 


5 9 


7 1 


Eugene-Spnngfield . . 




135 6 


139 2 


139 4 


104 


79 


91 


76 


57 


65 


Portland . 




623 4 


646 7 


645 6 


43 4 


30 7 


36 7 


70 


47 


57 


Salem 




1226 


126 5 


128 9 


11 2 


6 1 


98 


9 1 


64 


76 


Pennsylvania' 




5.494 0 


5.752 4 


5.726 1 


359 4 


293 4 


. 356 0 


65 


51 


62 


Allentown-Bethleh em 




3106 


322 7 


321 0 


16 1 


16 1 


16 3 


58 


50 


57 


Altoona 




56 4 


604 


59 5 


49 


46 


51 


67 


76 


66 


Beaver County . . 




63 1 


62 1 


62 3 


69 


54 


65 


10 9 


86 


104 


Ene .... 




124 0 


129 4 


129 1 


10 4 


6 2 


9 6 


6 4 


6 4 


7 0 


Hamst>urg-Lebanon*Cartisle 




301 3 


316 1 


317 5 


14 7 


11 2 


152 


49 


35 


46 


Johnstown 




91 7 


94 6 


95? 


92 


78 


93 


101 


62 


96 


Lancaster 




200 6 


2151 


213 5 


79 


76 


93 


40 


35 


44 


Philadelphia 




2.324 2 


2.439 1 


2.414 3 


108 6 


91 6 


1107 


4 7 


36 


46 


Pittsburgh 




931.1 


958 9 


959 0 


72 6 


57 5 


70 9 


78 


60 


74 


Reading , , 




166 1 


174 6 


174 4 


94 


7 2 


69 


56 


4 1 


5.1 


Scranton-Witkes-Barre 




339 5 


353 3 


353 9 


260 


22 5 


26 5 


63 


64 


75 


Wilhamsport 




54 3 


603 


61 3 


39 


33 


44 


72 


54 


72 


York 




203.0 


213 2 


2155 


109 


82 


116 


54 


36 


54 


Rhode island 




508 7 


525 3 


520 4 


22 2 


16 4 


20 7 


44 


35 


40 


Pawtucket-Woonsocket-Attleboro 




165 2 


166 3 


167 7 


66 


66 


80 


53 


40 


46 


Providence ,. . 




331 6 


343 2 


339 9 


136 


11 6 


130 


42 


34 


36 


South Carolina . ... 




1.569 3 


1.651 5 


1.621.9 


100 3 


64 0 


96 1 


63 


51 


61 


Charleston .. .. 




2157 


224 5 


221 6 


11 1 


97 


106 


52 


43 


46 


Cotuml})a 




224 7 


231 4 


226 3 


69 


63 


94 


40 


36 


4 1 


Greenville-Spartanburg 




307 7 


316 4 


3166 


14 9 


120 


145 


49 


36 


4.6 


South Dakota 




341 9 


351 1 


343 6 


19 1 


16 6 


160 


56 


46 


47 


Sioux Falls 




69 2 


74.0 


71 3 

1 


32 


39 


37 


47 


52 


52 



Unemployed 



Numt>er 



Percent of 
labor force 



See footnotes at end of table 
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STATE AND AREA LABOR FORCE DATA 
NOT SEASONALLY ADJUSTED 

D-1 Labor force status by State and selected metropolitan areas— Continued 

(Numbers m thousands) 



State and area 



Ttnnewce 

Chattanooga . . . 

Johnson City-Kingspod-Bnstol 

Knoxville 

MefDphjs LMA 

Nashville 

T«xat' 

Abilene .... 

Amantlo. 

Austin 

BeaufDont-Port Arthur 

Brazona 

Brownsvtlle-Harlingen 
Bryan-College Station ... 

Corpus Chnsti 

Dallas 

El Paso 

Fort »A/orth- Arlington 

Galyeston-Texas City . , , 

HOi^ton . , 

Kiliean-Temple 

Laredo . . ... 
Longview- Marshall 

Lubt)0ck 

McAllen-Edmburg-Mtssion 

Midland .. . 

San Angelo . . .. 

San Antonio . 

Sherman- Deniso«»^ 

Texarkana 

Waco . 

Wichtta Falls . 

Utah 

Provo-Orem . . 

Salt Lake City-Odgen 

Varment 

Burlington 

Virginia 

Charlottesville 

Danville 

Lynchburg .... 

Norlolk-Virginia Beach-Newport News 

Richmond- Petersburg 

Roanoke 

Washington 

Seattle 

West Virginia 

Charleston 
Huntington -Ashland 
Parkersburg-Manetta 
Wheeling 

Wisconsin . 

Appleton-Oshkosh-Neenah . . 

Eau Claire 

Green Bay . 

Janesville-Beloit 

Kenosha .... 
La Crosse 

Madison . 

Milwaukee 

Racine 
Wausau 

Wyoming ... ... 



Civilian labor force 



UncTtploycd 



^Jan r Dec 
1987 I 1987 



Jan 
1988^ 



Jan 
1987 



2.286 6 
203 2 
208 8 
276 2 
423 8 
5169 

8.127 3 

54 5 
97 9 

425 5 
162 0 

78 8 
93 8 

55 0 
161 6 

1.4179 
227 3 
661 6 

108 0 
1.587.0 

902 
45 6 

79 4 

109 7 
150 0 

50 4 
44 6 
595 4 
48 3 
57 4 
90 6 

56 7 

747 0 
97 9 
496 2 

285 5 ; 
71 5 

2.912 6 
63 1 

50 0 
71.0 

5800 
421 4 
1174 

2.186 7 
977 4 

749 3 
1159 
128 2 
71 6 
71 9 

2.418 2 
1591 

68 5 
102 4 

69 9 
52.6 

51 8 
207 6 
725 3 

860 

57 2 

238 4 



2.370 1 
209 5 
222 6 
283 3 
455 2 
522 9 

8.269 2 
54 2 
101 3 
431 0 
1600 
61.5 
961 

58 0 
159 0 

1.460.3 
234 4 
679 0 
107 4 

1.607.3 

93 7 
46 2 
79 0 

1143 
152 \ 
50 4 
460 
614 0 

50 1 

59 0 

94 2 
57 3 

759 0 
99 3 
505 4 

302 3 
75 5 

3.035 1 
683 

51 3 
72 7 

601 9 
440 5 
120 2 

2,2860 
1.029 9 

751.9 
1168 
1285 

71 8 

72 0 

2.530 5 
167 0 

71 9 
107 6 

72 6 
'57 0 
56 0 

2189 
752 4 
87 9 
59 8 

228 2 



2.367 5 
207 0 

282 4 
452 3 
520 4 

8.161 7 

53 7 
99 8 

423 8 
157 9 
80 3 

97 4 

54 4 
159 0 

1.438 9 
233 1 
668 8 
106 3 
1.579 5 
93 0 
45 2 
78 5 
1109 
154 6 
49 0 
44 3 
6095 
49 2 
58 1 
92 7 
569 

758 6 

98 9 
604 9 

302 1 
75 1 

2,997 1 
(') 
(0 
(') 
{') 

2.263 8 
1.023.5 

757 7 

(') 

{') 

{') 

{') 

2.447 3 
161 5 
688 
104 0 
70 4 
55 3 
53 4 
211 2 
7300 
85 4 
58 4 

227 1 



Dec 
1987 



Jan 
1988^ 



1856 
135 
155 
23 7 

28 9 

25 3 

798 8 
56 
70 

29 3 
231 

92 
157 

38 
22 1 
94 5 

26 3 
51.1 
124 

173 9 
76 
86 

101 
75 

32 1 
58 
33 

51 4 
43 
54 
79 
53 

54 7 
87 
31 2 

14 1 

26 

139 7 
2.2 
38 
36 
29 3 
16.9 
54 

194 2 
63 8 

103 3 
123 
163 
86 
84 

1950 
127 

5 7 
80 

6 2 
5 1 
34 

10 * 
46 5 
73 
57 

29 3 



146 1 
104 
136 
176 
25 0 
23 9 

561 4 
34 
5 1 
23 7 
156 
62 
122 
24 
14.6 
74 8 
22 0 
37 8 
9.4 
107 9 
62 
63 
67 
58 
25 0 
3 1 
24 
41 4 
33 
43 
68 
36 

44 5 
54 
28 4 

11 1 
1 8 

1199 
1 7 
35 
37 

27 3 

16 1 
51 I 

181 1 

62 3 

74 9 

95 
122 

5 2 

60 

151 1 

92 
46 
63 
48 
34 
27 
79 
38 5 
54 
38 

17.4 



164 2 
126 

196 
26 0 
25 3 

682 5 
40 
67 

29 6 
19 0 

77 
16.5 
29 
17 7 
92 3 
26.4 
46 9 
11 7 
127 1 
7.6 
64 
8 1 
67 

30 3 

3 7 
28 

50 8 
38 
49 
83 

4 3 

51 0 
63 

31 8 

124 

2G 

127 0 

(') 
(') 

0 
(') 

184 5 
61 3 

104 8 

{') 

170 8 
10 5 

5 1 
73 
52 
38 
32 
97 

41 0 
59 
49 

20 2 



Percent of 
labor force 



Jan 
1987 



Dec 
1987 



Jan 
1988^ 



8 1 
66 
74 
86 
68 
49 

98 
103 

72 

69 
143 
116 
16 7 

70 
130 

67 
11 6 

77 
11 4 
11 0 

84 
190 
127 

69 
21 4 

11 5 
75 
86 
88 
94 
87 
94 

73 
89 
63 

49 
36 

4 8 
35 
76 

5 1 
50 
40 
46 

89 
65 

138 
106 
127 

12 1 
11 7 

8 1 
80 
83 
78 
89 
98 
66 
4.9 
64 
85 
99 

123 



-T 



62 
50 
62 
62 
55 
46 

68 
63 
50 
55 
98 
77 
127 

4 1 
92 

5 1 
94 
56 
88 
6.7 
66 

13 7 
84 
51 

16 5 
61 
53 
6.7 
66 
73 
72 
63 

59 
54 
56 

37 
24 

40 
25 
68 
5.1 
45 
37 
42 

79 
60 

100 
8 1 
95 
73 
84 

60 
55 
64 
59 
66 
61 
49 
36 
5 1 
62 
63 

76 



Data are obtained directly from the Current Population Survey See the 
Explanatory Notes for State and Area Labor Force Data 
^ Not available 
p =a preliminary 

NOTE' Data refer to place of residence Estimates for 1987 have been 



benchmarked to 1987 Current Population Survey annual averages Except in the 
11 States and 2 areas designated by footnote l. estimates for 1988 aro 
provisional and will be revised when new benchmark information becomes 
available Area definitions are published annually in the May issue of this 
publication 
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Explanatory Notes 



Introduction 



The statistics in this periodical are compiled from two 
major sources: (1) Household interviews, and (2) reports 
from employers. 

Data based on household interviews are obtained from a 
sample survey of the population 16 years of age and over. 
The survey is conducted each month by the Bureau of the 
Census for the Bureau of Labor Statistics and provides com- 
prehensive data on the labor force, the employed, and the 
unemployed, including such characteristics as age, sex, race,' 
family relationship, marital status, occupation, and indus- 
try attachment. The survey also provides data on the charac- 
teristics and past work experience of those not in the labor 
force. The information is collected by trained interviewers 
from a sample of about 59,500 households, representing 729 
areas in 1,973 counties and independent cities, with cover- 
age in 50 States aiKf^d^Ptistrict of Columbia. The data col- 
lected are based^dli^pictivity or status reported for the 
calendar week including the 12th of the month. 

Data based on establishment records are compiled each 
month from mail questionnaires by the Bureau of Labor 
Statistics, in cooperation with State agencies. The establish- 
ment survey is designed to provide industry information on 
nonagricultural wage and salary employment, average week- 
ly hours, average hourly earnings, and average weekly earn- 
ings for the Nation, States, and metropolitan areas. The 
employment, hours, and earnings series are currently based 
on payroll reports from a sample of 290,000 establishments 
employing over 38 million nonagricultural wage and salary 
workers. The data relate to all workers, full or part time, 
who received pay during the payroll period which includes 
the 12th day of the month. 

RELATION BETWEEN THE HOUSEHOLD AND 
ESTABLISHMENT SERIES 

The household and establishment tSata supplement one 
another, each providing significant tjpes of information that 
the other cannot suitably supply. Population characteristics, 
for example, are readily obtained only from the household 
survey whereas detailed industrial classifications can be relia- 
bly derived only from establishment reports. 

Data from these two sources differ from each other 
because of differences in definitions and coverage, sources 
of information, methods of collection, and estimating pro- 
cedures. Sampling variability and response errors are addi- 
tional reasons for discrepancies. The major factors which 



have a differential effect on the levels and trends of the two 
series are as follows. 

Employment 

Coverage. The household survey definition of employment 
comprises wage and salary workers (including domestics and 
other private household workers), self-employed persons, 
unpaid Workers who worked 15 hours or more during tlie 
survey week in family-operated enterprises, and members 
of the Armed Forces stationed in the United States. Civilian 
employment in both agricultural and nonagricultural indus- 
tries is included. The payroll survey covers only wage and 
salary employees on the payrolls of nonagricultural estab- 
lishments. 

Multiple jobholding. The household survey provides infor- 
mation on the work status of the population without dupli- 
cation, since each person is classified as employed, 
unemployed, or not in the labor force. Employed persons 
holding more than one job are counted only once and are 
classified according to the job at which they worked the 
greatest number of hours during the survey week. In the 
figures based on establishment reports, persons who worked 
in more than one establishment during the reporting period 
are counted each time their names appear on payrolls. 

Unpaid absences from jobs. The household survey includes 
among the employed all civilians who had jobs but were not 
at work during the survey week— that is, were not working 
but had jobs from which they were temporarily absent be- 
cause of illness, bad weather, vacation, labor-management 
disputes, or because they were taking time off for various 
other reasons, even if they were not paid by their employers 
for the time off. In the figures based on payroll reports, per- 
sons on leave paid for by the company are included, but not 
those on leave without pay for the entire payroll period. 

For a comprehensive discussion of the differences between 
household and establishment s»:rvey employment data, see 
Gloria P. Green's article, "Comparing Employment Esti- 
mates From Household and Payroll Surveys," Monthly 
Labor Review , December 1969. 

Hours of work 

The household survey measures hours actually worked 
whereas the payroll survey measures hours paid for by 
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employers. In the household survey data, all persons with 
a job but not at work are excluded from the hours distribu- 
tions and the computations of average hours. In the payroll 
survey, production or nonsupervisory employees on paid va- 
cation, paid holiday, or paid sick leave are included and as- 
signed the number of hours for which they were paid during 
the reporting period. 

Earnings 

The household survey measures median earnings of wage 
and salary workers in all occupations and industries in both 
the private and public sectors. Data refer to tlie usual earn- 
ings received from the worker's sole or primary job. Data 
from the establishment survey generally refer to average 
earnings of production and related workers in mining and 
manufacturing, construction workers in construction, and 
nonsupervisory employees in private service-producing in- 
dustries. For a comprehensive discussion of the household 
survey earnings series, see Technical Description of the 
Quarterty Data on Weekly Earnings from the Current Popu- 
lation Survey, BLS Bulletin 2113. 

COMPARABILITY OF HOUSEHOLD DATA 
WITH OTHER SERIES 

Unemployment insurance data. The unemployed total from 
the household survey includes all persons who did not have 
a job at all during the survey week and were looking for woik 
or were waiting to be called back to a job from which they 
had been laid off, whether or not they were eligible for un- 
employment insurance. Figures on unemployment insurance 
claims, prepared by the Employment and Training Adminis- 
tration of the Department of Labor, exclude persons who 
have exhausted their benefit rights, new workers who have 
not earned rights to unemployment insurance, and persons 
losing jobs not covered by unemployment insurance systems 
(some workers in agriculture, domestic services, and reli- 
gious organizations, and self-employed and unpaid family 
workers). Beginning in January 1978, coverage was extended 
to include domestic workers whose employers paid $1,000 
or more in wages in any calendar quarter, agricultural em- 
ployees whose employers engaged 10 or more workers in 
20 weeks or paid a total of $20,000 or more in wages in any 
calendar quarter, and almost all State and local government 
employees. 

In addition, the qualifications for drawing unemployment 
compensation differ from the definition of unemployment 
used in the household survey. For example, persons with 
a job but not at work and persons working only a few hours 
during the week are sometimes eligible for unemployment 
compensation but are classified as employed rather than 



unemployed in the household survey. 

For an examination of the similarities and differences be- 
tween State insured unemployment and total unemployment, 
see ''Mearuring Total and State Insured Unemployment'* 
by Gloria P. Green in the June 1971 issue of the Monthly 
Labor Review. 

Agricultural employment estimates of the Department of 
Agriculture. The principal differences in coverage are the 
inclusion of persons under 16 in the Economics and Statis- 
tics Service series and the treatment of dual jobholders, who 
are counted more than once if they work on more than one 
farm during the reporting period. There are also wide differ- 
ences in sampling techniques and collecting and estimating 
methods which cannot be readily measured in terms of their 
impact on differences in the levels and trends of the two 
series. 

COMPARABILITY OF PAYROLL EMPLOYMENT 
DATA WITH OTHER SERIES 

Statistics on manufactures and business. Bureau of the Cen- 
sus. BLS establishment statistics on employment differ from 
employment counts derived by the Bureau of Census from 
its censuses or sample surveys of manufacturing and busi- 
ness establishments. The major reasons ^or noncomparabil- 
ity are different treatment of business units considered parts 
of an establishment, such as central administrative offices 
and auxiliary units, the industrial classification of establish- 
ments, and different reporting patterns by multiunit compa- 
nies. There are also differences in the scope of the industries 
covered, e.g., the Census of Business excludes professional 
services, public utilities, and financial establishments, 
whereas these are included in the BLS statistics. 

County Business Patterns. Data in County Business Patterns 
(CBP) I ablished by the Bureau of the Census, U.S. Depart- 
ment of Commerce, differ from BLS establishment statistics 
in the treatment of central administrative offices and aux- 
iliary units. Differences may also arise because of industri- 
al classification and reporting practices. In addition, CBP 
excludes interstate railroads and government, and coverage 
is incomplete for some of the nonprofit activities. 

Employment covered by State unemployment insurance pro- 
grams. Most nonagricultural wage and salary workers are 
covered by the unemployment insurance programs. 
However, certain activities, such as interstate railroads, 
pj^rochial schools, and churches, are not covered by unem- 
plovment insurance whereas these are included in the BLS 
establishment statistics. 
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Household Data 
(A tables) 



COLLECTION AND COVERAGE 

Statistics on the employment status of the population, the 
personal, occupational, and other characteristics of the em- 
ployed, the unemployed, and persons not in the labor force, 
and related data are compiled for the BLS by the Bureau of 
the Census in its Current Population Survey (CPS). A detailed 
description of this survey appears in Concepts and Methods 
Used in Labor Force Statistics Derived from the Current 
Population Survey, bls Report 463. Historical national data 
are published in Labor Force Statistics Derived From the Cur- 
rent Population Survey: A Databook, bls Bulletin 2096. 

These monthly surveys of the population are conducted 
through a scientifically selected sample designed to represent 
the civilian noninstitutional population. Respondents are in- 
terviewed to obtain information about the employment sta 
tus of each member of ♦he household 16 years of age and 
over. The inquiry relates to activity or status during the calen- 
dar week, Sunday through Saturday, which includes the 12th 
of the month. This is known as the survey week. Actual field 
interviewing is conducted in the following week. 

Inmates of institutions and persons under 14 years of age 
are not covered in the regular monthly enumerations, and 
are excluded from the population and labor force statistics 
shown in this publication. Data on the members of the Armed 
Forces stationed in the United States, who are included as 
part of the categories noninstitutional population," labor 
force," and **total employment." are obtained from the 
Department of Defense. 

Each month about 59,500 occupied units are eligible for 
interview. About 2,500 of these households are visited but 
interviews are not obtained because the occupants are not 
at home after repeated calls or are unavailable for other rea- 
sons. This represents a noninterview rate for the survey of 
between 4 and 5 percent. In addition to the 59,500 occupied 
units, there are 11,000 sample units in an average month 
which are visited but found to be vacant or otherwise not 
enumerated. Part of the sample is changed each month. The 
rotation plan provides for three-fourths of the sample to be 
common lirom one month to the next, and one-half to be com- 
mon with the same month a year earlier. 

CONCEPTS AND DEFINITIONS 

The concepts and definitions underlying labor force data 
have been modified, but not substantially altered, since the 
inception of the survey in 1940; those used since 1967 are 
as follows: 

Employed persons are (a) all civilians who, during the sur- 
vey week, did any work at all as paid employees, in their 
own business, profession, or on their own farm, or who 
worked 15 hours or more as unpaid v/orkers in an enterprise 
operated by a member of the family; and (b) all those who 



were not working but who had jobs or businesses from which 
they were temporarily absent because of illness, bad weather, 
vacation, labor- management disputes, or personal reasons, 
whether they were paid for the time off or were seeking other 
jobs. Members of the Armed Forces stationed in the United 
States are also included in the employed total. 

Each employed person is counted only once. Those who 
held mere than one job are counted in the job at which they 
worked the greatest number of hours during the survey week. 

Included in the total are employed citizens of foreign coun- 
tries who are temporarily in the United States but not living 
on the premises of an embassy. Excluded are persons whose 
only activity consisted of work around the house (painting, 
repair? \ or own home housework) or volunteer work for 
religi i :haritable, and similar organizations. 

Unemployed persons are all civilians who had no employ- 
ment during the survey week, were available for work, ex- 
cept for temporary illness, and had made specific efforts to 
find employment some time during the prior 4 weeks. Per- 
sons who were waiting to be recalled to a job from which 
they had been laid off or were waiting to report to a new 
job within 30 days need not be looking for work to be clas- 
sified as unemployed. 

Duration of unemployment represents the length of time 
(through the current survey week) during which persons clas- 
sified as unemployed had been continuously looking for 
work. For persons on layoff, duration of unemployment 
represents the number of ftiU weeks since the termination 
of their most recent employment. A period of 2 weeks or 
more during which a person Was employed or ceased look- 
ing for work is considered to break the continuity of the 
present period of seeking work. Measurements of mean and 
median duration are computed from a distribution of single 
weeks of unemployment. 

Unemployment is also categorized according to the status 
of individuals at the time they began to look for work. The 
reasons for unemployment are divided into four major 
groups. (1) Job losers are persons whose employment end- 
ed involuntarily who immediately began looking for work, 
and persons on layoff. (2) Job leavers are persons who quit 
or otherwise terminated their employment voluntarily and 
immediately began looking for work. (3) Reentrants are per- 
sons who previously worked at a i\ill-time job lasting 2 weeks 
or longer but were out of the labor force prior to beginning 
to look for work. (4) New entrants are persons who never 
worked at a ftill-time job lasting 2 weeks or longer. Each 
of these four categories of the unemployed may be expressed 
as an unemployment rate or proportion of ine entire civilian 
labor force; the sum of the four rates thus equals the unem- 
ployment rate for all civilian workers. 

Jobseekers are all uneifiployed persons who made 
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specif.c efforts to find a job sometime during the 4-week 
period preceding the survey week. Jobseekers do not include 
those persons unemployed because they (a) were waiting to 
be called back to a job from which they had been laid off 
or (b) were waiting to report to a new job within 30 days. 
Jobseekers are grouped by the methods used to seek work, 
including going to a public or private employment agency 
or to an employer directly, seeking assistance from friends 
or relatives, placing or answering ads, or utilizing some other 
method. Examples of the **other'* category include being 
on a union or professional register, obtaining assistance from 
a community organization, or waiting at a designated labor 
pickup point. 

The civilian labor force comprises all civilians classified 
as employed or unemployed in accordance with the criteria 
described above. The labor force also includes members of 
the Armed Forces stationed in the United States. 

The overall unemployment rate represents the number un- 
employed as a percent of the labor force, including mem- 
bers of the Armed Forces stationed in the United States. 

The unefnployment rate for all civilian workers represents 
the number unemployed as a percent of the civilian labor 
force. This measure can also be computed for groups with- 
in the labor force classified by sex, age, race, Hispanic ori- 
gin, marital status, etc. 

Participation rates represent the proportion of the popu- 
lation that is in the labor force. The labor force participa- 
tion rate is the ratio of the labor force, including the resident 
Armed Forces, to the noninstitutional population. The civilian 
labor force participation rate is the ratio of the civilian labor 
force to the civilian noninstitutional population. Jivilian labor 
force participation rates are usually published for sex- 
age groups, often cross-classified by other demographic 
characteristics such as race and educational attainment. 

Employment-population ratios represent the proportion of 
the noninstitutional population that is employed. The total 
employment-population ratio is total employment, including 
the resident Armed Forces, as a percent of the noninstitu- 
tional population. The civilian employment-population ra- 
tio is the percentage of all employed civilians in the civilian 
noninstitutional population. 

Not in the labor force includes all persons who are not clas- 
sified as employed or unemployed. These persons are 
further classified as engaged in own home housework, in 
school, unable to woric because of long-term physical or men- 
tal illness, retired, and other. The **other" group includes 
individuals reported as too old or temporarily unable to work, 
the voluntarily idle, seasonal workers for wh mh the survey 
week fell in an off season and who were not reported as look- 
ing for work, and persons who did not look for work be- 
cause they believed that no jobs were available in the area 
or that no jobs were available for which they could qualify— 
discouraged workers. Persons doing only incidental, unpaid 
family work (less than 15 hours in the specified week) are 
also classified as not in labor force. 

For persons not in the labor force, data on previous work 
experience, intentions to seek work, desire for a job at the 



time of interview, and reasons for not looking for work are 
published on a quarterly basis. As of January 1970, the 
detailed questions for persons not in the labor force are asked 
only in those households that are in the fourth and eighth 
months of the sample, i.e., the **outgoing** groups, those 
which had been in the sample for 3 previous months and 
would not be in for the subsequent month. Between 1967 
and 1969, these questions were asked in those households 
entering the sample for the first time and those returning for 
the second 4 months of interviewing, i.e., the **incoming*' 
groups. 

Occupation, industry, and class of worker for the employed 
apply to the job held in the survey week. Persons with two 
or more jobs are classified in the job at which they worked 
the greatest number of hours during the survey week. The 
unemployed are classified according to their last full-time 
job lasting 2 weeks or more. The classifications of occupa- 
tions and industries used in data derived from the CPS are 
defined as in the 1980 census. Information on the detailed 
categories included in these groups is available upon request. 

The class-of-worker breakdown specifies wage and salary 
workers subdivided into private and government workers; 
self-employed workers; and unpaid family workers. Wage 
and salary workers receive wages, sa ary, commission, tips, 
or pay in kind from a private employer or from a govern- 
ment unit. Self-employed persons are those who work for 
profit or fees in their own business, profession, or trade, or 
operate a farm. Unpaid family workers are persons work- 
ing without pay for 15 hours a week or more on a farm or 
in a business operated by a member of the household to whom 
they are related by birth or marriage. 

Hours of work statistics relate to the actual number of hours 
worked during the survey week. For example, persons who 
normally work 40 hours a week but were off on the Colum- 
bus Day holiday would be reported as working 32 hours even 
though they were paid for the holiday. For persons working 
in more than one job, the figures relate to the number of hours 
worked in all jobs during the week; all the hours are credit- 
ed to the major job. 

Persons who worked 35 hours or more during the survey 
week are designated as working Jull time. Persons who 
worked between 1 and 34 hours are designated as working 
part time. Part-time workers are classified by their usual sta- 
tus at their present job (either full or part time) and by their 
reason for working part time during the survey week (eco- 
nomic or noneconomic reasons). Economic reasons include: 
Slack work, material shortages, repairs to plant or equip- 
ment, start or termination of a job during the week, and ina- 
bility to find full-time work. Noneconomic reasons include: 
Labor dispute, bad weather, own illness, vacation, demands 
of home or school, no desire for full-time work, and full- 
time worker only during peak season. Persons on full-time 
schedules include, in addition to those working 35 hours or 
more, those who worked from 1 to 34 hours for noneconomic 
reasons and usually work full time. 

Data on employment **at work" differ from data on total 
employment because they exclude persons in the zero-hours- 



worked category, **with a job but not at work." These are 
persons who were absent from their jobs for the entire week 
for such reasons as bad weather, vacation, illness, or involve- 
ment in a labor dispute. 

Employed persons are also categorized into full- and part- 
time groupings based primarily on their usual status. In this 
coniexi, Jull'time workers are those who (a) worked 35 hours 
or more during the survey week, (b) worked 1 to 34 hours 
for economic or noneconomic reasons, but usually work full 
time, and (c) were with a job but not at work and usually 
work fiill time. Similarly, part-time workers are those who 

(a) voluntarily worked 1 to 34 hours during the survey week, 

(b) worked 1 to 34 hours for economic reasons, but usually 
work part time, i.e., persons who could only find part-time 
work; and (c) were with a job but not at work and usually 
work part time. 

Unemployment rates for full- and part-time workers are 
calculated using tlie concepts of thejull- and part-time labor 
force which are based on the type of job— full or part-time— 
that persons— whether working or unemployed— report that 
they want. The "full-time labor force" includes all persons 
working part time but who desire full-time work, that is, 
working part time for economic reasons. Thus, this category 
consists of persons on full-time schedules; all persons in- 
voluntarily working part time regardless of their usual sta- 
tus; and unemployed persons seeking full-time jobs. The 
*'part-time labor force" consists of persons working part time 
voluntarily and unemployed persons seeking part-time work. 
Employed persons with a job but not at work are distributed 
according to whether they usually work on full-time or volun- 
tary part-time schedules. 

Labor force time lost is a measure of aggregate hours lost 
to the economy through unemployment and involuntary part- 
time employment and is expressed as a percent oi potential- 
ly available aggregate hours. It is computed by assuming that; 
(1) unemployed persons looking for full-time work lost an 
average of 37.5 hours, (2) those looking for part-time work 
lost the average number of hours actually worked by volun- 
tary part-time workers during the survey week, and (3) per- 
sons on part time for economic reasons lost the difference 
between 37.5 hours and the actual number of hours they 
worked. 

White y black, and other are terms used to describe the race 
of workers. Included in the *'other" group are American In- 
dians, Alaskan Natives, and Asians and Pacific Islanders. 
All tables in this publication which contain racial data, with 
the exception of A-5 and its annual counterpart, pr * data 
for the black population group. Because of their rti^c ely 
small sample size, data *or "other" races are not published. 
In the enumeration process, race is determined by the house- 
hold respondent. 

Hispanic origin refers to persons who identified themselves 
in the enumeration process as Mexican, Puerto Rican living 
on the mainland, Cuban, Central or South American, or of 
other Hispanic origin or descent. Persons of Hispanic ori- 



g'n may be of any race; thus they are included in both the 
white and black population groups. 

Vietnam-era veterans are those who served in the Armed 
Forces of the United States between August 5, 1964, and 
May 7, 1975. Data are limited to men in the civilian nonin- 
stitutional population; i.e. , veterans in institutions and women 
are excluded. Nonveterans are men who never served in the 
Armed Forces. 

Usual weekly earnings data are provided from responses 
to the question "How much does. ..USUALLY earn per week 
at this job before deductions?" Included are any overtime 
pay, commissions, or tips usually received. The term 
"usual" is as perceived by the respondent. If the respon- 
dent asks for a definition of usual, interviewers are instruct- 
ed to define Uie term as more than half the weeks worked 
during the past 4 or 5 months. Data refer to wage and salary 
workers (excluding the incorporated self-employed) who 
usually work full time on their sole or primary job. 

Median earnings indicate the value which divides the earn- 
ings distribution into two equal parts, one part having values 
above the median and the other having values below the me- 
dian. The medians as shown in this publication are calculat- 
ed by linear interpolation of the $50 centered interval within 
which each median falls. 

Data expressed in constant dollars are deflated by the Con- 
sumer Price index for All Urban Consumers (CPI-U). 

Single, never married: married, spouse present; and other 
marital status are terms used to define the marital status of 
indi^id ials at the time of interview. Married, spouse present, 
applies to husband and wife if both were reported as mem- 
bers of the same household even though one may be tem- 
porarily absent on business, vacation, on a visit, in a hospital, 
etc. Other marital status applies to persons who are married, 
spouse absent; widowed; or divorced. Married, spouse 
absent, includes persons who are separated because of mar- 
ital discord, as well as persons who are living apart because 
either the husband or the wife was employed and living away 
from home, serving in the Armed Forces, or had a different 
place of residence for any reason. 

A household consists of all persons— related family mem- 
bers and all unrelated persons— who occupy a housing unit. 
A house, an apartment, a group of rooms, or a single room 
is regarded as a housing unit when occupied or intended for 
occupancy as separate living quarters. 

A householder is the person (or one of the persons) in 
whose name the housing unit is owned or rented. The term 
is never applied to either husbands or wives in married-couple 
families but relates only to persons in families maintained 
by either men or women without a spouse. 

Family refers to a group of two or more persons residing 
together who are related by birth, marriage, or adoption; all 
such persons are considered as members of one family even 
though they may include a related subfamily, that is, a mar- 
ried couple or a parent-child group related by birth or mar- 
riage to the householder and sharing the living quarters. The 
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count of families used in this publication excludes unrelated 
subfamilies such as lodgers, guests, or resident employees 
living in a household but not related to the householder. Fam- 
ilies are classified either as married-couple families or as fa- 
milies maintained by women or men without spouses. A fa- 
mily maintained by a woman or a man is one in which the 
householder is either single, widowed, divorced, or married, 
spouse absent. Data on the earnings of families exclude all 
those in which there is no wage or salary earner or in which 
the husband, wife, or other persons maintaining the family 
is either self-employed or in the Armed Forces. 

Poverty areas are defined as those census tracts in tracted 
areas, and Minor Civil Division's (mcd's) in untracted 
areas, in which 20 percent or more of the noninstitutional 
residents were poor according to the 1980 decennial census. 
Persons were classified as poor or nonpoor by comparing 
money income to a series of poveriy income thresholds which 
vary by family size and number of children. While poverty 
areas have a substantial concentration of low-income resi- 
dents, many poor persons live outside these areas, and con- 
versely, the areas include many people who are not poor. 

The metropolitan areas classification consists of the total 
of all Metropolitan Statistical Areas (msa's) as defined by 
the Office of Management and Budget (0MB) as of June 30, 
1983. These definitions differ from those used in the 1980 
decennial census. A detailed discussion of the msa defini- 
tions as well as changes in terminology can be found in * *The 
New Metropolitan Area Definitions" section of the 1980 
Census of Population Supplementary Report on Metropoli- 
tan Statistical Areas, PC-Sl-18. Nonmetropolitan areas con- 
sist of the total territory outside MSA's. 

The urban population, as defined for the 1980 census, 
comprises all persons living in urbanized areas and in places 
of 2,500 or more inhabitants outside urbanized areas. More 
specifically, the urban population consists of all persons liv- 
ing in (1) places of 2,500 or more inhabitants incorporated 
as cities, villages, boroughs (except in Alaska and New 
York), and towns (except in the New England States, New 
York, and Wisconsin), but excluding those persons living 
in the rural portions of extended cities; and (2) other territo- 
ries, incorporated and unincorporated, included in urbanized 
areas. The population not classified as urban constitutes the 
rural population. 

HISTORICAL COMPARABILITY 
Change In lower age limit 

The lower age limit for official statistics on the labor force, 
employment, and unemployment was raised ft-om 14 to 16 
years of age in January 1967. Insofar as possible, historical 
series have been revised to provide consistent information 
based on the population 16 years and over. For a detailed 
discussion of this and other definitional changes introduced 
at that time, including estimates of Jieir effect on the vari- 
ous series, see ''New Definitions for Employment and Un- 
employment," Employment and Earnings and Monthly 
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Report on the Labor Force * February 1967. 
Noncomparabllity of labor force levels 

In addition to the changes introduced in 1967, there are 

several other periods of noncomparability in the labor force 
data: (l)B^ginning in 1953, as a result of introducing data from 
the 1950 census into the estimating procedures, population lev- 
els were raised by about 600,000; labor force, total employ- 
ment, and agricultural employment were increased by about 
350,000, primarily affecting the figures for totals and men; 
other categories were relatively unaffected. (2) Beginning in 
1960, the inclusion of Alaska and Hawaii resulted in an in- 
crease of about 500,000 in the population and about 300,000 
in the labor force, Four-fiflhs of this increase was in nonagricul- 
tural employment; other labor force categories were not q>- 
preciably affected. (3) Beginning in 1962, die Lntitxluction of 
data from the 1960 census reduced the population by about 
50,000 and lahor force and employment by about 200,000; un- 
employment totals were virtually unchanged, (4) Beginning 
in 1972, information from the 1970 census was introduced 
into the estimation procedures, increasing the population by 
about 800,000; labor force and employment totals were 
raised by a little more than 300,000; and unemployment lev- 
els and rates were essentially unchanged. (5) A subsequent 
population adjustment based on the 1970 census was in- 
troduced in March 1973. This adjustment, which affected 
the white and black-and-other groups but had little effect on 
totals, resulted in the reduction of nearly 300,000 in the white 
population and an increase of the same magnitude in the 
black-and-other population. Civilian labor force and total em- 
ployment figures were affected to a lesser degree; the white 
labor force was reduced by 150,000, and the black-and-other 
labor force rose by about 210,000, Unemployment levels and 
rates were not significantiy affected. 

In addition, beginning in January 1974, the methodology 
used to prepare independent estimates of the civilian nonin- 
stitutional population was modified to an inflation-deflation 
approach. This change in the derivation of the estimates had 
its greatest impact on estimates of 20- to 24-year-old men— 
particularly those of the black-and-other population— but had 
little effect on estimates of the total population 16 years and 
over. Additional information on the adjustment procedure 
appears in ''CPS Population Controls Derived from Inflation- 
Deflation Method of Estimation", in the February 1974 
issue of Employment and Earnings. 

Effective in July 1975, as a result of the immigration of 
Vietnamese refugees into the United States, the total and 
black-and-other independent population controls for persons 
16 years and over were adjusted upward by 76,000—30,000 
men and 46,000 women. The addition of the refugees in- 
creased the black-and-other population by less than 1 per- 
cent in any age-sex group, and all of the changes were in 
the other population. 

Beginning in January 1978, the introduction of an expan- 
sion in the sample and revisions in the estimation procedures 
resulted in an increase of about 250,000 in the civilian labor 



force and employment totals; unemployment levels and rates 
were essentially unchanged. An explanation of the procedural 
changes and an indication of the differences appear in * 'Re- 
visions in the Current Population Survey in January 1978" 
in the February 1978 issue of Employment and Earnings. 

Beginning in October 1978, the race of the individual was 
determined by the household respondent for the incoming 
rotation group households, rather than by the interviewer as 
before. The purpose of this change was to provide more ac- 
curate estimates of characteristics by race. Thus, in October 
1978, one-eighth of the sample households had race deter- 
mined by the household respondent and seven-eighths of the 
sample households had race determined by interviewer ob- 
servation. It was not until January 1980 that the entire sam- 
ple had race determined by the household respondent. The 
new procedure had no significant effect on the estimates. 

Beginning in January 1979, the first-stage ratio estimation 
method was changed in the CPS estimation procedure. Differ- 
ences between the old and new procedures existed only for 
metropolitan and nonmetropolitan area estimates, not for the 
total United States. The reasoning behind the change and an 
indication of the differences appear in ' 'Revisions in the Cur- 
rent Population Survey in January 1979" in the February 
1979 issue of Employment and Earnings. 

Beginning in January 1982, the second-stage ratio adjust- 
ment methodology was changed in the CPS estimation proce- 
dure. The purpose of the change and an indication of its effect 
on national estimates of labor force characteristics appear 
in "Revisions in the Current Population Survey Beginning 
in January 1982" in the February 1982 issue of Employment 
and Earnings. In addition, current population estimates used 
in the second-stage estimation procedure were derived 
from information obtained from the 1980 census, rather than 
the 1970 census. This change caused substantial increases 
in total population and estimates of persons in all labor force 
categories. Rates for labor force characteristics, however, 
remained virtually unchanged. Some 30,000 labor force ser- 
ies were adjusted back to 1970 to avoid major breaks in ser- 
ies. The adjustment procedure used is also described in the 
February 1982 article cited above. The revisions did not, 
however, smooth cut the breaks in series occurring between 
1972 and 1979 that are described above, and data users 
should make allowances for them in making certain data com- 
parisons. 

Beginning in January 1983, the first-stage ratio adjustment 
methodology was updated to account for results obtained 
from the 1980 census. The purpose of the change and an in- 
dication of its effect on national estimates of labor force 
characteristics appear in "Revisions in the Current Popula- 
tion Survey Beginning in January 1983" in the February 
1983 issue of Employment and Earnings. There were only 
slight differences between the old and new procedures in es- 
timates of levels for the various labor force characteristics 
and virtually no differences in estimates of participation rates. 

Beginning in January 1985, most of the steps of the CPS 
estimation procedure— the noninterview adjustment, the first 
and second-stage ratio adjustments, and the composite 



estimator— were revised. These procedures are described in 
die Estimating Methods section. A description of the changes 
and an indication of their effect on national estimates of labor 
force characteristics appear in "Changes in the Estimation 
Piocedure in the Current Population Survey Beginning in 
January )985" in the February 1985 issue of this publica- 
tion. Overall, the revisions had only a slight effect on most 
estimates. The greatest impact was on estimates of persons 
of Hispanic origin. Major estimates were revised back to 
January 1980. 

Beginning in January 1986, the population controls used 
in the second-stage ratio adjustment methodology were re- 
vised to reflect an explicit estimate of the number of un- 
documented immigrants (largely Hispanic) since 1980 and 
an improved estimate of the number of emigrants among le- 
gal foreign-bom residents for the same time period. As a 
result, the total civilian population and labor force estimates 
were raised by nearly 400,000; civilian employment was in- 
creased by about 350,000. The Hispanic-origin civilian popu- 
lation and labor force estimates were raised by about 425,000 
and 305,000, respectively, and civilian employment by 
270,000. Overall and subgroup unemployment levels and 
rates were not significantly affected. Because of the magni- 
tude of the adjustments for Hispanics, data have been re- 
vised back to January 1980 to the extent possible. An 
explanation of the changes and their effect on estimates of 
labor force characteristics appear in "Changes in the Esti- 
mation Procedure in the Current Population Survey Begin- 
ning in January 1986" in the February 1986 issue of this 
publication. 

Changes in the occupational and industrial 
classification system 

Beginning in 197 1 , the comparability of occupational em- 
ployment data was affected as a result of changes in the oc- 
cupational classification system for the 1970 census that were 
introduced into the CPS. Comparability was further affected 
in December 1971, when a question relating to major ac- 
tivity or duties was added to the monthly CPS questionnaire 
in order to determine more precisely the occupational clas- 
sification of individuals. As a result of these changes, 
meaningful comparisions of occupational employment lev- 
els could not be made between 1971-72 and prior years nor 
between those 2 years. Unemployment rates were not sig- 
nificantly affected. For a further explanation of the changes 
in the occupational classification system, see ** Re visions in 
Occuprional Classifications for 1971" and ''Revisions in 
the Current Population Survey" in the February 1971 and 
February 1972 issues, respectively, of Employment and 
Earnings. 

Beginning in January 1983, the occupational and indus- 
trial classification systems used in the 1980 census were in- 
troduced into the CPS. These systems differ from those 
developed for the 1970 census, which were used in the CPS 
from January 1971 through' December 1982. 

The 1980 census occupational classification system evolved 
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from the Standard Occuptional Classification system (soc). 
While the CPS occupational data are now comparable with 
other data sources, the new system is so radically different 
in concepts and nomenclature ftx)m the 1970 system that com- 
parisons of historical data are not possible without major ad- 
justments. For example, the 1980 major group **sales 
occupations'* is substantially larger than the 1970 category 
••sales workers'*. Major additions include **cashiers" from 
••clerical workers" and some self-employed proprietors in 
retail trade establishments from **managers and administra- 
tors, except farm." 

The industrial classification system used in the 1980 cen- 
sus is based on the 1972 Standard Industrial Classification 
system (sic), as modified in 1977. The adoption of the new 
system had a much less adverse effect on historical compara- 
bility than did the new occupational system. The most nota- 
ble changes from the 1970 system were the transfer of farm 
equipment stores from ••retail" to ••wholesale" trade, postal 
service from ••public administration" to ••transportation", 
and some interchange between ••professional and related 
services" and ••public administration." 

Additional information on the 1980 census occupational 
and industrial classification systems appears in ••Revisions 
in the Current Population Survey Beginning in January 1983" 
in the February 1983 issue of Employment and Earnings. 

Changes in the sample design 

Since the inception of the survey, there have been various 
changes in the design of the CPS sample. Most of these 
changes were made in order to improve the efficiency of the 
sample design and/or to increase the reliability of the sam- 
ple estimates. 

One major change made after every decennial census is 
to change the sample design to make use of the recently col- 
lected census materials. Also, the number of sample areas 
and the number of sample persons are increased occasional- 
ly. In 1953, the current rotation plan was introduced, in 
which a sample unit is interviewed for 4 months, leaves the 
sample for 8 months, and then returns to the sample for 
another 4 months. When Alaska and Hawaii achieved state- 
hood, three more sample areas were added to account for 
the population in these States. After the 1960 census, selec- 
tion of a major portion of the sample bom census address 
lists was begun, though a portion of the sample is still col- 
lected using area sampling. Following the 1970 census, the 
ultimate sampling unit was changed from a noncontiguous 
cluster of six housing units to a usually contiguous cluster 
of four housing units. In January 1978, a supplemental sam- 
ple of 9,000 housing units, selected in 24 States and the Dis- 
trict of Columbia and designed to provide more reliable 
annual average estimates for States, as incorporated into 
the design. In October 1978, a coverage improvement sam- 
ple, composed of approximately 450 sample household units 
which represepfed 237,000 occupied mobile homes and 
600,000 new construction housing units, was included in 
computing the estimates in order to provide coverage of mo- 
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bile homes and new construction units that previously had 
no chance for selection in the CPS sample selected from the 
1970 census frame. In January 1980, another supplemental 
sample of 9,000 households selected in 32 States and the Dis- 
trict of Columbia was added to the existing sample. A sam- 
ple reduction of about 6,000 units was implemented in May 
1981. Beginning in January 1982, the sample was expanded 
by 100 households to provide additional coverage in coun- 
ties added to SMSA*s, which were redefined in 1973. 

Beginning in 1985, a new State-based CPS sample was 
selected based on 1980 census information rather than 1970 
census information. The selection of new sample areas 
provided an opportunity to improve the efficiency of the sam- 
ple design. Sample areas chosen to replace incoming sam- 
ple areas account for only 10 percent of tl.e national estimate. 
The new CPS sample has resulted in increased reliability for 
State estimates with a slightly reduced sample size. The relia- 
bility of national estimates is unaffected. Sample households 
are chosen from 729 sample areas, which represent 1,973 
geographic areas in the United States. This current number 
of sample areas is not completely comparable to the old num- 
ber of sample areas smce many of the sample areas have been 
redefined. (See pp. 7-10 of the May 1984 issue of Employ- 
ment and Earnings, for an overview of these new definitions 
and the introduction of the new sample.) 

Table A provides a description of some aspects of the CPS 
sample design in use during the different data collection 
periods. A more detailed account of the history of the CPS 
sample design appears in the Current Population Survey: De- 
sign and Methodology, Technical Paper No. 40, Bureau of 
the Census, or Concepts and Methods Used in Labor Force 
Statistics Derived From the Current Population Survey, 
Report 463, Bureau of Labor Statistics. 

ESTIMATING METHODS 

Under the estimating methods used in the CPS, all of the 
results for a given month become available simultaneously 
and are based on returns from the entire panel of respon- 
dents. The estimation procedure involves weighting the data 
from each sample person by the inverse of the probability 
of the person being in the sample. This gives a rough meas- 
ure of the number of actual persons that the sample person 
represents. Beginning in 1985, almost all sample persons 
within the same State have the same probability of selection. 
These estimates are then adjusted for noninterviews, and the 
ratio estimation procedure is applied. 

1. Noninterview adjustment. The weights for all interviewed 
households are adjusted to the extent needed to account for 
occupied sample households for which no information was 
obtained because of absence, impassable roads, refusals, or 
unavailability of the respondents for other reasons. This 
noninterview adjustment is made separately by combinations 
of similar sample areas that are not necessarily contained 
within a State. Similarity of sample areas is based on 
Metropolitan Statistical Area (MSA) status and size. Within 



Table A. Characteristics of the CPS sample, 1947 to date 



Time period 



Aug 1947 
Feb 1954 
May 1956 
Jan. 1960 
Mar 1963 
Jan 1967 
Aug 1971 
Aug 1972 
Jan 1978 
Jan. 1980 
May 1981 
Jan 1985 



to Jan W54 
to Apr 1956 
to Dec 1959 
to Feb 1963 
to Dec 1966 
to July 1971 
to July 1972 
to Dec 1977 
to Dec 1979 
to Apr 1981 
to Dec 1984 
to present 



Number of sample 
areas 


Households eligible 


HniicPhnlHc ^/i<^itpd hut 
nr\\ PhnihtP 


Interviewed 


Not interviewed 


68 


21.000 


500-1.000 


3.000-3.600 


230 


21.000 


500-1.000 


3.000-3,600 


^330 


33.500 


1.500 


6.000 


2333 


33.500 


1.500 


6.000 


357 


33.500 


1.500 


6.000 


449 


48.000 


2.000 


8.600 


449 


45.000 


2.000 


Q nf\f\ 
O.UUv 


461 


45.000 


2.000 


8.000 


614 


53.500 


2.500 


10.000 


629 


62.200 


2.800 


12.000 


629 


57 800 


2.500 


11.000 


729 


57.000 


2.500 


11.000 



^ Beginnirig in May 1956. these areas were chosen to provide coverage 
tn each State and the District of Columbia 



2 Three sample areas were added in i960 to represent Alaska and 
Hawaii after statehood 



each combination of sample areas there is a further break- 
down by residence. MSA sample areas are categorized by 
**central city" and "balance of the MSA". Residence 
categories of non-MSA areas are "urban" and "rural". The 
proportion of sample households not interviewed varies from 
4 to 5 percent, depending on weather, vacation, etc. 

2. Ratio estimates. The distribution of the population selected 
for the sample may differ somewhat, by chance, from that 
of the population as a whole in such characteristics as age, 
race, sex, and residence. Since these characteristics are close- 
ly correlated with labor force participation and other prin- 
cipal measurements made from the sample, the survey 
estimates can be substantially improved when weighted ap- 
propriately by the known distribution of these population 
characteristics. This is accomplished through two stages of 
ratio estimates as follows: 

a. First-stage ratio estimate. In the CPS, a portion of the 
729 sample areas is chosen to represent other areas not in 
the sample; the remainder of the sample areas represent only 
themselves. The first-stage ratio estimation procedure was 
designed to reduce the portion of the variance resulting from 
requiring sample areas to represent nonsample areas. There- 
fore, this procedure is not applied to sample areas which 
represent only themselves. The adjustment is made at the 
State level for each of the 43 States which contain nonsam- 
ple areas by race cells of black and non-black. The proce- 
dure corrects for differences that^existed in each cell at the 
time of the 1980 census between the race distribution of the 
population in sample areas and the known race distribution 
of the State. 

b. Second-stage ratio estimate. In this stage, the sample 
proportions of persons in specific categories are adjusted to 
the distribution of independent current estimates of the 
civilian noninstitutional population in the same categories. 
The second-stage ratio adjustment, which is performed to 



further reduce variability of the estimates and to correct to some 
extent for CPS undercoverage relative to the decennial cen- 
sus, is carried out in three steps. In the first step, the sample 
estimates are adjusted within each State and the District of 
Columbia to an independent control for the population 16 
years and over. The second step involves an adjustment by 
Hispanic origin to a national estimate for eight age-sex 
categories by Hispanic an^ non-Hispanic. In the third step, 
a national adjustment is made by the race categories of white, 
black, and other races to independent estimates by age and 
sex. The white and black categories contain 32 age-sex 
groups each; the other races category has 6 age-sex cells. 
The entire second-stage adjustment procedure is iterated six 
times, each time beginning at the weights developed the 
previous time. This ensures that the sample estimates of the 
population for both State and national age-sex race-origin 
categories will be virtually equal to the independent popula- 
tion control totals. This second-stage adjustment procedure 
incorporates changes instituted in January 1985. The nature 
and effect of these changes are discussed in detail in 
* 'Changes in the Estimation Procedure in the Current Popu- 
lation Survey Beginning in January 1985" in the February 
1985 issue of Employment an,d Earnings. 

The controls by State for the civilian noninstitutional popu- 
lation 16 years and over are an arithmetic extrapolation of 
the trend in the growth of this segment of the population us- 
ing the two most recent July 1 estimates, adjusted as a last 
step to a current estimate of the U.S. population of this group. 
State estimates by age for July 1 are published annually in 
Current Population Reports, Series P-25. For a description 
of the methodology used in developing the State total, see 
Report 957 of that series. A description of the age estimates 
methodology is available in Report 1010 of that series. 

Prior to January 1985, there was no separate control for 
Hispanics in the second-stage ratio procedure. These Hispan- 
ic controls are prepared by carrying forward the 1980 cen- 
sus count for Hispanics by adding estimated Hispanic births 
and immigrants and subtracting estimated Hispanic deaths 
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and emigrants to yield an estimate of the Hispanic population 
by age and sex. 

During the period from January 1982 to December 1984, 
the "inflation-deflation" method was temporarily discontinued 
in the preparation of the independent national controls used for 
the age-sex-race groups in the third step of the second-stage 
ratio estimation procedure. These controls were prepared by 
carrying forward the 1980 census data after taking account of 
subsequent aging of the population, births, deaths, and net 
migration and then subtracting the estimate for the institution- 
al population and Armed Forces. Beginning in January 1985, 
the **inflation-deflation" method of deriving indq)endent popu- 
lation controls was reintroduced into the CPS estimation proce- 
dure. With the **inflation-deflation" method, the independent 
controls are prepared by inflating the 1980 census counts to 
include estimated undercounts by age, sex and race, aging this 
population forward to each subsequent month and later age by 
adding births and net migration, and subtracting deaths. These 
post<ensal population estimates are then deflated to census level 
to reflect the pattern of net undercount in the most recent cen- 
sus by age, sex, and race. Because an estimate of undercount 
is first added and then subtracted, the size of each race-sex 
group is unafiected by the **inflationKleflation" mediod. Simi- 
larly, the final estimate is affected only by the age structure 
of the undercount, but not the level. This feature of the method 
is important since the exact amount of undercount in the 1980 
census remains unknown. 

Data on births and deaths between April 1, 1980, and the 
estimate date are based on tabulations of vital statistics for the 
resident population made by the National Center for Health 
Statistics and data on deaths of military personnel overseas fix)m 
the Department of Defense. Estimates of net civilian immigra- 
tion are based on data provided by the Immigration and 
Naturalization Service, the Dq)artment of Defense, the Office 
of Personnel Management, and the Puerto Rico Planning Board. 
The civilian noninstitutional population is derived by subtract- 
ing the Armed Forces and the institutional population for the 
estimate date ftx>m the total including Armed Forces overseas. 
The institutional population is computed by applying institu- 
tional proportions derived from the 1980 census to the total 
population, including Armed Forces overseas for the estimate 
date. All computations described above are performed in cells 
defined by single year of age, race, and sex. The independent 
national control totals are then obtained by collapsing these cells 
into broader age groups for the population 16 years and older. 

Beginning in Januar>- 1986, two changes were introduced 
into the estimation of the independent population controls. For 
the first time, an explicit allowance for net undocumented im- 
migration since April 1, 1980 (the census date) was added to 
the estimated level of legal immigration. In addition, an in- 
crease in the estimate of emigration of legal foreign-bom resi- 
dents has been incorporated into the postcensal population 
estimates since 1980. The nature and effect of these changes 
are discussed in detail in * 'Changes in the Estimation Proce- 
dure in the Current Population Survey Beginning in January 
1986** in Ae February 1986 issue of Employment and Earnings. 
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3. Composite estimate procedure. In deriving statistics for a 
given month, a composite estimating procedure is used which 
takes account of net changes from the previous month for con- 
tinuing parts of the sample (75 percent), as well as the sample 
results for the current month. Also included is an additional 
term which is an estimate of the net difference between incom- 
ing and continuing parts of the current month's sample. Almost 
all estimates of month-to-month change are improved by this 
procedure, and most estimates of level are also improved, but 
to a lesser extent. 

Rounding of estimates 

The sums of individual items may not always equal the to- 
tals shown in the same tables because of independent rounding 
of totals and components to the nearest thousand. Similarly, 
sums of percent distributions may not always equal 100 per- 
cent because of rounding. Differences, however, are insig- 
nificant. 

Reliability of the estimates 

There are two types of errors possible in an estimate based 
on a sample survey-sampling and nonsampling. The stand- 
ard errors provided primarily indicate the magnitude of the sam- 
pling error. They also partially measure the effect of some non- 
sanq}ling errors in response and enumeration but do not 
measure any systematic biases in the data. 

Nonsampling error The lull extent of nonsampling error is 
unknown, but special studies have been conducted to quantify 
some sources of nonsampling error in the CPS , as discussed 
below. The effect of nonsampling error should be small on es- 
timates of relative change, such as month-to-month change. Es- 
timates of monthly levels would be more severely affected by 
the nonsampling error. 

Nonsampling errors in surveys can be attributed to many 
sources, e.g., inability to obtain information about all cases 
in the sample, definitional difficulties, differences in the in- 
terpretation ox questions, inability or unwillingness of respon- 
dents to provide correct information, inability to recall 
information, errors made in collection such as in recording or 
coding the data, errors made in processing the data, errors made 
in estimating values for missing data, and failure to represent 
all sample households and all persons within sample house- 
holds (undercoverage). 

Nonsampling errors occurring in the interview phase of the 
survey have been studied by means of a reinterview program. 
This program is used to estimate various sources of error as 
well as to evaluate and control the work of the interviewers. 
A random sample of each interviewer's work is inspected 
through reinterview at regular intervals. The results indicate, 
among other things, that the data published ftx)m the CPS are 
subject to moderate systanatic biases. A description of the cPS 
reinterview program and some of the other results may be found 
in the Current Population Smyey Reinterview Program, 
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January 1961 Through December 1966, Technical Paper No. 
19, Bureau of the Census, U.S. Department of Commerce. 

The effects of some components of nonsampling error in 
the CPS data can be examined as a result of the rotation plan 
used for the sample, since the level of the estimates varies 
by rotation group. A description of these effects. appears in 
**The Effects of Rotation Group Bias on Estimates From 
Panel Surveys," by Barbara A. Bailar, Journal of the Ameri- 
can Statistical Association, Volume 70, No. 349, March 
1975. 

Undercoverage in the CPS results from missed housing 
units and missed persons within sample households. Com- 
pared to the level of the decennial census, undercoverage 
is about 6 percent. It is known that the CPS undercoverage 
varies with age, sex, race, and Hispanic origin. Generally, 
undercoverage is larger for men than for women, and larg- 
er for blacks, Hispanics, and other races combined than for 
whites. Ratio estimation to independent age-sex-race- 
Hispanic origin population controls, as described previous- 
ly, partially corrects for the biases due to survey undercover- 
age. However, biases exist in the estimates to the extent that 
missed persons in missed households or missed persons in 
interviewed households have different characteristics than 
interviewed persons in the same age-sex-race-Hispanic ori- 
gin group. Further, the independent population controls used 
have not been adjusted for undercoverage in the 1980 census. 

Additional information on nonsampling error in the CPS 
appears in * * An Error Profile: Employment as Measured by 
the Current Population Survey,*' by Camilla Brooks and Bar- 
bara Bailar, StatisJcal Policy Working Paper 3, U.S. Depart- 
ment of Commerce, Office of Federal Statistical Policy and 
Standards; in **The Current Population Survey: An Over- 
view," by Marvin Thompson and Gary Shapiro, Annals of 
Economic and Social Measurement, Vol. 2, April 1973; and 
in The Current Populanon Survey, Design and Methodolo- 
gy, Technical Paper No. 40, Bureau of the Census, U.S. 
Department of Commerce. This last document includes a 
comprehensive discussion of various sources of error and 
describes attempts to measure them in the CPS. 

Sampling error. The standard error is primarily a measure 
of sampling variability, that is, of the variation that occurs 
by chance because a sample rather than the entire popula- 
tion is surveyed. The sample estimate and its estimated stand- 
ard error enable one to construct confidence intervals, ranges 
that would include the average of all possible samples with 
a known probability. For example, if all possible samples 
were selected, each of these surveyed under essentially the 
same general conditions and using the same sample design, 
and an estimate and its estimated error were calculated from 
each sample, then: 

1. Approximately 68 percent of the intervals from one 
standard error below the estimate to one standard error above 
the estimate would include the average result of all possible 
samples. 

2. Approximately 90 percent of the intervals from 1.6 



standard errors below the estimate to 1 .6 standard errors 
above the estimate would include the average of all possible 
samples. 

3. Approximately 95 percent of the intervals from 2 
standard errors below the estimate to 2 standard errors above 
the estimate would include the average result of all possible 
samples. 

In order to derive standard errors that would be applica- 
ble to a large number of estimates and could be prepared 
at a moderate cost, a namber of approximations are required. 
First, the standard errors in this volume reflect the sample 
design and estimation procedures in effect prior to the ex- 
pansions for State estimates . Thus , these standard errors may 
slightly overstate the standard errors applicable to the present 
design. Second, instead of computing an individual standard 
error for each estimate, generalized sets of standard errors 
are computed for various types of characteristics. This gener- 
alization yields more stable estimates of the standard errors. 
Consequently, the sets of standard errors provided give an 
indication of the order of magnitude of the standard error 
of an estimate rather than the precise standard error. 

Tables B and C show approximate standard errors for 
major employment status characteristics for monthly esti- 
mates and for changes for consecutive months. These stand- 
ard errors are applicable to the level of the estimates in re- 
cent months. 

Tables D through H provide generalized standard errors 
for monthly level and month-to-month change for estimated 
totals, unemployment rates, and percentages. Table I con- 
tains factors for use with table H for computing standard er- 
rors, as described below, for monthly level and 
month-to-month change for percentages. Standard errors for 
intermediate values not shown in the table may be approxi- 
mated by linear interpolation. The standard error for esti* 
mated changes from one month to the next is more closely 
related to the monthly level for the characteristic than to the 
size of the specific month-to-month change itself. Thus, in 
order to use the generalized standard errors for month-to- 
month change as given in the tables of standard errors, it 
is necessary to obtain the monthly estimate for the charac- 
teristic. It should be noted that the tables of standard errors 
for month-to-month change apply only to estimates of change 
between 2 consecutive months. Estimates of change for non- 
consecutive months are subject to higher standard errors. Ta- 
ble J contains factors, for use with tables D, F, H, and I to 
compute approximate standard errors for levels, labor force 
participation rates, and percentages as pertaining -to the year- 
to-year change of monthly estimates, quarterly averages, 
changes in quarterly averages, yearly averages, and changes 
in yearly averages. Note that standard errors for changes in 
quarterly and yearly estimates apply only to consecutive 
quarters and years. For years prior to 1967, the standard er- 
rors must be adjusted due to the differences in the sample 
size. For years prior to 1956, the standard errors should be 
multiplied by 1 .50, and for the 1956-66 period they should 
be multiplied by 1 .22. Table K provides generalized standard 
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Table B. Standard errors for major amploymant status 
categories 

(in thousands) 





Standard error of— 






Month-to- 






month 


Ennployment status, sex. 


Monthly 


change 


aga, and race 


level 


(consecutive 






months only) 


Total. 16 years and over 






Civilian labor force 


244 


1ft7 

to/ 


Employed 


263 




Unemployed 


131 


134 


Men. 20 years and over 






Civilian labor force 


148 


127 


Employed 


162 


141 


Unemployed 


89 


91 


Women, 20 years and over* 






Civilian labor force 


189 


140 


Employed 


190 


144 


Unemployed 


82 


85 


Both sexes. 16 to 19 years 






Civilian labor force 


83 


91 


Employed . 


86 


97 


Unemployed 


57 


63 


Black. 16 years and over- 






Civilian labor force 


82 


63 


Employed ... 


92 




Unemployed . 


65 


67 


Men. 20 years and over 






Civilian labor force 


49 


43 


Employed . 


56 


50 


Unemployed 


43 


46 


Women. 20 years and over 






Civilian labor force 


67 


44 


Employed 


67 


48 


Unemployed 


43 


46 


Both sexes. 16 to 19 years 






Civilian lal^or force 


33 


37 


Employed . . 


30 


34 


xinemployed 


30 


32 



errors for quarterly estimates of persons and families for use 
with the CPS earnings data. 

Standard errors for estimated totals. Tables D and E pro- 
vide generalized standard errors for monthly totals and for 
month-to-monlh change. The figures given in these tables 
are to be used for the characteristics as indicated. 

Illustration, Assume that in a given month the number of 
persons working a specific number of hours was 12,000,000, 
an increase of 400,000 over the previous month. Linear in- 
terpolation in the second column of table D shows thai the 
standard error on an estimate of 12,000,000 is about 159,000. 
The 68-percent confidence interval as shown by these data 
is from 11,841,000 to 12,159,000. Therefore, a conclusion 
that the average estimate derived from all possible samples 
lies within a range computed in this way would be correct 
for roughly 68 percent of all possible samples. Recall that 
the standard error of a monlh-to-monlh change is primarily 
dependent on the size of the monthly estimate. Thus, using 
linear interpolation in the first column of table E, the stand- 
ard error on a monlh-to-month change of 400,000, when the 
monthly level is approximately 12,000,000, is about 1 18,000. 

Standard errors for rates and percentages. The reliability 
of an estimated unemployment rate or an estimated percent- 
age, computed using sample data for both numerator and 
denominator, depends upon both the size of the rate or per- 
centage and the total upon which the rate or percentage is 
based. Estimated rates and percentages are relatively more 



Table C. Standard errors for unemployment rates by major characteristics 



Characteristic 



Total (all civilian workers) 
Men. 20 years and over 
Women. 20 years and over 
Both sexes, 16 to 19 years 
White workers . 
Black workers . 
Married men, spouse present 
Married women, spouse present 
Full-time workers 
Part-time workers 
Unemployed 15 weeks and over 

Occupation 

Executive, administrative, and managerial 
Professjonal specialty 
Technicians and related support . 
Sales 

Administrative support, including clericat 
Private household .... 

Protective service 

Service, except private household and 
protective .... ... 



Standard error of- 



Monthly level 



0,11 
15 
17 
65 
11 
52 
15 
21 
12 
34 
06 



21 
18 
49 
29 
.24 
1 07 
67 

38 



Consecutive- 
month change 



0 12 
15 
18 
77 
12 
54 
16 
23 
.12 
42 
08 



.24 
20 
55 
32 
26 
1 20 
76 

43 



Characteristic 



Occupation— Continued 



Precision production, craft, and repair 


0 32 


0 35 


Machine operators, assemblers, and 






inspectors 


50 


57 


Transportation and material moving 


57 


64 


Handlers, equipment cleaners, helpers, and 






laborers . 


70 


80 


Farming, forestry, and fishing 


65 


73 


Industry 






Nonagncultural private wage and salary 






workers 


13 


14 


Mining 


1 37 


1 56 


Construction 


.65 


74 


Manufacturing 


27 


30 


Durable goods 


34 


38 


Nondurable goods 


42 


48 


Transportation, communications, and 






public utilities 


41 


46 


Wholesale and retail trade 


26 


29 


Finance and services 


20 


22 


Government workers 


18 


19 


Agricultural wage and salary workers 


1 22 


1.40 



Standard error of- 



Monthly level 



Consecutive- 
month change 
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reliable than the corresponding estimates of the numerator 
of the rates or percentages; this is particularly true for per- 
centages of 50 percent or more. As a general rule, percen- 
tages are not published when the monthly base is less than 
75,000, the quarterly average base is less than 60,000, or 
the annual average base is less than 35,000. 

Tables F and G show generalized standard errors for 
monthly level and month-to-month change for unemployment 
rates. Generalized standard errors for estimated monthly per- 
centages and estimated month-to-month change in percen- 
tage can be obtained through the use of the standard errors 
in table H and the factors in table I. First, obtain the stand- 
ard error from table H for the specific percentage and base. 
The generalized standard error is then calculated by mul- 
tiplying the standard error from table H by the appropriate 
factor from table I. When the numerator and denominator 
of the percentage are in different categories, use the factor 
indicated by the numerator of the percentage. 

Illustration. Assume that in a given month 3.6 percent of 
a total of 90,771,000 employed persons are employed in 
agriculture. The standard error on an estimate of 3.6 per- 
cent with a base of 90,771 ,000 is obtained from table H (0.09 
percent). The appropriate factor from table I for the numer- 
ator of the percentage, agricultural employment, is 1 .26. The 
generalized standard error on the estimated 3.6 percent is 
then approximately 0.09 x 1.26 = 0.1 percentage point. 



Standard errors for year-to-year change of monthly estimates, 
quarterly averages, changes in quarterly averages, yearly 
averages, and changes in yearly averages. The approximate 
standard errors of levels, rates, and percentages involving 
year-to-year change of monthly estimates, quarterly aver- 
ages, changes in quarteriy averages, yeariy averages, and 
changes in yearly averages may be obtained by using table 
J in conjunction with the other tables. Standard errors for 
estimates of change are more closely related to the level of 
the estimate than to the size of the specific change. Thus, 
to obtain the standard error of an estimate of an average level, 
rate, or percentage, or an estimate of a change in level, rate, 
or percentage, it is first necessary to find the appropriate es- 
timate of level. For an estimate of an average level, rate, 
or percentage, find the standard error of this estimate. For 
an estimate of change in level, rate, or percentage, find the 
standard error of the average of the two estimates affecting 
the change . Then , after computing the standard error by treat- 
ing these estimates as monthly estimates and using the proce- 
dures above, multiply this result by a suitable factor from 
table J to obtain the approximate standard error for the 
average or change. 

Illustration. Suppose that one is interested in the year-to-year 
change of a monthly unemployment rate. Assume that for 
a certain month the unemployment rate is 6.9 percent, based 
on a total of 95,676,000 in the civilian labor force, and that 



Table D. Standard errors for estimates of monthly level 



(tn thousands) 



Estimated monthly level 


Charactenstic' 


Agricultural 
employment 


Unemployment 


Labor force data other than agricuitural employment and unemployment 


Total or 
white 


Black 


Totai or 
white 


1 

Black 


Total or 
white. 16 to 
19 years 


Black. 1u to 
19 years 


Total or 
white men 

only, or 
women only 


Black men 

only, or 
women only 


50 


14 


11 


11 


11 


11 


11 


11 


10 


10 


100 


19 


15 


16 


15 


15 


15 


15 


14 


14 


500 


43 


33 


35 


34 


34 


33 


29 


32 


31 


1.000 


61 


47 


49 


48 


47 


46 


33 


45 


42 


2,000 


85 


66 


67 


68 


64 


63 


33 


63 


55 


4,000 


120 


93 


88 


95 


84 


80 




87 


65 


6,000 


146 


113 


99 


116 


94 


86 




106 


58 


8,000 




129 




133 


97 


83 




120 


24 


10.000 




143 




147 


94 


70 




133 


24 


15.000 




172 




177 


49 


70 




157 




20.000 




195 




201 


49 






174 




30,000.. . 








236 








195 




40.000 








261 








202 




50.000 . . 








278 








196 




60.000 








288 








176 




70,000 








293 








137 




80,000 








293 








137 




100.000. 








275 












140.000 








231 













' When determining the standard error of an estimate for a group of the estimated number of employed persons age 20 to 54 years, use 
which IS a subset of the age. sex, or race groups listed, use the standard the column for total employed 
error for the next larger group, e g . when determining the standard error 
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Table E. Standard errors for estimates of month-to-month change 

(in thousands) 



Estimated monthly level 



Unemployment 



Total or white 



Both sexes 16 
to 19 years, 
or part-time 
idbor forced 



50 


12 


13 


100 


16 


18 


500 


37 


40 


1.000 


51 


54 


2.000 


72 


70 


4.000 


99 


78 


6.000 


118 


60 


8.000 


132 




10.000 


143 




15.000 


160 




20.000 


165 




30.000 






40.000 






50.000 






60.000 






70.000 






80,000 , 






100.000 . 






140,000 







Black 



12 
17 
38 
52 
69 
85 
87 



Characteristic' 



Black. 16 to 
19 years 



13 
18 
35 
38 



Labor force data other than unemployment and agricultural 
employment 



Total or white 



8 
11 
25 
36 
50 
70 
86 
98 
109 
131 
149 
175 
194 
207 
215 
219 
219 
208 
179 



Black 



8 
11 

25 
35 
47 
62 
70 
73 
71 
42 
42 



Total or white, 
16 to 19 years 



13 
18 
40 
55 
74 
93 
97 
90 
90 
90 



Black. 16 to 
19 years 



13 
18 
34 
36 
36 



^ See footnote 1 . table D 

2 Part-time labor force for unemployment also includes persons reentering 



the labor force, persons who left their last job. and persons by duration of 
unemployment 



a year prior to this the unemployment rate was 6. 1 percent, 
based on atotal of 94,254,000 in the civilian labor force for 
the month. First, the standard error on the average of the 
two estimates, 6.5 percent with a base cf 94,965,000, is ob- 
tained from table F (0.12 percentage poini). The appropri- 
ate factor, then, from table J is 1,40. The approximate 
standard error on the change of 0.8 percent is then given 
by 0.12 X 1.40 = 0.17 percentage point. 

The approximate standard error of levels involving year- 
to-year change of quarterly estimates pertaining to CPS earn- 
ings data for persons and families may be obtained by using 
table K in conjunction with the following formula: 



Standard 
error of 
year-lo-ycar 
change » 




X is the estimate for one quarter and Y is the estimate for 
another quarter. The coefficient, P, is a measure of the corre- 



lation between the estimates X and Y resulting from the 
presence of some of the same respondents in the sample for 
each estimate. For consecutive year-to-year changes of quar- 
terly estimates, the values of P are 0.30 for persons (total, 
white, and black) and 0.35 for families (total, white, and 
black). The respective values for estimates of Hispanics are 
0.45 and 0.55. 

Illustration, Assume that in a given quarter the number of 
women employed as full-time wage and salary workers was 
27,000,000 and in the same quarter a year later, their num- 
ber had increased to 29,000,000. Using linear interpolation 
in the eighth column of table K, the standard error of an es- 
timate of 27,000,000 is 216,000; for 29,000,000 it is 
221,000. Using the above formula, the standard error of the 
2,000,000 year-to-year change is: 



2 2 
(216.000) + (221.000) -2(.30) (216.000) (221.000), 



or about 259,000. 
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Table F. Standard errors for unemployment rates 



Monthly base of unemployment rate 
(in thousands) 


Monthly unemployment rate (percent) 


1 


2 


5 


10 


15 


20 


25 


30 


35 


50 


50 


2.09 


2 94 


4 57 


6 28 


7 46 


8 34 


9 01 


9.51 


9 87 


10 21 


100 


1 48 


2 08 


3 23 


4 44 


5 28 


5 90 


6 37 


6.73 


6 98 


7 22 


500. 


66 


93 


1 45 


1 99 


2 36 


2 64 


2 85 


3 01 


3 12 


3 27 


1.000 


47 


66 


1 02 


1 40 


1 67 


1 87 


2 01 


2 13 


2 21 


2 28 


2.000 


33 


46 


72 


99 


1.18 


1 32 


1 42 


1 50 


1 56 


1 61 


4.000 


23 


33 


51 


70 


83 


93 


1 01 


1 06 


1 10 


1 14 


b.uuu 


19 


27 


42 


57 


68 


76 


82 


87 


90 


93 


10.000 


15 


21 


32 


44 


53 


59 


64 


67 


70 


72 


20.000 


10 


15 


23 


31 


37 


42 


45 


47 


49 


51 


60.000 


06 


08 


13 


18 


21 


24 


26 


27 


27 


29 


100.000 


05 


07 


10 


14 


.17 


19 


20 


21 


22 


22 


140.000 


04 


06 


09 


12 


14 


16 


.17 


18 


19 


20 



Table G. Standard errors for month-to-month change in unemployment rates 



Monthly base of unemployment rate 
(in thousands) 


Monthly unemployment rate (percent) 


1 


2 


5 


10 


15 


20 


25 


30 


35 


50 


50 


2 32 


3 28 


5 14 


7.18 


8 69 


990 


10.93 


11 81 


12 58 


14 38 


100 .. . 


1 64 


2 32 


3 64 


5 08 


6.14 


700 


7 12 


8 35 


8 89 


10 17 


500 


73 


1 04 


1 63 


2 27 


2 74 


313 


3 45 


3 73 


3 97 


4 53 


1.000 


52 


73 


1 15 


1 60 


1 94 


2.21 


2 44 


2 63 


2 80 


3 19 


2.000 


37 


52 


81 


1 13 


1 37 


1 56 


1 72 


1 85 


1 97 


2 24 


4.000 


26 


37 


57 


80 


96 


1 10 


1 20 


1.30 


1.38 


1 56 


6.000 


21 


30 


.47 


.65 


78 


89 


98 


1 05 


1 11 


1.26 


10.000 


16 


23 


36 


50 


.60 


68 


75 


80 


85 


94 


20.000 


12 


16 


25 


35 


42 


.47 


.51 


54 


57 




60.000 


.07 


09 


14 


19 


22 


.23 


.24 








1C0.000 


05 


07 


11 


14 


15 


15 










140.000 


04 


06 


09 

















Table H. Standard errors for estimated percentages and month-to-month change in percentages for labor force data 



Monthly base of percentages 
On thousands) 


Percentage of monthly level 


1 or 99 


2 or 98 


5 or 95 


10 or 90 


15 or 85 


20 or 80 


25 or 75 


30 or 70 


35 or 65 


50 


50 


214 


3 01 


4 69 


6 46 


7.68 


8 61 


9 32 


9 86 


10 27 


10 76 


100 


1 51 


2 13 


3 32 


4 57 


5 43 


6.09 


6.59 


6 97 


7 26 


7 61 


500 


68 


95 


1 48 


2 04 


2 43 


2 72 


2.95 


3 12 


3 25 


3 40 


1,000 


48 


.67 


1 05 


1 44 


1 72 


1 92 


2 08 


221 


2 30 


241 


2.000 


34 


48 


74 


1 02 


1 22 


1 36 


1.47 


1 56 


1 62 


1 70 


4.000 


24 


34 


52 


72 


86 


06 


1 04 


1.10 


1 15 


1 20 


6.000 


20 


28 


.43 


.59 


70 


79 


85 


90 


94 


98 


lO.OOO 


15 


21 


33 


46 




61 


66 


70 


73 


76 


20,000 


11 


15 


23 


32 


38 


.43 


47 


49 


51 


54 


40,000 


08 


11 


17 


23 


27 


.30 


33 


35 


36 


38 


60.000 


06 


09 


14 


19 


22 


25 


.27 


28 


30 


31 


80.000 


05 


08 


12 


16 


19 


22 


23 


25 


26 


27 


100.000 


05 


07 


10 


14 


17 


19 


21 


.22 


.23 


24 


160.000 . 


04 


05 


08 


.11 


13 


15 


16 


17 


18 


.19 



NOTE: The standard errors in this table must be multiplied by the factors in 
table I to obtain the approximate standard error for a specific characteristic 



JhJnge In'SfrStts"'*'' " standard errors for percentages and month-to-month 



Characteristic 


Fa 


:tOf 


Characteristic 


Factor 


Monthly level 


Month to- 
month cnange 


Monthly (evei 


Month to- 
month change 


Agricultural employment 
Total or full-time labor force 
Part-time labor force 
Labor force data other than agricultural 
employment and unemployment 
Total . 
Men only 
Women only 

Both sexes. 16 to 19 years 
Part-time labor force 


1 26 
1 26 

1 00 
93 
86 
1 00 
1 00 


105 
1 50 

74 
84 
75 
1 18 
1 18 


Unerpployment 
Part'tinne labor force " 'ration of 
unemployment. I'"^* '/.»t jOb. 
reentering labo' f''>rce 

All OthSr unSmc'-^V/mPrit rharartonctmc 

Total or vm <ie 
Total 

Both sC'XiZ 1(> to 19 years 
Black 
Total 

Both sexes. 16 to 19 years 


1 01 

97 
97 

1 04 
1 04 


1 21 

1 08 
1 21 

1 13 
1 24 



Table J. Factors to be used with tables D, F, H, and I to compute the approximate standard errors lor lAunift mtM anri 
KiTe^^,°;e*:'y L*:;?^^^^^^^^^ °' "'""'•"^ ''•"^ ch-nget SaXi? 'aVe'rrgel; S averages. 



Characteristic 


Factor 


Year-to-year 
change of monthly 
estimate 


Quarterly 
averages 


Char*oe in 
quarterly 
averages 


Yearly 
averages 


Change m 

yearly 
averages 


Agricultural employment: 












Total or men 

Women or teenagers (i6 to 19 years) 
Part time 


1 30 
1 30 
1 40 


0 89 
83 
74 


0 80 
80 
80 


0 72 
58 
46 


0 70 
70 
70 


Labor force data other than agricultural 
employment and unemployment 












Total or white 

Black teenagers (i6 to 19 years) 
Part time 


1 30 
1 30 
1 40 


88 
82 
74 


88 
88 
88 


67 
57 
46 


70 
70 
60 


Unemployment 












Total 
Part time 


1 40 
1 40 


76 
69 


88 
88 


50 
39 


65 
54 
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Table K. Standard errors for estimates of quarterly levels, to be used with CPS earnings data 

(In thousands) 



Characteristic 



Estrnated quarterly level 


Total 


Men 


Women 


Part'time 
workers 


Total or full time workers 


ran'iirne 
workers 


Total or full-time workers 


Total, full-time, or 
part-time workers 


Total or 
white 


DldCK 


Trtfal 
1 UidI 


White 


Dldwn 


Total or 
white 


Black 


10 . . . 


5 


5 


5 


5 


5 


5 


5 


5 


5 


50 . 


11 


12 


12 


11 


12 


12 


12 


11 


11 


75 


13 


15 


15 


13 


15 


15 


15 


13 


13 


100 


15 


17 


17 


15 


17 


17 


17 


15 


15 


150 


19 


21 


21 


19 


21 


21 


21 


19 


19 


200 


22 


24 


24 


22 


24 


24 


24 


22 


21 


250 


24 


27 


27 


24 


27 


27 


27 


24 


24 


300 


26 


30 


30 


26 


30 


30 


29 


26 


26 


500 ... 


34 


38 


38 


34 


38 


38 


37 


34 


33 


750 


42 


47 


46 


42 


47 


47 


45 


42 


41 


1.000 


48 


54 


53 


48 


54 


54 


50 


48 


46 


1.500 


59 


66 


63 


59 


66 


66 


59 


59 


56 


2.000 . . . 


68 


76 


72 


68 


76 


76 


65 


68 


63 


2.500 . ... 


76 


85 


79 


75 


84 


.4 


69 


75 


69 


3.000 


83 


93 


85 


82 


92 


92 


71 


82 


74 


5,000 


107 


119 


100 


105 


117 


116 


64 


105 


85 


7.500 


130 


145 


107 


127 


140 


138 


64 


127 


88 


10.000 .. 


149 


165 


102 


144 


157 


155 




145 




15.000 


180 


198 


102 


187 


183 


179 




173 




20.000 . . 


205 


224 




192 


199 


193 




195 




25,000 


226 


244 




207 


209 


199 




211 




30,000 


224 


261 




219 


212 


198 




224 




40.000 


273 


286 




233 


201 


174 




242 




50.000. 


296 


301 






160 


100 




249 




75.000 . 


331 


304 






160 










100.000 


343 


255 

















Establishment Data 
(Tables B-1 through C-8) 



COLLECTION 

Payroll reports provide current information on wage and 
salary employment and hours and earnings in nonagricul- 
tural establishments, by industry and geographic location. 
Historical statistics are published in Enii ^loyment, Hours, and 
Earnings, United States, 1909-84, and Employment, Hours, 
and Earning!, States and Areas, 1939-82 and their sup- 
plements. 

Federal-State cooperation 

Under cooperative arrangements, responding establish- 
ments report employment, hours, and earnings data to State 
agencies. State agencies mail the forms to the establishments 
and examine the returns for consistency, accuracy, and com- 
pleteness. The States use the reported data to prepare Stait 
and area series and also send the reported data to the BLS 
(Washington Office) for use in preparing the national ser- 
ies. This avoids a duplicate reporting burden on establish- 
ments, and, together with the use of similar estimatin<» 
techniques at the national and State levels, promote^ increased 
comparability between estimates. 

Shuttle schedules 

Form BLS 790— Report on Employment, Payroll, and 
Hours is the name of the data collection schedule. The col- 
lection agency returns the schedule to the respondent each 
month so that the next month's data can be entered on the 
space allotted for that month. This **shuttle" proced^.;: as- 
sures maximum comparability and accuracy of reporting, 
since the respondent can see the figures that have been report- 
ed for previous months. 

Form BLS 790 provides for entry of data on the total num- 
ber of full- and part-time workers on the payrolls of 
nonagricultural establishments and, for most industries, em- 
ployment, payroll, and hours of production and related work- 
ers or nonsupervisory workers for the pay period which in- 
cludes the 12th of the month. 

CONCEPTS 

Industrial c' .iflcation 

Establishments reporting on Form BLS 790 are classified 
into industries on the basis of their principal product or ac- 
tivity determined from information on annual sales volume. 
S'nce January 1980, this information is collected on a sup- 
plement to the quarterly unemployment insurance tax reports 
filed by employers. For an establishment making more than 
one product or engaging in more than one activity, the en- 
tire employment of the establishment is included under the 



industry indicated by the principal product or activity. 

All data on employment, hours, and earnings for the Na- 
tion and for States and areas are classified in accordance with 
the 1972 Standard Industrial Classification Manual (SICM), 
Office of Management and Budget. The BLS tabulates and 
estimates statistics which distinguish between private and 
public establishments, thus maintaining continuity with previ- 
ously published statistics for the private and government 
sector. 

Industry employment 

Employment data, except those for the Federal Govern- 
ment, refer to persons on establishment payrolls who received 
pay for any part of the pay period which includes the 12th 
of the month. For Federal Government establishments, em- 
ployment figures represent the number of persons who oc- 
cupied positions on the last day of the calendar montli. 
Intermittent workers are counted if they performed any serv- 
ice during the month. 

The data exclude proprietors, the self-employed, unpaid 
volunteer or family workers, farm workers, and domestic 
workers. Salaried officers of corporations are included. 
Government employment covers only civilian employees; 
military personnel are excluded. Employees of the Central 
Intelligence Agency and the National Security Agency also 
are exc'^uded. 

Persons on establishment payrolls who are on paid sick 
ieave (when pay is received directly from the firm), on paid 
holiday, on paid vacation, or who work during a part of the 
pay period even though they are unemployed or on strike 
during the rest of the period are counted as employed. Not 
counted as employed are persons who are on layoff, on leave 
without pay, on strike for the entire period, or who were 
hired but have not yet reported during the period. 

Indexes of diffusion of changes In number of employees 
on nonamcultural payrolls. These indexes measure the per- 
cent of industries which posted increases in employment over 
the specified time span. The indexes are calculated from 185 
seasonally adjusted employment series (two-digit non- 
manufacturing industries and three-digit manufacturing in- 
dustries) covering all nonagricultural payroll employment in 
the private sector. A more detailed discussion of these in- 
dexes appears in ^'Introduction of Diffusion Indexes," in the 
December issue of Employment and Earnings, 

Industry hours and earnings 

Average hours and earnings data are derived from reports 
of payrolls and hours for production and related workers in 
manufacturing and mining, construction workers in construc- 
tion, and nonsupervisory employees in private service- 
producing industries. 



Production and related workers include working supervi- 
sors and all nonsupervisory workers (including group lead- 
ers and trainees) engaged in fabricating, processing, 
assembling, inspecting, receiving, storing, handling, pack- 
ing, warehousing, shipping, trucking, hauling, maintenance, 
repair, janitorial, guard services, product development, aux- 
iliary production for plant's own use (e.g., power plant), 
recordkeeping, and other services ?losely associated with the 
above production operations. 

Construction workers include the following employees in 
the construction division: Working supervisors, qualified 
craft workers, mechanics, apprentices, helpers, laborers, 
etc., engaged in new work, alterations, demolition, repair, 
maintenance, etc., whether working at the site of construc- 
tion or working in shops or yards at jobs (such as precutting 
and preassembling) ordinarily performed by members of the 
construction trades. 

Nonsupervisory employees include employees (not above 
the working su^rvisory level) such as office* and clerical 
workers, repairers, salespersons, operators, drivers, physi- 
cians, lawyers, accountants, nurses, social workers, re> sarch 
aides, teachers, drafters, photographers, beauticians, musi- 
cians, restaurant workers, custodial workers, attendants, line 
installers and repairers, laborers, janitors, guards, and other 
employees at similar occupational I ..vels whose services are 
closely associated with those of the employees listed. 

Payroll covers the payroll for full- and part-time pro- 
duction, construction, or nonsupervisory workers who 
received pay for any part of the pay period which includes 
the 12th of the month. The payroll is reported before drxluc- 
tions of any kind, e.g., for old-age and unemployment in- 
surance, group insurance, withholding tax, bonds, or union 
dues; also included is pay for overtime, holidays, vacation, 
and sick leave paid directly by the firm. Bonuses (unless 
earned and paid regularly each pay period); other oay not 
earned in the pay period reported (e.g., retroactive pay), tips; 
and the value of free rent, fuel, meals, or other payment in 
kind are excluded. "Fringe benefits'* (such as health and 
other types of insurance, contributions to retirement, etc., 
paid by the employer) are also excluded. 

Hours cover the hours paid for during the pay period which 
includes the 12th of the month for production, construction, 
or nonsupervisory workers. Included are hours paid for holi- 
days, vacations, and for sick leave when pay is received 
directly from the firm. 

Overtime hours cover hours worked by production or relat- 
ed workers for which overtime premiums were paid because 
the hours were in excess of the number of hours of either 
the straight-time workday or the ' /orkweek during the pay 
period which included the 12th of t!:;; month. Weekend and 
holiday hours are included only if overtime premiums were 
paid. Hours for which only shift differential, hazard, incen- 
tive, or other similar types of premiums were paid are ex- 
cluded. 

Average weekly hours. The workweek information relates 
to the average hours for which pay was received and is differ- 



ent from standard or scheduled hours. Such factors as un- 
paid absenteeism, labor turnover, part-time work, and stop- 
pages cause average weekly hours to be lower than scheduled 
hours of work for an establishment. Group averages further 
reflect changes in the workweek of component industries. 

Indexes of aggregate weekly hours. The indexes of aggregate 
weekly hours are prepared by dividing the current month's 
aggregate by the average of the 12 monthly figures for 1977. 
For basic industries, the hours aggregates are the product 
of average weekly hours and production worker or nonsuper- 
visory worker employment. At all higher levels of industry 
aggregation, hours aggregates are the sum of the component 
aggregates. 

Average overtime hours. The overtime hours represent that 
portion of the average weekly hours which exceeded regu- 
lar hours and for which overtime premiums were paid. If 
an employee were to work on a paid holiday at regular rates, 
receiving as total compensation his or her holiday pay plus 
straight-time pay for hours worked that day, no overtime 
hours would be reported. 

Since overtime hours are premium hours by definition, week- 
ly hours and overtime hours do not necessarily move in the 
same direction finom month to month; for ex^^mple, overdme 
premiums may be paid for hours in excess of the straight-time 
workday although less than a full week is worked. Diverse 
trends at the industry group level also may be caused by a 
marked change in hours for a component industry where little 
or no overtime was worked in both the previous and current 
months. In addition, such factors as work stoppages, absen- 
teeism, and labor turnover may not have the same influence 
on overtime hours as on average hours. 

Average hourly earnings. Average hourly earnings are on 
a "gross" basis. They reflect not only changes in basic hour- 
ly and incentive wage rates but also such variable 
factors as premium pay for overtime and late-shift work and 
changes in output of workers paid on an incentive plan. They 
also reflect shifts in the number of employees between rela- 
tively high-paid and low-paid work and changes in workers' 
earnings in individual establishments. Averages for groups 
and divisions further reflect changes in average hourly 
earnings for individual industries. 

Averages of hourly earnings differ from wage rates. Earn- 
ings are the actual return to the worker for a stated period 
of time; rates are the amount stipulated for a given unit of 
work or time. The earnings series do not measure the level 
of total labor costs on the part of the employer since the fol- 
lowing are excluded: Irregular l>onuses, retroactive items, 
payment- of various welfare benefits, payroll taxes paid by 
employers, and earnings for those employees not covered 
under production worker, construction worker, or nonsuper- 
visory employee definitions. 

Average hourly earnings, including lump-sum wage pay- 
ments. This series is compiled only for aircraft manu^actur- 
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ing , SIC 3721. The same concepts and estimation methods 
apply to this series as apply to the average hourly earnings 
series described above; the one difference between the two 
series is definitional. The payroll data used to calculate this 
series include lump-sum payments made to production work- 
ers in lieu of general wage rate increases; such payments 
are excluded from the definition of gross payrolls used to 
calculate the other average hourly earnings series. 

For each sample establishment in sic 3721 covered by a 
lump-sum agreement, the reported payroll data are adjusted 
to include a prorated portion of the lump-sum payment. Such 
payments are generally made once a year and cover the fol- 
lowing 12-month period. In order to spread the payment 
across this time period, a prorated portion of the payment 
is added to the payroll each month. This prorated portion 
is adjusted by an exit rate to reduce the lump-sum amount 
to account for persons who received the payment but left be- 
fore the payment allocation period expired. 

Average hourly'eamings excluding overtime. Average hourly 
earnings, excluding overtime premium pay, are computed 
by dividing the total production worker payroll for the in- 
dustry group by the sum of total production worker hours 
and one-half of total overtime hours. No adjustments are 
made for other premium payment provisions, such as holi- 
day work, late-shift work, and overtime rates other than time 
and one-half. 

Railroad hours and earnings. The figures for Class I rail- 
roads (excluding switching and terminal companies) are 
based on monthly data summarized in the m-300 report of 
the Interstate Commerce Commission and relate to all em- 
ployees except executives, officials, and staff assistants (icc 
group I) who received pay during the month. Average hourly 
earnings are computed by dividing total compensation by total 
hours paid for. Average weekly hours are obtained by divid- 
ing the total number of hours paid for, reduced to a weekly 
basis, by the number of employees, as defined above. Aver- 
age weekly earnings are derived by multiplying average 
weekly hours by average hourly earnings. 

Average weekly earnings. These estimates are derived by 
multiplying average weekly hours estimates by average hour- 
ly earnings estimates. Therefore, weekly earnings are affect- 
ed not only by changes in average hourly earnings but also 
by changes in the length of the workweek. Monthly varia- 
tions in such factors as the proportion of part-time workers, 
stoppages for varying reasons, labor turnover during the sur- 
vey period, and absenteeism for which employees are not 
paid may cause the average workweek to fluctuate. 

Long-time trends of average weekly earnings can be af- 
fected by structural changes in the makeup of the work force. 
For example, persistent long-term increases in the propor- 
tion of part-time workers in retail trade and many of the serv- 
ices industries have reduced average workweeks in these 
industries and have affected the average weekly earnings 
series. 
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Real earnings, or earnings in constant dollars, are calcu- 
lated from the earnings averaj'es for the current month us- 
ing a deflator derived from the Consumer Price Index for 
Urban Wage Earners and Clerical Workers (CPi-w). 

ESTIMATING METHODS 

The principal features of the procedure used to estimate 
employment for the establishment statistics are (1) the use 
of the 'Mink relative'' technique, which is a form of ratio 
estimation; (2) periodic adjustment of employment levels 
to new benchmarks; and (3) the use of size and regional 
stratification. 

The **iink relative" technique 

From a sample composed of establishments reporting for 
both the previous and current months, the ratio of current- 
month employment to that of the previous month is comput- 
ed. This is called a "link relative." The estimates of em- 
ployment (all employees, including production and 
nonproduction workers together) for the current month are 
obtained by multiplying the estimates for the previous month 
by these link relatives. In addition, bias correction factors 
are applied to selected employment estimates each month. 
The size of the bias correction factors is determined from 
past benchmark comparisons. Beginning with data for April 
1983, these factors are modified by changes in the sample 
link relatives for the most recent quarter. Other features of 
the general procedures are described in table L. 

Size and regional stratification 

A number of industries are stratified by size of establish- 
ment and/or by region, and the stratified production or non- 
supervisory worker data are used to weight the hours and 
earnings for aggregation into broader industry groupings. 
Accordingly, the basic estimating cell for an employment, 
hours, or earnings series, as the term is used in the sum- 
mary of computational methods in table L, may be a whole 
industry or a size stratum, a region stratum, or a size stra- 
tum of a region within an industry. 

Benchmark adjustments 

Employment estimates are compared periodically with 
benchmarks (comprehensive counts of employment) for the 
various nonagricultural industries, and appropriate adjust- 
ments are made as indicated. The industry estimates are cur- 
rently projected from March 1986 levels. Normally, bench- 
mark adjustments are made annually. 

The primary sources of benchmark information are em- 
ployment data, by industry, compiled quarterly by State agen- 
cies from reports of establishments covered under State 
unemployment insurance laws. These tabulations cover about 
98 percent of employees on nonagricultural payrolls in the 
United States. Benchmark data for the residual are obtained 
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Table L. Summary of methods for computing industry statistics on employment, hours, and earnings 



Employment, hours, 
and earnings 


Basic estimating cell (industry, region, size or 
regton/size cell) 


Aggregate industry level (division and. 
where stratified, industry) 




Monthly data 


All employees 


Ali-employee estimate for previous month multiplied by 
ratio of all employees in current month to all employ- 
ees in previous month, for sample establishments 
which reported for both months ' 


Sum of all employee estimates for component cells 


Production or nonsupervisory workers, women 
employees 


All-employee estimate for current month multiplied by 

III rstiO of nr/vli ir"tinn Ct nnnci ir\Art/icor\y >t>/>rLArc> \r\ 

\ 1/ lauv^ \j\ pivAJuouuii \,\ nuiioupci vioUi y worKers lo 
all employees m sample establishments for current 
month, (2) estimated ratio of women to all employees 2 


Sum of production or nonsupervisory worker estimates, 
or estimates of women employees, for component cells 


Average weekly hours 


Production or nonsupervisory worker hours divdeO oy 
number of production or nonsupervisory workers 2 


Average, weighted by production or nonsupervisory 
worker employment, of the average weekly hours for 
component cells 


Average weekly overtime hours 


Production worker overtime hours divided by number 
of production workers 2 


Average, weighted by production worker employment, of 
the average weekly overtime hours for component cells 


Average hourly earnings 


Total production or nonsupervisory worker payroll 
divided by total production or nonsupervisory worker 
hours 2 


Average, weighted by aggregate hours, of the average 
hourly earnings for component cells 


Average weekly earnings 


Product of average weekly hours and average hourly 
earnings 


Product of average weekly hours and average hourly 
earnings 




Annual average data 


All employees, women employees, and 
production or nonsupervisory workers 


Sum of monthly estimates divided by 1 2 


Sum of monthly estimates divided by 1 2 


Average weekly hours 


Annual total of aggregate hours (production or non- 
supervisory worker employment muHipl-ed by average 
weekly hours) divided by annual sum of employment 


Annual total of aggregate hours for production or non- 
supervisory workers divided by annual sum of employ- 
ment for these workers 


Average weekly overtime hours 


Annual total of aggregate overtime hours (production 
worker employment multiplied by ?wi.,rage weekly 
overtime hours) divided by annual sum of employ- 
ment. 


Annual total of agg'^aate overtime *• . 4fS for production 
workers divided by a.'^nual sum of employment for 
these workers 


Average hourly earnings 


Annual total of aggregate payrolls (product of produc- 
tion or nonsupervisory worker employment by weekly 
hours and hourly earnings) divided by annual aggre- 
gate hours 


Annual total of aggregate pci/'olls divided by annual 
aggregate hours 


Average weekly earnings 


Product of average weekly hours and average hourly 
earnings 


Product of average weekly hours and average hourly 
earnings 



^ The estimates are computed by multiplying the above product by bias ad- a wedging technique designed to compensate for changes m the sample arising 

justment factors, vi/hich compensate for the underrepresentation of newly formed mainly from the voluntary character of the reporting The wedging procedure 

enterprises and other sources of bias in the sample accepts the advantage of continuity from the use of the matched sample and. 

2 The sample production-worker ratio, women worker ratio, average weekly at the same time, tapers or wedges the estimate toward the level of the latest 

hours, average overtime hours, and average hourly earnings are modified by sample average 
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from the records of the Social Security Administration, the 
Interstate Commerce Commmission, and a number of other 
agencies in private industry or government. 

The estimates for the benchmark month are compared with 
new benchmark levels, industry by industry. If revisions are 
necessary, the monthly series of estimates between bench- 
mark periods are adjusted between the new benchmark and 
the preceding one, and the new benchmark for each indus- 
try is then carried forward progressively to the current month 
by use of the sample trends. Thus, under this procedure, the 
benchmark is used to establish the level of employment; the 
sample is used to measure the month-to-month changes in 
the level. A comparison of the actual amounts of revisions 
made at the time of the March 1986 benchmark adjustment 
is shown in table M. 

Data for all months since the last benchmark to which the 
series has been adjusted are subject to revision. Revised data 
are published as soon as possible after each benchmark re- 
vision. 

THE SAMPLE 
Design 

The sampling plan used in the establishment survey is 
known as ''sampling proportionate to average size of estab- 
lishment." This design is an optimum allocation design 
among strata since the sampling variance is proportional 
to the average size of establishments. Under this type of de- 
sign, laige establishments fall into the sample with certainty. 
The size of the sample for the various industries is de- 
termined empirically on the basis of experience and of cost 
considerations. In a manufacturing industry in which a high 
proportion of total employment is concentrated in relatively 
few establishments, a larger percent of total employment is 
included in the sample. Consequently, the sample design for 
such industries provides f( r a complete census of the large 
establishments, with only a few chosen from among the 
smaller establishments or none at all if the concentration of 
employment is great enough. On the other hand, in an in- 
dustry in which a large proportion \)f total employment is 



Table M. Comparison of nonagriculturat employment 
benchmarks and estimates for March 1986 



Industry 


Benchmark 


Estimate 


Percent 
differ- 
ence 


Total 


98.150 


98.617 


-0 5 


Mining , . . 


832 


842 


-1 2 


Construction 


4.415 


4,441 


-.6 


Manufacturing 


18.945 


19.148 


-1 1 


Transportation and public 








utilities ... 


5.200 


5.215 


-.3 


Wholesale trade . . 


5.695 


5.803 


-1.9 


Retail trade 


17.327 


17,418 


-.5 


Finance, insurance, and 








real estate 


6.140 


6.144 


- 1 


Services 


22.650 


22.593 


3 


Government 


16.946 


17.013 


-.4 



^Less than 0.05 percent. 
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in small estabi' hments, the sample design calls for inclu- 
sion of all large establishments and also for a substantial num- 
ber of the small ones. Many industries in the trade and 
services divisions fall into this category. To keep the sam- 
ple to a size which can be handled by available resources, 
it is necessary to design samples for these industries with 
a smaller proportion of universe employment than is the case 
for most manufacturing industries. Since individual estab- 
lishments in these nonmanufacturing divisions generally show 
less fluctuation from regular cyclical or seasonal patterns than 
do establishments in manufacturing industries, these smaller 
samples (in terms of employment) generally produce relia- 
ble estimates. 

In the context of the bls establishment survey program, 
with its emphasis on producing timely data at minimum cost, 
a sample must be obtained which will provide coverage of 
a sufficiently large segment of the universe to provide 
reasonably reliable estimates that can be published prompt- 
ly and regularly. The present sample meets these specifica- 
tions for most industries. With its use, the bls is able to 
produce preliminary estimates each month for many indus- 
tries and for many geographic levels within a few weeks af- 
ter the reference period, and, at a somewhat later date, 
statistics in considerably greater industrial detail. 

Coverage 

The BLS sample of establishment employment and payrolls 
is the largest monthly sampling operation in the field of so- 
cial statistics. Table N shows the approximate proportion of 
total employment in each industry division covered by the 
group of establishments furnishing monthly employment 
data. The coverage for individual industries within the divi- 
sion may vary from the proportions shown. 



Tabit N. Approximatt sizt and covtragt of BLS tmploymtnt 
and payrolls sampit, March 1986^ 



Industry 


Number 
of estab- 
lishments 
in sample 


Employees 


Number 
reported 


Percent of 
total 


Total 


249,800 


37,762.000 


38 


Mining 


3.700 


319,000 


38 


Construction 


23,100 


840.00Q 


19 


Manufacturing 


51,100 


10.018,000 


53 


Transportaion and public utilities 


11,600 


2.380,000 


46 


Wholesale trade 


21.900 


978.000 


17 


Retell trade 


42,900 


3,352,000 


19 


Finance, insurance, and 








real estate 


17,700 


2,135,000 


35 


Services . . 


53.300 


5,362,000 


24 


Government' 






Federal^ ... 


5,000 


2,908,000 


100 


State 


4,800 


3,194,000 


80 


Local 


14,700 


6.276,000 


62 



^ Since a few establishments do r>ot report payrolt and hours infomiation, hours 
and earnings estimates may be based on a slightly smaller sample than em- 
ployment estimates. 

2 National estimates of Federal employment by agency are provided to BLS 
by the Office of Personnel Management. Detailed industry estimates for the Ex« 
ecutive Branch, as well as State and area estimates of Federal employment, are 
t>ased on a sample of 5,000 reports covenng about 62 percent of employment 
n Federal establ'shments. 



Reliability 

Although the relatively large size of the BLS establishment 
sample assures a high degree of accuracy, the estimates de- 
rived fiom it may differ from the figures that would be ob- 
tained if it were possible to take a complete census using the 
same schedules and procedures. As discussed under the 
previous section, a link relative technique is used to estimate 
employment. This requires the use of the previous month's 
estimate as the base in computing the current month's esti- 
mate. Thus, small sampling and response errors may ac- 
cumulate over several months. To remove this accumulated 
error, the estimates are usually adjusted annually to new 
benchmarks. In audition to taking account of sampling and 
response errors, the benchmark revision adjusts the estimates 
for changes in the industrid classification of individual es- 
tablishments (resulting from changes in their product which 
are not reflected in thie levels of estimates until the data are 
adjusted to new^ benchmarks). In fact, at the more detailed 
industry levels, particularly within manufacturing, changes 
in classification are the major cause of benchmark adjust- 
ments. Another cause of differences arises from improve- 
ments in the quality of the benchmark data. Table O presents 
the average percent revisions of the five most recent bench- 
marks for major industry divisions. Detailed descriptions of 
individual benchmark revisions are available from the Bureau 
upon request. 

The hours and earnings estimates for basic estimating cells 
are not subject to benchmark revisions, although the broad- 
er groupings may be affected slightly by changes in employ- 
ment weights. The hours and earnings estimates, however, 
are subject to sampling errors, which may be expressed as 

Table O. Average benchmark revision In employment 
estimates and relative errors for average weekly hours and 
average hourly earnings by Industry 



(In percent) 





Average 
benchmark 


Relative error^ 




revision m 






Industry 


estimates 


Average 


Average 




of employ- 


weekly 


hourly 




ment' 


hours 


earnings 


Total 


02 






Total private 


3 


0 1 


02 


Mining 


27 


1 0 


1 3 


Construction 


1 2 


2 


5 


Manufacturing 


7 


1 


2 


Durable goods 


8 


1 


3 


Nondurable goods 


7 


,1 


2 


Transportation and public utilities 


4 


7 


6 


Wholesale trade 


7 


.2 


4 


Retail trade 


1 0 


2 


4 


Finance, insurance, and real estate 


2 


2 


4 


Services 


2 


4 


6 


Government^ . . 


4 







^ The average percent revision in employment for the 1982-86 benchmarks 

2 Relative errors relate to 1982 data 

3 Estimates for government are based on a total count for Federal Govern 
ment provided by the Office of Personnel Management and a sample of State 
and local government reports 



relative errors of the estimate. (A relative error is a stand- 
ard error expressed as a percent of the estimate.) Relative 
errors for major industries are presented in table O and for 
individual industries with the specified number of employees 
in table P. The chances are about 2 out of 3 that the huurs 
and earnings estimates from the sample would differ by a 
smaller percentage than the relative error from the averages 
that would have been obtained from a complete census. 

One measure of the reliability of the employment estimates 
for individual industries is the root-mean-square error 
(RMSE). The measure is the standard deviation adjusted for 
the bias in estimates: 



RMSE = V(standard deviation)^ + (bias)^ 

If the bias is small, the chances are about 2 out of 3 that an 
estimate from the sample would differ from its benchmark 
by less than the root-mean-square error. The chances are 
about 19 out of 20 that the difference would be less than twice 
the root-mean-square error. 

Approximations of the root-mean-square errors (based on 
the most recent benchmark revisions) of differences between 
final estimates and benchmarks are presented in table P. 

For the two most recent months, estimates of employment, 
hours, and earnings are preliminary and are so footnoted in 
the tables. These figures are based on less than the total sam- 
ple and are revised when all the reports in the sample have 
been received. Table Q presents root-mean-square errors of 
the amounts of revisions that may be expected between the 
preliminary and final levels of employment and preliminary 
and final month-to-month changes. Revisions of preliminary 
hours and earnings estimates are normally not greater than 
0.1 of an hour for weekly hours and 1 cent for hourly 
earnings. 

STATISTICS FOR STATES AND AREAS 

State and area employment, hours, and earnings data are 
collected and prepared by State agencies in cooperation 
with BLS. The area statistics relate to metropolitan areas. 

Table P. Root-mean-square errors of differences between 
benchmarks and estimates of employment and average 
relative errors for average weekly hours and average hourly 
earnings 



Size of employment estimate 


Root- 
mean 
square 
error of 
employ- 
ment 
estimates' 


Relative error2 
(in percent) 


Average 
weekly 
hours 


Average 
hourly 
earnings 


50.000 


2,100 


2.2 


40 


100,000 


3.900 


1 3 


23 


200.000 


5.600 


1 1 


20 


500.000 


14.000 


9 


16 


1.000.000 


15.000 


8 


1 2 


2,000,000 


26.000 


5 


9 



' Assuming 12 month intervals between benchmark revisions 
2 Relative errors relate to 1982 daia 




Definitions for all areas are published each year in the issue 
of Emplcyment and Earnings that contains State and area an- 
nual averages (usually the May issue). Changes in defini- 
tions are noted at they occur. Additional industry detail may 
be obtained from the State agencies listed on the inside back 
cover of each issue. These statistics are based on the same 



estblishment reports used by BLS for preparing national es- 
timates. For employment, the sum of the State figures may 
differ slightly from the equivalent official U.S. totals on a 
national basis, because some States have more recent bench- 
marks than others and because of the effects of differing in- 
dustrial and geographic stratification. 



Tabit Q. Errors of preliminary employment estimates 





Root-mean- 
of 


square error 




Root-mean-square error 
of— 


Industry 


Monthly 


Month-to-month 


Industry 


Monthly 


Monthto-month 




level 


change 




level 


change 


Total . . 


110,800 


104,900 


Nondurable goods— Continued 












Chemicals and allied products 


2.400 


2,300 


Total private^ 


67,400 


61,600 


Petroleum and coal products 


1.300 


1,300 








Rubber and misc ptasticr 












products 


0 inn 


£.UUU 


Goods producing 


29,300 


24.100 


Leather and leather products 




C,d\AJ 


Mining . . 


5,300 


5,100 


Service-producing industries 


lUU.OUU 


98,400 


Oil and gas extraction 


4,200 


4,100 














Transportation and public utilities 


10, /UU 


13.800 


Construction 


18,100 


14,000 


Transportation 


18.200 


17.400 


General building contractors 


6.500 


4.900 


Communication and public 












utilities 


6.600 


6.200 


Manufactunng , 


22,800 


22.800 














Wholesale trade 


9.000 


8.000 


Durable goods 


18,500 


17.500 


Durable gooos 


5.800 


5.100 


Lumber and wood products 


3,100 


2.600 


Nondurable goods 


5.300 


4,500 


Furniture and fixtures , . 


2,000 


1,800 








Stone, clay, and glass products 


2,200 


2,100 


Retail trade 


37,500 


34.600 


Primary metal industnes 


6,100 


5,900 


General merchandise stores 


20.700 


18.700 


Blast furnaces and basic 






Food stores 


6.400 


5.800 


steel products 


4,900 


4,600 


Automotive dealers and service 






Fabncated metal products 


3,300 


2,900 


stations 


3.200 


3.000 


Machinery, except electrical 


7,200 


6,400 


Eating and drinking places 


17,600 


15,200 


Etectnca) and electronic equipment 


5,600 


6.000 








Transportation equipment 


9,200 


8,800 


Finance, insurance, and real estate 


8.400 


7.400 


Motor vehtcies and equipment 


8,100 


8.600 


Finance 


4.500 


3.800 


Instruments and related products 


2,100 


2.200 


Insurance 


3.000 


2.300 


Miscellaneous manufacturing . . 


2,000 


2.000 


Real estate 


4.800 


4.100 


Nondurable goods .... 


9,900 


9.500 


Services 


33.200 


30,500 


Food and kindred products 


6,300 


6,400 


Business services 


12.200 


10,800 


Tobacco manufactures 


1,700 


1,600 


Health services 


10,600 


10,400 


Textile mitt products 


2.200 


2,300 








Apparel and other textile 






Government 


73.700 


68,400 


products 


6.300 


5,600 


Federal 


17.400 


11.300 


Paper and allied products 


1.500 


1,300 


State 


24.600 


23.000 


Printing and publishing 


2,200 


2,100 


Local 


35,200 


32.800 



NOTE Data are based on differences from December 1981 through December 1986 
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Productivity Data 
(Tables C-9 through C-11) 



COLLECTION 

Prcxiuclivity data are compiled by the Bureau of Labor 
Statistics from establishment tiata and from estimates of com- 
pensation and gross national product supplied by the U.S. 
Department of Commerce and the Federal Reserve Board. 

CONCEPTS 

Hours of wage and salary workers in nonagricultural es- 
tablishments refer to hours paid for all employees- 
production workers, nonsupervisory workers, and salaried 
workers. 

Output is the constant-dollar market value of final goods 
and services produced in a given period. Indexes of output 
per hour of all persons measure changes in the volume of 
goods and services produced per paid hour of labor input. 

Condensation per hour includes wages and salaries of em- 
ployees plus employers' contributions for social insurance 
and private benefit plans. The data also include an estimate 
of wages, salaries, and supplementary payments for the self- 
employed, except for nonfinancial corporations, in which 
there are no self-employed. 

Real compensation per hour is compensation per hour ad- 
justed to eliminate the effect of changes in the Consumer 
Price Index for All Urban Consumers (CPI-U). 

Unit labor costs measure the labor compensation cost re- 
quired to produce one unit of output and are derived by divid- 
ing compensation per hour by output per hour. 

Unit nonlabor payments include profits, depreciation, in- 
terest, and indirect taxes per unit of output. They are com- 



puted by subtracting compensation of all persons from the 
current-dollar gross national product and dividing by out- 
put. In these tables, unit nonlabor costs contain all the com- 
ponents of unit nonlabor payments except unit profits. 

Unit profits include corporate profits and inventory valu- 
ation adjustments per unit of output. 

The implicit price deflator is derived by dividing the 
current-dollar estimate of gross product by the constant-dollar 
estimate, making the deflator, in effect, a price index for 
gross product of the sector reported. 

NOTES ON THE DATA 

For the business sector and the nonfami business sector, 
these indexes relate to the gross domestic product less house- 
holds and institutions, owner-occupied housing, and the 
statistical discrepancy. For the nonfinancial corporate sec- 
tor, the indexes refer to the gross domestic product of non- 
financial corporate business. 

Manufacturing output data are supplied by the Bureau of 
Economic Analysis, U.S. Department of Commerce, and the 
Federal Reserve Board. Quarterly measures have been ad- 
justed by the Bureau of Labor Statistics to annual estimates 
of output (gross product originating) from the Bureau of Eco- 
nomic Analysis. Compensation and hours data are from the 
Bureau of Economic Analysis and the Bureau of Labor Statis- 
tics. Historical statistics for most productivity measures ap- 
pear in Trends in Multifactor Productivity, 1948-8L BLS 
Bulletin 2178. Additional information may be obtained from 
the Office of Productivity and Technology (202 523-9261). 



State and Area Labor Force Data 
(D table) 



FEDERAL-STATE COOPERATIVE PROGRAM 

Labor force and unemployment estimates for States, labor 
market areas (LMA's), and other areas covered under Fed- 
eral assistance programs are developed by State employment 
security agencies under a Federal-State cooperative program. 
The local unemployment estimates which are derived from 
standardized procedures developed by bls are the basis of 
determining eligibility of an area for benefits under Federal 
programs such as the Job Training Partnership Act and the 
Public Works and Economic Development Act. 

Annual average data for the States and areas shown in ta- 
ble D are published in Employment and Earnings (usually the 
May issue). For regions, States, selected metropolitan areas, 
and central cities, annual average data classified by selected 
demographic, social, and economic chanxteristics are 



published in the BLS bulletin. Geographic Profile of Employ- 
ment and Unemployment. 

Labor force and unemployment estimates for counties, ci- 
ties, and other small areas have been prepared for adminis- 
tration of various Federal economic assistance programs and 
may be ordered from the Superintendent of Documents, U.S. 
Government Printing Office, Washington, D.C. 20402. The 
report "Employment and Unemployment in States and Lo- 
cal Areas" is published monthly through GPOand is avail- 
able on microfiche only on a subscription basis. 

ESTIMATING METHODS 

The civilian labor force and unemployment estimates in 
1 1 large States: New York, California, Illinois, Ohio, New 
Jersey, Pennsylvania, Michigan, Texas, Massachusetts, 



North Carolina, and Florida; and two areas: Los Angeles- 
Long Beach metropolitan area and New York City, are suffi- 
ciently reliable to be used directly from the CPS. For a 
description of the CPS concepts, see ''Household Data,*' 
above. 

Monthly labor force and unemployment estimates in the 
remaining 39 States, the District of Columbia, and over 2,600 
labor market areas are prepared in several stages. The civilian 
labor force is the sum of the employment and unemployment 
levels, which are estimated in accordance with the BLS 
Manual for Developing Local Area Unemployment Statistics. 

1. Preliminary estimates-employment: The total civilian em- 
ployment estimate is based on data from the survey of es- 
tablishments which produces an estimate of payroll 
employment. This place-of-work estimate must be adjusted 
to refer to place of residence as used in the CPS. Factors for 
adjusting from place of work to place of residence have been 
developed for the several categories of employment on the 
basis of employment relationships which existed at the time 
of the 1980 decennial census. These factors are applied to 
the payroll employment estimates for the current period to 
obtain adjusted employment estimates to which are added 
estimates for employment not covered by unemployment in- 
surance (UI). 

2. Preliminary estimate—unemployment: In the current 
month, the estimate of unemployment is an aggregate of the 
estimates for each of three categories: (1) Persons who were 
previously employed in industries covered by State UI laws; 
(2) those previously employed in industries not covered by 
these laws; and (3) those who were entering the civilian labor 
force for the first time or reentering after a period of sepa- 
ration. This is referred to below as the Ul-based estimate. 

An estimate for those previously employed in covered in- 
dustries is derived from a count of current employment in- 
surance claimanu, plus estimates of claimants whose benefits 
have been exhausted, those persons disqualified from receiv- 
ing benefits for nonmonetary reasons (because they quit, were 
discharged for cause, etc., but would otherwise have been 
eligible), and persons who either filed claims late or not at all. 

The estimate of those previously employed in industries 
not covered by ui is derived by applying to the employment 
estimate for each noncovered industry or class of worker sub- 
group in the State, the ratio of covered unemployment to co- 
vered employment weighted by factors reflecting national 
historical relationships. 

For the third category, new entrants and reentrants iiito 
the labor force, a composite estimate is developed from equa- 
tions that relate the total entrants into the labor force to the 
experienced unemployed and the experienced labor force. 
For each month, the estimate of entrants into the labor force 
is a function of: (a) the month of the year; (b) the level of 



the experienced unemployed; (c) the level of the experienced 
labor force; and (d) the proportion of the working age popu- 
lation that is considered ''youth.** 

3. Monthly reconciliation with the CPS. Each month correfc- 
tion factors for employment and unemployment are applied 
at the State level to the ui-based estimates obtained above 
for each of the 39 States and the District of Columbia. These 
correction factors are based on the ratio of the CPS to the 
Ul-based estimates for the 6-month period ending in the cur- 
rent month (e.g., a 6-month moving average). The adjust- 
ment is necessary because the State-prepared estimates are 
not as reliable as the CPS data due to differences in the State 
UI laws, the structural limitations of the Ul-based estimat- 
ing method, and errors in the UI data. 

4. Substate adjustment for additivity. Independent estimates 
of employment and unemployment are prepared for the State 
(obtained directly from the CPS in the 11 large States or by 
the ui-based method in the remaining States), and labor mar- 
ket areas (LMA*s) within the State. The total of the geograph- 
ic areas in the LMA*s exhausts the geographic boundarit^s of 
the State. A proportional adjustment is applied to all sub- 
state LMA estimates to ensure that the sub-State estimates of 
employment and unemployment add to the independent State 
totals. In California and New York, which also h^ve sub- 
State areas taken directly from the CPS, the add'.tivity ad- 
justment for the remaining areas is applied to th^ State total 
minus the direct cps area. 

5. Benchmark correction procedures. Once each year, 
monthly estimates prepared by the Svaq employment secu- 
rity agencies using Ul-based estim'^dng procedures are ad- 
justed, or benchmarked, by BLS to the annual average CPS 
estimates for the 39 States and the District of Columbia for 
which monthly CPS estimates are not used directly. This ad- 
justment is made because the State-prepared monthly esti- 
mates are not as reliable as the CPS annual averages due to 
the limitations of the 6-month moving averge adjustment 
procedure. Revisions to the inputs used in the Ul-based es- 
timates are also made at the time of the annual benchmark. 

The State wide benchmarked estimates are produced in 
three stages. First the monthly ui-based estimates are adjust- 
ed by the ratio of the CPS to the Ul-based annual averages. 
Second, the difference between the ratio of annual averages 
for two consecutive years is wedged into the monthly esti- 
mates in order to minimize the disturbance to the original 
series. Finally, the third-stage estimates are forced into agree- 
ment with CPS annual averages. In the 11 States for which 
CPS estimates are used monthly, no benchmark correction 
is required, as the average of the 12 monthly State CPS esti- 
mates will equal CPS annual averages. 
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Seasonal Adjustment 



Over the course of a year, the size of the Nation's labor 
force, the levels of employment and unemployment, and 
other measures of labor market activity undergo sharp fluc- 
tuations due to such seasonal events as changes in weather, 
reduced or expanded production, harvests, major holidays, 
and the opening and closing of schools. Because these 
seasonal events follow a more or less regular pattern each 
year, their influence on statistical trends can be eliminated 
by adjusting the statistics from month to month. These ad- 
justments make it easier to observe the cyclical and other 
nonseasonal movements in the series. In evaluating changes 
in a seasonally adjusted series, it is important to note that 
seasonal adjustment is merely an q)proximation based on past 
experience. Seasonally adjusted estimates have a broader 
margin of possible error than the original data on which they 
are ba^sd, since they are subject not only to-sampling and 
other errors but are also affected by the uncertainties of the 
seasonal adjustment process itself. Seasonally adjusted ser- 
ies for selected labor force and establishment-based data are 
published regularly in Employment and Earnings. 

The seasonal adjustment program used for these series is 
an adaptation of the standard ratio-to-moving-average 
method. It provides for "moving" adjustment factors to take 
account of changing seasonal patterns. A detailed descrip- 
tion of the method is given in The X-ll Variant of the Cen- 
sus Method II Seasonal Adjustment Program^ Technical 
Paper No. 15, Bureau of the Census (1967). 

Beginning in January 1980, bls introduced two major 
modifications in the seasonal adjustment methodology for 
data f*om the household survey. First, the data are being 
seasonally adjusted with a procedure called X-11 arima, 
which was developed at Statistics Canada as an extension 
of the existing standard X-11 method. A detailed descrip- 
tion of the procedure appears in The X-11 arima Seasonal 
Adjustment Method, by Estela Bee Dagum, Statistics Cana- 
da Catalogue No. 12-564E, January 1983. The X-1 1 proce- 
dure was originally developed at the Bureau of the Census 
and had been used by the BLS to seasonally adjust labor force 
series since 1973. Tests have shown that use of ±e X-11 
ARIMA procedure, which places more emphasis on recent 
data, provides better seasonal adjustments than does the X-1 1 
method alone. 

The second change is that seasonal adjustment factors are 
calculated for use during the first 6 months of the year rauier 
than for the entire year. In July of each year, bls calculates 
and publishes in Employment and Earnings a set of seasonal 
adjustment factors for use in the second half, based on the 
experience through June. Revisions of historical data for the 
most recent 5 years are made at the beginning of each calen- 
dar year. However, as a result of the revisions to the esti- 
mates for 1970-81 based on 1980 census population counts, 
revisions to seasonally adjusted series in early 1982 were 
carried back to 1970. 



All labor force and unemployment rate statistics, as well 
as the major employment and unemployment estimates, are 
computed by aggregating independently adjusted series. For 
example, for each of the three major labor tbrce 
components— agricultural employment, nonagricultural em- 
ployment, and unemployment-— data for four sex-age groups 
(men and women under and over 20 years of age) are 
separately adjusted for seasonal variation and are then add- 
ed to derive seasonally adjusted total figures. The seasonal- 
ly adjusted figure for the labor force is the sum of eight 
seasonally adjusted civilian employment components, plus 
the resident Armed Forces total (not adjusted for seasonali- 
ty), and four seasonally adjusted unemployment components; 
the total for unemployment is the sum of the four unemploy- 
ment components; and the overall unemployment rate is der- 
ived by dividing the resulting estimate of total unenployment 
by the estimate of the labor force. Because of the indepen- 
dent seasonal adjustment of various series, components will 
not necessarily add to totals. 

Revised seasonally adjusted data for selected labor force 
scries based on the experience through December, new 
seasonal adjustment factors to be used to calculate the civilian 
unemployment rate for the first 6 months of the following 
year, and a description of the current seasonal adjustment 
methodology are published in each January issue of Employ- 
ment and Earnings, Revised seasonally adjusted data cover- 
ing the revision period for a broader range of labor force 
series are published in the February issue of this publication. 

Beginning in July 1980, the BLS also uses the X-1 1 ARIMA 
methodology in seasonally adjusting the establishment data, 
which previously had been computed using the bls Seasonal 
Factor Method. All series are seasonally adjusted using the 
multiplicative models under X-11 ARIMA. Seasonal adjust- 
ment factors used in calculating the current year's estimates 
are based on actual data through March 1987 and projected 
data through March 1988. The ARIMA model options for 
projecting the data series for 1 year ahead have been used 
in seasonally adjusting the establishment series since June 
1981. 

Seasonal adjustment factors are directly applied to the com- 
ponent levels. Seasonally adjusted totals for most of these 
series are then obtained by taking a weighted average of the 
seasonally adjusted data for the component series. Seasonally 
adjusted average weekly earnings are the product of seasonal- 
ly adjusted average hourly earnings and seasonally adjusted 
average weekly hours. 

Average weekly earnings in constant dollars, seasonally 
adjusted, are obtained by dividing average weekly earnings, 
seasonally adjusted, by the seasonally adjusted Consumer 
Price Index for Urban Wage Earners and Clerical Workers 
(CPl-w), and multiplying by 100. Indexes of aggregate week- 
ly hours, seasonally adjusted, are obtained by multiplying 
average weekly hours, seasonally adjusted, by production 
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or nonsupervisory workers, seasonally adjusted, and divid- 
ing by the 1977 base. For total private, total goods- 
producing, total private service-producing, wholesale trade, 
retail trade, manufacturing, and durable and nondurable 
goods industries, the indexes of aggregate weekly hours, 
seasonally adjusted, are obtained by sununing the aggregate 
weekly hours, seasonally adjusted, for the appropriate com- 
ponent industries and dividing by the 1977 base. 

Seasonally adjusted data are not published for a number 
of series characterized by small seasonal components rela- 
tive to their trend-cycle and/or irregular components. These 
failed or unsatisfactory seasonally adjusted series are used 
in the aggregation to broader level seasonally adjusted ser- 
ies, however. 

Beginning in June 1983, seasonal adjustment factors for 
Federal Government employment are derived from unadjust- 



ed data which include Christmas temporary workers em- 
ployed by the Postal Service, In earlier years the number 
of these workers was substantial, and at times varied great- 
ly from year to year, based on administrative decisions of 
the Postal Service, Hence, it was considered desirable to ex- 
clude this group from the unadjusted data upon which the 
seasonal adjustment factors were based. In the past several 
years, the number of these workers has decreased to the point 
where their presence has no impact on seasonal adjustment. 
Temporary census takers for the 1980 decennial census are 
removed prior to the calculation of seasonal adjustment fac- 
tors for Federal Govermnent employment. 

The revised seasonally adjusted series for the establish- 
ment data reflect experience through March 1987. Seasonal 
adjustment factors to be used for current adjustment appear 
in the June 1987 issue of Employment and Earnings. 
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